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ANNOUNCEMENT. 



The Bulletin of the Mount Weather Obseryatory, of which this is 
the first number, will contain more or less detailed accounts of the 
researches conducted at that place. In this way the conclusions 
reached and the data upon which they are based can best be placed 
before the ofiBlcials of the Bureau, and incidentally be brought to the 
attention of others working along similar lines. It will appear quar- 
terly, in such form and size as a proper presentation of the material 
may require, so that those who need it may have the information it 
contains as quickly as possible. 

The meteorological service of the United States Goyernment is com- 
prised of many stations distributed oyer a broad area, but until the 
founding of Mount Weather no station was specifically devoted to 
research work. The position that the Weather Bureau now occupies 
in the United States and before the world justifies research into the 
fundamental principles that underlie meteorological science. Such 
research will give information and direction to the two hundred 
stations that are taking observations and making forecasts. 

In the application of known principles to the art of weather fore- 
casting the Weather Service of the United States is doubtless in the 
forefront; on the other hand, it has not done its full part in the way 
of discovering new principles; therefore, it was high time that such an 
institution as Mount Weather be founded so that the scientists of the 
Weather Bureau might have placed at their disp^al facilities for 
research that will enable them to better understand the influences 
that control weather conditions. 



^n^^'^^'*^^ if^ZC^^mx^ 



Secretary of Agriculture. 
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THE ORIGIN AND THE PURPOSE OF THE MOUNT 

WEATHEK OBSERVATORY. 



In 1870 the United States Government undertook the important 
work of forecasting to-day what kind of weather might reasonably 
be expected to-morrow. This seryice, because of its value to the in- 
dustries of the country, has rapidly grown and we now get reports 
twice daily of the surface conditions of temperature, moisture, rain- 
fall, wind velocity and direction, and other data from more than two 
hundred stations in the United States, West Indies, Mexico, Canada, 
and elsewhere. 

From this information the forecaster now makes predictions for the 
coming two days with such success that they are of service to nearly 
every class of people. But the more accurate this forecasting, and 
the greater the length of time ahead to which it can be made to apply, 
the greater is its value — the ideal condition being the forecasting of 
the type of season to expect together with detailed forecasting from 
day to day. A knowledge of the type of the coming season will, 
among other things, tell the farmer what crops to plant, while the 
daily forecasts advise him in regard to cultivating and harvesting, 
and when safely to ship. These ideal conditions, however, do not 
exist at the present time, and can not be had vrithout a great deal 
more knowledge than we now possess of the interrelations of mete- 
orological phenomena. Forecasting, that practical part of meteor- 
ology so valuable to the public, is an art that can improve only as our 
knowledge of the underlying science is increased, and therefore 
it seems proper for the Government to undertake to add to that 
knowledge. 

Anything so extensive as general meteorological investigations can 
not be undertaken veith much hope of success by an individual, nor is 
it practical for private institutions to do so, tho much of value is con- 
stantly appearing from these sources. Many of the needed investiga- 
tions of storms, for instance, require simultaneous observations made 
at different places, and some of them demand for their solution years 
of continuous work. From these and other similar considerations it 
is imperative that the Weather Bureau push investigations of this 
nature as vigorously as possible, and in every way that seems hopeful 

7 
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of suooess. But from the difficulty and complexity of the problems 
involyed the improvement of the forecasting may be only impercepti- 
bly gradual, just as have been the improvements in every other art 
and science, but it is certain that this is the only way by which im- 
provements can be made, and it is equally certain that so long as this 
kind of work is continued the predictions in the future will continue 
to improve over those of the past. 

The possible investigations are very numerous, but in general may 
be classed under some one of the following heads: 

(a) Studies of the atmosphere at the surface of the earth and at 
various altitudes; determinations of its temperature, moisture content, 
pressure, state of electrification, direction and magnitude of its move- 
ments, its cloudiness, dust content, absorption of light, of heat, and 
of electric waves, and its various other properties. 

(&) Solar investigations; involving a careful measurement of the in- 
solation, or amount of solar energy reaching the earth in a unit of 
time, the size and distribution of sun spots, faoulsB, and prominences; 
and an especial effort to detect all changes in the registered amounts 
of the solar energy, and a careful effort to refer these changes to their 
real causes, whether of terrestrial or of solar origin. 

(e) Terrestrial magnetism — a study of the regular and of the irreg- 
ular changes in the magnitude and direction of the earth's magnetic 
force, in connection with other terrestrial phenomena and with solar 
activities of all kinds. 

(d) Laboratory investigations — ^the reproduction under controllable 
conditions of various meteorological phenomena, aiid experiments that 
may aid in explaining the origin and laws of weather conditions; also 
the construction and standardizing of certain apparatus. 

Since all these different lines of investigation have a common ob- 
ject — the solution of meteorological problems and the improvement of 
forecasting — they are, therefore, more or less intimately related and 
interdependent, and obviously would better be carried on simultane- 
ously, and so far as possible at the same place and under the same 
general management The location should be suitable for the various 
investigations likely to be taken up, and the management should give 
all possible freedom and encouragement to individual investigators 
consistent with proper coordination and unity of purpose. 

The study of the upper air, demanding as it does the daily use of 
kites, requires a location with a high average wind velocity, and one 
where sometime during every day there is a strong probability of hav- 
ing a wind of at least 8 to 10 miles per hour. It also calls for a loca- 
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tion 10 miles or more awaj from cities and electrio light wires, since 
at such localities the loose wire falling down as a result of some acci- 
dent to the kites during a storm would be very troublesome and even 
a source of danger. Besides the surrounding country for 15 to 20 
miles should be comparatively open, so that lost kites and their in- 
struments may the more readily be recovered. 

The magnetic work also requires a location remote from cities, and 
from trolley lines, and free from beds of iron ore. The solar work 
calls for a place away from the smoke and dust of cities and above the 
haze of valleys; while the needs of the physical laboratory can be met 
nearly as well at one place as at any other, provided only that it is 
free from the disturbing jars of heavy traffic. 

Obviously too it is desirable to have this important part of the 
Bureau's work done as near as practicable to Washington so that the 
Oentral Office may be in close touch with it. 

Mount Weather Observatory, the name of the group of laboratories 
and observatories where the Weather Bureau is doing this work, well 
meets these conditions It is 1,725 feet above sea level, and is located 
in Virginia, on the top of the Blue Ridge Mountains, some 20 miles 
south of Harpers Ferry, and 47 miles in a direct line from Washing- 
ton. It is only 6 miles from Bluemont, the nearest railroad station, 
and is easily reached from that point along an excellent mountain 
road. It overlooks to the west the entire Shenandoah Valley from 
Strasburg to Harpers Ferry, while to the east all that portion of Pied- 
mont Virginia between the Blue Bidge and the Bull Bun mountains is 
in full view. This extensive sweep of valleys, mountains, and plains 
affords rare opportunities for the study of storm formation and action. 
This location is satisfactory for the physical laboratory, and for the 
magnetic observatories For solar work it is as well adapted as any 
place east of the Bocky Mountains; while for the study of the upper 
air it is peculiarly well situated, since kite flights can be obtained 
there almost daily thru the entire year. 

The ground for this observatory was purchased September 22, 1902, 
and the contract for the central or administration building let Decem- 
ber 20, of the same year. Since then the observatory has gradually 
grown both in extent of plant and in scope of work. 

At present the administration building ' at Mount Weather is well 
equipped with apparatus for determining and automatically register- 
ing the atmospheric pressure, direction and velocity of the wind, sun- 

> The administration building and Its contents were totally destroyed by fire 
on the morning of October 23, 1907. 
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shine, rainfall, temperature, and humidity; in short it is equipped aa 
a first-class meteorological station, and the data secured are regularly 
telegraphed to the Central Office in Washington twice daily and used 
in all forecasts for this part of the country. Besides this instrumen- 
tal equipment the administration building contains offices and several 
living rooms, all well adapted to the needs of the place. 

The aerial department is provided with an engine and dynamo, an 
electrolytic plant for generating the hydrogen used for the balloons^ 
and tanks for containing this gas, a liquid air plant to provide means 
for standardizing instruments at the low temperatures to which they 
are subjected at high altitudes, an instrument room where repairs 
can be made, a room adapted to kite building, a computing and test- 
ing room, and a kite storage room. It also has a ^small half round 
revolving structure which contains the kite reel, and from which the 
kites are flown. 

Upper air data, as given by the self-registering apparatus carried 
by the kites, are telegraphed to Washington daily and uaed in forecast- 
ing. These data are also worked up in a very complete form and uaed 
in the study of the general movements and condition of the atmos- 
phere, and it is already evident that in this way important information 
will be obtained. 

Two small buildings are devoted to the proper housing of the mag- 
netic apparatus, where the magnetic condition of the earth with all 
its periodic, its irregular, and its spasmodic changes, whether small or 
great, mild or violent, are automatically recorded. 

These curious tracings are being studied in connection with solar 
and terrestrial phenomena, and it is practically certain that important 
relations will be found, tho it is difficult to decipher the writings of 
these delicate magnets. 

The physical laboratory is now under roof, but is not sufficiently 
completed to be of any service. 

Solar physics is represented by only a small shelter, but a few feet 
square, containing a pyrheliometer for measuring the amount and 
intensity of the solar radiation and the absorption of the earth's 
atmosphere. 

When the physical laboratory is finished and the solarphysical 
building put up, the Mount Weather Observatory, as contemplated^ 
will be complete. There will then be at this one place, so far as any 
one locality and its equipment can provide them, facilities for investi- 
gating any and every meteorological phenomenon, both directly by 
observation and indirectly thru experimentation. Its purpose is to be 
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the helping friend and not the competing rival of other plaoes, whether 
publio or private, and therefore every investigator engaged in research 
of importance to the Weather Bureau is invited to come and make use 
of its facilities for the prosecution of his studies. The whole aim of 
the observatory is the discovery, no matter how nor by whom, of fun- 
damental truths of nature, and of their application to human welfare* 



Mui^TUotrrt 



Chief U, 8, Weather Bureau. 



THE METHODS AND APPARATUS USED IN OBTAINING 
UPPEK AIR OBSERVATIONS AT MOUNT 

WEATHER. VA. 

By Dr. W. B. Blaib. 

The observatorj is equipped with both the Bichard and the Maryin 
meteorographs. Most of the records for the three m<Miths given have 
been obtained with Richard instruments because of the fact that those 
of the Marrin type have been undergoing repairs and readjustments. 
The latter have not yet been tested and put in use since their return 
from the shop. The Marrin instruments have the four elements — ^pres- 
sure, temperature, humidity, and wind velocity — ^while the Richard 
instruments used have the first two of these elements only. Plates I 
and n show the meteorographs and the kind of records obtained by 
them. The same general principle obtains in these instruments, i. e., a 
•cylinder rotated by clockwork, upon which the pens connected with 
their respective elements trace the changing conditions. 

From the pressure trace, using the corrections found for the ele- 
ment by tests with standard instruments and surface conditions as ob- 
served at the time of flight, altitudes reached are computed. In a 
similar way, the upper air temperatures are determined from the tem- 
perature trace. Before and after a flight the meteorograph used is 
placed in a shelter with standardized instruments for the purpose of 
getting base lines from which to compute conditions at higher levels. 
As will be seen by the illustrations, frequent stops of from five to ten 
minutes are made on the way up and down so that the elements may 
have time to register accurately the condition at these level& These 
stops make it possible to eliminate the errors due to sluggishness of 
elements and enable the observer to make frequent checks upon the 
time of the clock in the instrument, thus marking well the points at 
which accurate computation of the conditions aloft may be made. 
The accuracy of the final results is further secured, as above intimated, 
by frequent comparisons with standards of the elements of the instru- 
ments in use. 

Plate lY shows the method of fastening the instrument into the 
kite, which is about to be launched. 

Various sizes of kites, all of essentially the Marvin-Hargrave type, 
have been used in the past three months. Plate Y shows kites hav- 
ing lifting surfaces varying from 68 square feet (6.3 square meters) 
12 
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to 150 square feet (13.8 square meters), and varying in weight from 
8| to 14 pounds (3.8 to 6.4 kilograms). The following are the dimen- 
sions of a kite having a lifting surface of 68 square feet (6.3 square 
meters) and steering sail 22.8 square feet (2.1 square meters) in area: 

Height 6 feet 8^ inches 204 centimeters. 

Width 6 feet 5^ inohee 197 centimeters. 

Depth 2 feet 8^ inches 81 centimeters. 

Weight 8j^ pounds 3. 8 kilograms. 

Width of planes 2 feet IJ Inches 64 centimeters. 

Plane surface 2 feet 6 inches 76 centimeters. 

There are five lifting planes and four steering. Kites numbered 6- 
and 16 have the above dimensions. Number 1 is like number 16, 
except that the space between the planes is 2 feet (61 centimeters) 
only. Number 4 has proportions somewhat similar to number 1, its 
height being the same as that of number 16, and its width 7 feet (218 
centimeters). Number 10 has proportions somewhat similar to those of 
number 4. Another kite, not shown in the illustration, but one which 
proved very serviceable indeed as a light wind kite, is number 15, 
built on the plan of number 16, but having a lifting surface of 120 
square feet (11.2 square meters) and weighing 12| pounds (5.7 kilo- 
grams). The shorter kites take better angles in light winds than do 
the longer shaped ones, but are unsteady in winds over 25 miles per 
hour (11.2 meters per second). 

Experiments are being made with other shapes and sizes of kites. 
Of these number 12, built after the pattern of the Kousnetzow kite 
and 4 feet 9 inches (144 centimeters) high by 4 feet 6 inches (137 cen- 
timeters) wide, has done well as a secondary kite in winds under 20 
miles per hour (8.9 meters per second). Smaller Marvin-Hargrave 
kites in which the proportion of the steering sail to the lifting sail is 
greater than in number 16 have been found to behave well in winds 
up to 40 miles per hour (18 meters per second), and it is thought they 
can be used in still higher winda 

Plate YI shows the interior of the kite and balloon shed. There are 
16 kites in all, experimental types being shown on the right, the 
others on the left. 

The reel, Plate Vll, carrying the line upon which the kites are 
flown is driven by a d-horsepower (2.4 kilowatts) motor. The drum 
now in use on the reel is made of forged steel and has the dimensions 
shown in fig. 1, which is a sketch of its cross section. This drum is 
capable of carrying about 40,000 feet (12,192 meters) of piano wire line» 
and is loaded about as follows: 
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Length. Diameter. 



2,500 762 

5.000 1,624 

12,000 3,668 

20,600 e,24S 



For the puiposfl of attaobing them to the line, the Idtea are pronded 
with au elastic bridle, arranged as shown in figure 2. This arrangement 
not only protects the line from sadden jerb because of the elasticity 



Fia. l.~CroBS eeotion of drum. 

of the rubber, bnt as a puff of wind stretches the rubber to a consid- 
erable extent (determined by the proportions of the bridle), the point 
of application of the pull is transferred along the main rib to points 
farther up, the kite takes a smaller angle to the irind, and its pull is 
less than it would otherwise be. The head kite, which carries the 
instrument, is fastened directly to the end of the wire. Secondary 
kites are attached to the wire by means of cords about 100 feet (30.6 
meters) in length. 
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For the successful manipulation of kites — in starting, during the 
flight, and in landing — ^it is essential that the reel be in good running 
condition and completely under the control of the operator for any rate 
of speed from its maximum down. Unless the drum is heavy or im- 
properly mounted there is seldom, if ever, need for reversing its rota- 
tion, the pull of the kite being sufficient for taking out wire in every 
case. It is probable that a thoroly satisfactory drum can not be made 
of cast iron. Two cast iron drums have broken at Mount Weather 
under the strain of about 20,000 feet (6,096 meters) of wire during the 
last three months, while the forged steel drum of somewhat similar 
dimensions has stood a test twice as severe with no apparent injury to 




Fio. 2.— Method of attaching kite to line. 

itself. The maximum speed at which it should be possible to reel in 
wire ought to closely approximate the wind velocity required to fly the 
kites used. This often makes it possible to start the kites when the 
surface wind is insufficient and to save both wire and kites in case they 
are becalmed during a flight. The maximum speed of the reel, 4.6 
miles per hour (2.0 meters per second), has on one or two occasions 
been found insufficient, tho not seriously so; 8 or 9 miles per hour (3.5 
or 4 meters per second) would be enough for any occasion which has 
so far arisen or is likely to arise. In addition to the necessary friction 
clutches for applying the power to the drum and controlling its speed, 
the reel is provided with an azimuth wheel over which the wire runs 
out in the direction required by the wind. Attached to this wheel are 
also devices from which may be read at any desired time the angle of 
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the wire at the reel and the length of wire out. These readings together 
with the angle of eleyation of the head kite enable the obseryer, at 
any time during the flight, to know approximately the altitude at which 
his instrument is then recording the conditions, and serres as a rough 
check upon the barometric calculations of altitudes. 

Besides the operator at the reel two men are needed for launching 
and landing the kites in the field and for making and recording obser- 
vations at the reel. A man to be successful in the field must follow 
closely and be able to anticipate to some extent the kite's motion. 
He must decide and act almost simultaneously. The former qualifica- 
tion can usually be acquired by a reasonable amount of observatioir 
and experience. The acquisition of the latter in the same way is an 
expensive process on a kite field and can be done just as effectively by 
the men who can coach teams for almost any of our best college games. 

During the past three months in which an average of three or four 
kites has been used daily, considerably less than the time of one man 
has been sufficient for the repairing of kites and the adding of three 
new kites to the previous equipment. 

At the reel house are made continuous observations of the surface 
air pressure, temperature, humidity, wind direction and wind velocity 
during the flight. Clouds and weather conditions are observed. The 
amount and angle of wire out, the angle of elevation of the head kite, 
the number and lifting surfaces of kites out, and the hour at which 
levels are taken are noted. 

The reel house is a circular tower mounted so that it can be rotated. 
Its double doors may thus be made to face in any direction, and this, 
together with the motion of the azimuth wheel, gives us perfect adap- 
tation of the whole apparatus to the wind direction. An instrument 
shelter built onto the reel house just outside the window opposite the 
double doors, consequently always to the windward and well venti- 
lated, serves to contain the standardized thermometers and the mete- 
orographs which may be in process of comparison with them. 

Plate YllI shows the kite field. It is not located on a hilltop but 
in a saddle, points on either side at distances of half a mile from it 
along the range being slightly higher. Thru this slight depression in 
the range there is almost always a sufficient air movement to take the 
kites into the upper air currents. Nine miles per hour (4.0 meters per 
second) has been found a sufficient surface current in which to get the 
kites started, although flights have been obtained in even less wind 
than this. In a number of directions from the reel house there are 
sufficient clearings to enable us to take the kites out a distance of 
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1,000 feet (306 meters) or more when insufficient wind at the surface 
demands this procedure. 

Twice in the last three months the winds have been too light to start 
kites at any time during the day. On such occasions the kite meteoro- 
graph is sent up by means of captiye balloons. The balloons used for 
this purpose are the Assmann rubber balloons generally used in free 
balloon work. They are about 6 feet (150 to 200 centimeters) in diame- 
ter. Two or three of these in tandem are sufficient to carry the mete- 
orograph and 6,000 or 7,000 feet (2,000 meters) of piano wire of diame- 
ter .02 inch (.5 millimeter). 

Plate IX is an interior yiew of the power-house, showing the 36- 
horsepower (26 kilowatts) engine, the 23.5-hor8epower (17.5 kilowatts) 
generator, the electrolyser for the production of the hydrogen used 
in f>aIlooji work, and the Norwalk compressor used in compressing 
gas for shipment and in making liquid air. 

Plate m is an interior view showing in part the office and instru- 
mental equipment of the aerial department. The testing chamber and 
air pump are central in the illustration. 

In the data which follow such of the observations taken at the reel 
house and aloft as show peculiarities or changes' in the temperature 
gradients or air currents, altitudes of clouds, depths of cloud and 
fog layers, and the highest points reached have been selected and 
worked up. 

In order to present a general graphical view of the upper air tem- 
peratures for the three months, July, August, and September, isother- 
mal charts (I, II, and DI, respectively) have been constructed as follows: 

From the data as they appear in the tables the temperature gradient 
as observed by each flight is plotted and from these plots are taken 
the altitudes for each degree of temperature. Th^se data together 
with the time of flight are used in the construction of the charts, a 
given temperature being located at the intersection of th^ ordinate 
and abscissa indicating the altitude and time, respectively, at which 
it was observed. 

A sample of the temperature gradient plots is shown in fig. 3. This 
is the plot for September 6. Altitudes are shown by the ordinates 
and temperatures by the abscissas. Points transferred from the gra- 
dient plots to the isothermal charts are marked (X) Ai^d connected by 
means of solid lines. 

Dashed lines are used to show the supposed positions of the iso- 
therms on days in which these particular temperatures were not 
reached. Other interpolations might be made in the upper isotherms 

BUWO 2 



18 



BULLETIN OF MOUNT WEATHER OBSERVATORY. 



with a high degree of probability. The charts are thus made to show 
the temperature gradient as actually observed and, in a general way, 
its continuous changes with altitude and time as well as the upper 
air temperatures themselves. 
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Fia. 3.— Temperature gradient plot, September 5, 1907. 

An inversion layer is marked by a brace at the ends of which the 
temperature is the same but lower than that at any included altitude. 
This temperature is the lowest reached below the inversion, and its 
two altitudes form the upper and lower boundaries of the layer. The 
position of the maximum temperature obtained in the inversion is 
located on the chart by means of an arrow and the actual temperature 
at this altitude given. 
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Actual altitudes obtained are shown by the vertical lines drawn on 
the chart at the time the highest point of the flight was reached. The 
mean of the highest altitudes reached daily in these three months 
is 6,535 feet (1,992 meters) and the highest altitude reached was 14,774 
feet (4,503 meters). 

The data for the flights made during the month of June are given, 
but no isothermal chart was made for this month owing to the fact 
that daily upper air readings were not begun until late in the month. 

Further discussion of the following data from other points of view 
will appear in later numbers of the bulletin. 

The numerical results of kite flights follow: 
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RESULTS OF KITE FLIGHTS. 



PftUand 
hour. 



June 6, 
7:67 a. 
S:06 a. 
8:15 a. 
8:20 a. 



8:87 
8:48 
8:66 
9:02 
0:12 
0:22 
9:29 
10:00 
10:17 



a. 



a. 



1907. 
m. . 
in.. . 
in., t 
n. . . 
m.. . 
m. . . 

DL. ■ 

in. . . 
m. . . 
m.. . 
m. . . 
m. .. 
in.. . 



On Mount Weather, Ya. . ]^f(^ 



▲ir tem- 
perature. 



OF. 
61.0 
61.0 
61.0 
61.6 
60.6 
61.0 
62.0 
62.0 
61.0 
61.0 
61.0 
00.6 
60.5 



©a 

16.0 
16k 
16.0 
16.5 
16.0 
16.0 
16.5 
16.5 
16.0 
16.0 
16.0 
16.0 
16.0 



i 

a 
t 



f 
74 
81 
81 
75 
75 
70 
68 
69 
70 
76 
75 
78 
81 



Wind. 



IMr. 



Velocity. 





Mxlet 




^'h 


aw. 


12 




14 




14 




14 




14 




14 




14 


•w. 


12 


8W. 


12 


HW. 


12 


aw. 


12 


sw. 


10 


aw. 


7 



p. *. 

5.4 
6.8 
6.8 
6k8 
6.8 
6.8 
6.8 
5.4 
6u4 
6u4 
5.4 
4.5 
8.1 



At different heighta aboTe tea. 



Height. 



1,726 
2,601 
2,688 
8,022 
4,828 
5,114 
4,925 
5,725 
6,986 
7,925 
8,822 
5.187 
1,725 



Meters. 

526 

790 

804 

1,074 

1,820 

1,558 

1,601 

1,745 

2,114 

2,416 

2,686 

1.566 

526 



Air tein« 
perature. 



61.0 
69.0 
61.0 
59.0 
55.0 
51.5 
52.0 
48.0 
48.0 
89.0 
88.5 
50.0 
60.5 



OC. 

16.0 

16.0 

16.0 

15.0 

18.0 

11.0 

11.0 

9.0 

6.0 

4.0 

8.5 

10.0 

16.0 



a 

.a 
& 



f 

74 

6S 
65 

45 
45 
65 

70 
75 
85 

95 

100 

94 

81 



Wind. 



Dir. 



8W. 

aw, 

aw. 

aw. 

aw. 

aw. 

w. 

w. 

w. 

w. 

w. 

8W. 

aw. 



Velocity. 



Mile* 
p. A. 
12 



Meet 

p. $, 
5.4 



8.1 



June 6, 1907. 
1:86 p. m. . . . 
1:89 p.m... 
1:47 p.m.... 
1:57 p. m. .. . 
1:59 p.m.... 
2:06 p.m.... 

2:08 p. m 

2:11 p. m 

8:10 p. m 

8:85 p. m 

4:16 p. m. .. . 
4:24 p.m.... 
4:84p.m. .. . 
5:07p.m... . 



64.5 


18.1 


64.0 


17.8 


68.8 


17.7 


68.6 


17.6 


68.4 


17.4 


68.0 


17.2 


62,8 


17.1 


62.6 


17.0 


65.0 


18.8 


65.0 


18.8 


6^8 


18.8 


66.5 


18.6 


65.8 


18.8 


65.0 


18.8 



44 

45 
48 
49 
50 
49 
48 
47 
44 
40 
87 
88 
89 
88 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



28 
28 
28 
28 
28 
24 
24 
24 
25 
25 
25 
25 
25 
25 



12.5 
12.5 
12.5 
12.5 
12.5 
10.7 
10.7 
10.7 
11.2 
11.2 
11.2 
11.2 
11.2 
11.2 



1,725 
2,010 
4,042 
4,975 
5,248 
6,090 
6,859 
7,106 
8,172 
8,826 
5,665 
5,287 
4,175 
1,725 



526 
612* 
1,282 
1,516 
1,598 
1,866 
2,090 
2,166 
2,491 
2,690 
1,726 
1,696 
1,272 
526 



64.5 
56.5 
51.5 
47.0 
45.5 
41.5 
87.5 
87.2 
84.5 
82.0 
44.0 
46.0 
58.0 
65.0 



18.1 
18.6 

las 

8.6 
7.5 
5.3 
8.1 
2.9 
1.4 
0.0 
6.7 
7.8 
11.7 
18.8 



44 

45 
50 
50 
58 
64 
75 
75 
85 
88 
78 
70 
60 
88 



nw. 

nw. 

nw. 

nnw 

nnw 

nnw 

w. 

w. 

w. 

w. 

wnw 

wnw 

nw. 

nw. 



^ 



25 



12.5 



11.2 



June 5, 1907. — The flight was made with one kite having a lifting surface of 68 
square feet (6.3 square meters). 

The maximum amount of wire out was 10,000 feet (8,048 meters); wire out at 
maximum altitude was 10,000 feet (3,048 meters). 

From 7/10 to 9/10 stratus and strato-oumulus clouds prevailed during the flight. 
At an altitude of 7,925 feet (2,416 meters) above sea level, the kite was in the clouds. 

At the time of the flight the station was about 800 miles due south of a center 
of decidedly low pressure over the Province of Ontario. A ridge of high pressure 
was central over the Missouri Biver Valley, and moderately high pressure pre- 
vailed over Florida. Heavy precipitation had previously occurred in Wisconsin. 

June 6, 1907,— The flight was made with two kites having a total lifting surface 
of 112 square feet (10.5 square meters). 

At the maximum altitude, the maximum amount of wire, 13,200 feet (4,023 me- 
ters) was out. 

At the beginning of the flight 3/10 strato-cumulus clouds from the northwest 
were observed. At an altitude of 7,106 feet (2,166 meters) above sea level the kite 
was in the base of cumulus clouds. Toward the close of the flight the clouds were 
dissipating. 

At the time of the flight an extensive area of low pressure was central over the 
upper St. Lawrence Valley, and the station was about midway between this dis- 
turbance and an area of high pressure central over Tennessee. Heavy precipita- 
tion had previously occurred over the lower Great Lakes. 
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RESULTS OF KITE FLIGHTS. 



Diiteaxid 
hour. 



On Mount Weather, Ya., j^^ 



Air tem- 
perature. 



a 



Wind. 



Dir. 



Velocity. 



At different heights abore sea. 



Height. 



Air tem- 
perature. 




Wind. 



Velocity. 



June 10, 
1907. 
7:81 a.m... 
7:40 a.m... 
7:48 a.m..., 
7:58 a.m... 
8:02 a.m... 
8:40 a.m... 

9:28 a.m 

9:80 a.m 

9:44 a.m 











Miles 


MeCs 


• 


«/•. 


oa 


5 




p. h. p, M. \ 


Feet, 


55.0 


12.8 


70 


e. 


10 


4.5 


1,726 


56.0 


12.8 


71 


e. 


10 


4.5 


2,619 


55.0 


12.8 


71 


e. 


10 


4.5 


8,168 


55.0. 


12.8 


70 


e. 


10 


4.5 


8,881 


55.0 


12.8 


70 


e. 


10 


4.6 


8,646 


58.0 


18.8 


69 


e. 


9 


4.0 


4,146 


57.0 


18.9 


71 


e. 


10 


4.5 


4,889 


58.0 


14.4 


72 


e. 


10 


4.5 


4,165 


59.0 


15.0 


75 


e. 


10 


4.5 


1,725 



Meiers. 

626 

798 

964 

1,061 

1,111 

1,264 

1,822 

1,270 

526 



°F, 
56.0 
58.0 
58.0 
61.7 
51.2 
49.8 
49.2 
49.2 
59.0 



OQ 


f 


12.8 


70 


11.7 


70 


11.7 


66 


10.9 


65 


r. 


65 
67 


9.6 


67 


9.6 


67 


15.0 


75 



e. 

ene. 

e. 

e. 

e. 

e. 

e. 

e. 

e. 




10 



4.5 



June 15, 
1907. 

7:89 a. m . . . 

7:47 a.m... 

7:58 a.m... 

8:01 a.m... 

8:02 a.m... 

8:11 a.m... 

8:46 a.m... 

9:00 a.m... 

9:32 a.m... 
10:00 a.m... 
10:21a.m... 
10:26 a.m... 
10:80 a.m... 
10:38 a. m... 
10:41 a. m . . . 



58.0 
57.6 
58.2 
69.0 
60.2 
61.8 
62.8 
68.5 
64.8 
66.8 
67.0 
67.8 
67.5 
67.7 
68.0 



14.5 
14.2 
14.6 
16.0 
15.7 
16.8 
16.8 
17.5 
18.2 
19.8 
19.4 
19.6 
19.7 
19.8 
20.0 



72 
76 
72 
72 
71 
71 
70 
70 
69 
65 
64 
62 
60 
69 
57 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



28 
28 
27 
26 
26 
26 
25 
25 
24 
24 
28 
28 
22 
22 
21 



12.5 
12.6 
12.1 
11.6 
11.6 
11.6 
11.2 
11.2 
10.7 

ia7 

10.8 

10.8 

9.8 

9.8 

9.4 



1,725 
8,802 
4,506 
4,616 
4,678 
5,185 
6,867 
7,005 
8,088 
5,847 
4,188 
4,115 
8,625 
2,925 
1,726 



626 
1,006 
1,874 
1,876 
1,895 
1,565 
2,098 
2,186 
2,460 
1,782 
1,260 
1,264 
1,074 
892 
526 



68.0 
63.0 
60.0 
60.0 
69.6 
67.5 
49.6 
49.0 
44.0 
55.5 
62.0 
62.0 
64.0 
61.0 
68.0 



14.5 
14.6 
15.6 
15.6 
15.8 
14.2 
9.7 
9.5 
6.7 
18.1 
16.7 
16.7 
17.8 
16.1 
20.0 



72 
60 
46 
46 
46 
46 
60 
50 
60 
46 
86 
85 
80 
86 
67 



nw. 

nw. 

nnw 

nnw 

nnw 

nnw 

nnw 

nnw 

w. 

nnw 

nnw 

nnw 

nw. 

nw. 

nw. 



28 



21 



12.5 



9.4 



June 10, 1907. — ^The flight was made with two kites having a total lifting surface 
of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 5,000 feet (1,524 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

About 8/10 clouds, of a cumulus nature, observed at beginning of flight, gradu- 
ally diminished toward the close. 

At the time of the flight a barometric depression of considerable intensity was 
central over Iowa and southern Minnesota, accompanied by thunderstorms and 
heavy precipitation. An area of high pressure was central over the St. Lawrence 
Valley. 

June 15, i^7.— The flight was made with two kites having a total lifting sur- 
face of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 10,000 feet (8,048 meters). 

From 1/10 to 5/10 alto-cumulus and strato-cumulus clouds prevailed during the 
flight. 

At the time of the flight an extensive area of high pressure, central over the 
middle Mississippi Valley, dominated the weather over the central part of the 
United States. An area of low pressure was central off the coast of Massachusetts. 
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RESULTS OF KITE FLIOHTS. 



Date and 
boar. 



June 20, 

1907. 
7:60 a. m.. 
8:50 a. m . . 
9:24 a.m.. 



On Mount WeatiMT.Va., ff^j^^ 



Air tem- 
perature. 



88.0 

Tao 

71.5 



20.0 
21.1 
21.9 



a 

.a 



Wind. 



Dlr. I Velocity. 



w. 
w. 
w. 



Miles 

' p.h. 

\ " 
12 

10 



M€f9 

p.$. 

5.8 
6.4 
45 



At difltoent heights abore aea. 



Height 



Ft€L 
1,725 
2,486 
1.725 



MeUrt, 

626 
758 
526 



Air tem- 
peratureL 



OR 
68.0 
70.0 
71.5 



2ao 

21.1 
21.9 



.a 

Si 



Wind. 



Dir. 



Velocity. 



Mile$ 

p.h. 
18 

■■•••• 

10 



Ilfefi 

p.t. 
5.8 

4.5 



June 22, 

1907. 
1:46 pum... 80.0 
2:57 p.m... I 79.0 
8:81 p.m...! 80.0 



28.7 
26wl 
26.7 


56 

- • • • 

56 


se. 

M. 

86. 


12 

12 
12 



5.4 

6.4 
5.4 



1,726 626 
8.967 i 1.209 
1,726 I 626 



80.0 
70.0 
80.0 



26.7 
21.1 
26.7 



56 

» • ■ « 

56 



■e. 
se. 

■e. 



12 
12 



5.4 

» • « • 

5.4 



June 24, 

1906. 
2:84 p.m... 
2:49 p.m... 
8:06 p.m... 
8:46 p.m... 



78.0 


25.6 


.... 


8se. 


12 


78.5 


25.8 


.... 


Bse. 


12 


79.0 


26.1 


.... 


■e. 


18 


80.0 


26.7 


.... 


86. 


14 



8L4 
5.4 
5.8 
6.8 



1.726 
8.184 
4.208 
1.725 



526 

966 

1.281 



78.0 25.6 

78.1 . 22.8 
67.5 19.7 
80.0 26.7 



886. 
886. 



86. 



12 



14 



5.4 



6.8 



June 20^ 1907,-^The flight was made with one kite having a lifting surface of 150 
square feet (14. 1 square meters). 

The maximum amount of wire out was 1,800 feet (549 meters); wire out at maxi- 
mum altitude was 1,800 feet (649 meters). 

The sky was totcdly obscured by alto-stratus and alto-cumulus clouds during 
the flight. 

At the time of the flight the Middle and South Atlantic States were covered by 
moderately high pressure, with centers over northern Georgia and over the lower 
Lakes. A low pressure area was moving In over Montana from the northwest. 
Heavy precipitation had previously occurred in Vermont. 

June !t£, 1907. — The flight was made with two kites having a total lifting surface 
of 142 square feet (18.1 square meters). 

The maximum amount of wire out was 3,500 feet (1,067 meters); wire out at 
maximum altitude was 3,500 feet (1,067 meters). 

A generally hazy atmosphere prevailed at beginning of the flight, and from 1/10 
to 3/10 clouds, of a cumulus nature, were visible thruout the flight. 

At the time of the flight high pressure dominated the weather over the eastern 
half of the country, while a barometric depression of considerable intensity pre- 
vailed over the western half, being central over Utah. The station was between 
two centers of the eastern high. 

June 24, 1907, -^ThQ flight was made with one kite having a lifting surface of 150 
square feet (14.1 square meters). 

The maximum amount of wire out was 6,000 feet (1,524 meters); wire out at 
maximum altitude was 4,000 feet (1,219 meters). 

From 1/10 to 3/10 alto-cumulus clouds and a few cumulus were visible during 
the flight. 

At the time of the flight the entire southeastern part of the United States was 
covered by moderately high pressure. A trough of low pressure extended from 
Mexico to Minnesota, and an area of relatively low pressure was central over the 
lower St. Lawrence Valley. Heavy precipitation had previously occurred in Vir- 
ginia. 
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RESULTS OP KITE FLIGHTS. 



Date and 
hour. 



June 26. 

1907. 

7:20 a.m... 

7:46 a.in... 

8:48 a. m. . . 



On Mount Weather, Va., f^j,^ 



Air tem- 
perature. 



70.0 
71.0 
78.6 



2L1 
21.7 
23.1 



t 



Wind. 



Dir. 



wnw. 
wnw. 
nw. 



Velocity. 



p.h, I p.«. 
14 I 6.8 
14 I 6.8 
18 ! 6.8 



At different helghta abore sea. 



Height 



Feet, 
1,725 
8,761 
1,726 



Meters. 
026 
1,146 
626 



Air tem- 
perature. 



70.0 
67.8 
78.6 



°G 
21.1 
19.6 
28.1 






Wind. 



Dir. 



Velocity. 



wnw. 

w. 

nw. 



Mile* 
p.h, 
14 



18 



M*et 

6.8 



S.8 



June 26, 
1907. 
7:18 a.m... 
m. . 
a.m. 



I 



7:80 
8:21 



8:60 a. m. . . . 
9:20 a.m.... 
9:28 a.m.... 
9:68 a. m. . . . 
IKM p.m. ... 



70.0 
7a 2 
72.8 
78wO 
78.6 
78.2 
7&0 
72.0 



21.1 
21.2 
22.7 
22.8 
28.1 
22.9 
22.8 
22.2 



71 
76 



w. 

w. 

w. 

w. 

w. 

nw. 

nw. 

w. 



21 
21 
21 
20 
20 
20 
16 
18 



9.4 
9.4 

9.4 
8.9 
8.9 
8.9 
7.2 
^8 



1,726 

2,688 

8,461 

6,266 

10,679 

11,207 

18»468 

1,726 



626 
778 
1,062 
1,606 
8,266 
8»416 
4,102 
626 



70.0 
68.4 
70.0 
69.2 
41.7 
88wl 
80.4 
72.0 



21.1 


20.2 


21.1 


16.1 


6u4 


8.4 


-0.9 


22.2 



21 



9.4 



82 



wnw, 
w. ' 
w. I 

W8W I 
WSW I 

W8W ; 
w. 



I 



18 



6.8 



June 26, 1907. — The flight was made with two kites having a total lifting surface 
of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 3,800 feet (1|158 meters); wire out at 
maximum altitude was 3,600 feet (1,067 meters). 

About 1/10 alto-oulumus clouds from the southwest, observed at the beginning 
of the flight, graduaUy Increased to 8/10 toward the close. 

At the time of the flight the South Atlantic States were covered by an area of 
high pressure central over northern Georgia. A trough of moderately low-pres- 
sure extended from Mexico northeastward to the St. Lawrence Valley, with a 
center over eastern Kansas and another north of the lower Lakes. 

Jtme 26, 1907. — The flight was made with four kites having a total lifting surface 
of 272 square feet (25.2 square meters). 

The maximum amount of wire out was 19,000 feet (5,791 meters); wire out at 
maximum altitude was 19,000 feet (5,791 meters). 

At beginning of the flight about 3/10 strato-cumulus and 4/10 alto-stratus clouds, 
from the west, were observed. At 8:50 a. m. the clouds were increasing and when 
the uppermost kite had reached an altitude of 10,679 feet (3,255 meters), it was in 
the base of them. At 10:24 a. m. a light shower began and heavy rain was ap- 
proaching in the valley to the west; this reached the station, accompanied by 
strong wind, about 11:55 a. m. 

At the time of the flight the station was to the south of an area of low pressure, 
accompanied by showers and thunderstorms, central over the upper St. Lawrence 
Valley. An extensive high, central over Wyoming and South Dakota, dominated 
weather conditions over the western half of the country. Heavy precipitation had 
previously occurred In Florida and Arkansas. 
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RESULTS OF KITE FLIGHTS. 



On Moant Weather, Va., J^^ 



Date and > 
hour. 



a 

Air tern- ^ 
perature. i ^ 



Wind. 



Dir. 



Velocity. 



At dlflferent heights ahore aea. 



Height. 



Air tem- 
perature. 



a 

t 



Wind. 



Dir. 



Velocity. 



June 27, 

1907. 
7:26 
7:88 
7:66 
8:81 
8:56 



a«ni. . 
a.m.. 
a.m.. 
a. m. . 
a.m.. 











Miles 


°R 


°C. 


% 




p.h. 


61.8 


16.6 




nw. 


19 


62.6 


16.9 




nw. 


19 


62.6 


16w9 




nw. 


19 


68.8 


17.7 




nw. 


21 


64.0 


17.8 




nw. 


21 



MeCt 
p.s. 
8.6 
8.6 
8.6 
9.4 
9.4 



Feet. 

1,726 

8,662 

6,861 

8,126 

8,982 



MeUrt. 

626 
1,118 
1,684 
2,477 
2,788 



°F. 
61.8 
68.7 
49.2 
52.8 
47.4 



16.6 
12.1 

9.6 
11.6 

8.6 




June 28, 
1907. 
10:28 a.m.. 
10:89 a.m.. 
10:64 a.m.. 
11:12 a.m.. 
11:81 a.m.. 



70.0 
71.0 
71.0 
72.0 
72.0 



21.1 
21.7 
21.7 
22.2 
22.2 



e. 

aa. 
ee. 
se. 



10 
10 
10 
11 
11 



4.6 
4.6 
4.6 
4.9 
4.9 



1,726 628 
8,346 1,020 
8,402 1,087 
4,029 I 1,228 
1,726 ! 626 



70.0 
68.0 
66.6 
63.7 
72.0 



21.1 

2ao 

18.6 
17. C 
22.2 



e. 
Bse. 

886. 

sse. 

se. 



10 



11 



46 



4.9 



June 29, 
1907. 
'8:07 a.m.. 
8:84 a.m... 


66.0 
66.0 
66.0 
65.6 


18.8 
18.8 


• • « ■ 


e. 
e. 
e. 
e. 


16 
16 
15 
16 


6.7 
6.7 
6.7 
7.2 


1,726 
8,906 
2,600 
1,726 


626 

1,191 

792 

526 


66.0 
69.7 
56.0 
56.6 


18.3 
15.4 
18.8 
18.1 




e. 


15 


6.7 


^8:44 a. m. . . 


18.8 .... 


OAA . 






8:64 a.m... 


18.1 


• • ■ • 


• • ■ • . 


e. 


16 


7.2 



June 27, 1907. — The flight was made with two kites having a total lifting sur- 
face of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 15,000 feet (4,572 meters); wire out at 
maximum altitude was 15,000 feet (4,572 meters). 

About 8/10 clouds were observed at beginning; these gradually diminished to 
6/10 near close of the flight. 

At the time of the flight the weather over the entire central portion of the 
United States was dominated by a high, central over Nebraska. An extensive 
area of low pressure was central over eastern Maine and a secondary low, central 
over South Carolina. Heavy precipitation had accompanied both depressions. 

June j89, 1907, — The flight was made with one kite having a lifting surface of 
150 square feet (14.1 square meters). 

The maximum of wire out was 4,500 feet (1,372 meters); wire out at maximum 
altitude was 4,000 feet (1,219 meters). 

About 8/10 stratus clouds at beginning of flight gradually diminished to 5/10 
toward the dose. 

At the time of the flight a depression of considerable Intensity was moving off 
over the lower St. Lawrence Valley, and a secondary low was central over Mis- 
sissippi, while moderately high pressure centered over the lower Great Lakes. 
Heavy precipitation had previously occurred In Georgia. 

June 29, 1907. — The flight was made with one kite having a lifting surface of 68 
square feet (6.3 square meters). 

The maximum of wire out was 4,085 feet (1,246 meters); wire out at maximum 
altitude was 3,100 feet (945 meters). 

A dense fog prevailed during the flight. 

At the time of the flight the station was near the center of an area of low pres- 
sure covering the Atlantic coast. An area of moderately high pressure was cen- 
tral over Kova Scotia and another over Arkansas. 
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RESULTS OP KITE PLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., i^25ft. 



Air tem- 
perature. 



a 





Wind. 



Dlr. 



Velocity. 



At different heights above sea. 



Height. 



Air temp- 
peratnre. 



a 





Wind. 



Dir. 



Velocity. 



July 1,1907. 
10:82 a.m... 
10:58 a. m. . 
11:19 a.m.. 
2d flight. 

1:34 p.m... 

8:14 p.m... 

8:42 p^m... 











Miles 


°F, oa 


i 




p. h. 


74.0 28.8 


• m 


sse 


11 


74.4 1 2&6 


■ • • • 


8. 


12 


75.0 


28.9 


• ■ • 


8. 


12 


77.6 


26.8 


61 


B. 


15 


78.0 


28.6 


62 


S. 


16 


78.0 


26.6 


64 


s. 


16 



Jlfee» 

p. t, 

4.9 

6.4 

5.4 

6.7 
7.2 
7.2 



Feet. 


Meters. 


OR 


°a 


1,725 


526 


74.0 


28.8 


2,899 


888 


70.0 


21.1 


1,726 


526 


75.0 


28.9 


1,726 


526 


77.5 


25.8 


5,025 


1,532 


64.9 


18.8 


1,725 


526 


78.0 


26.6 



sse 

8. 
8. 



61 I 8, 

I ssw 

64 I 8. 



MiUs 
p,h. 
11 

12 

15 



16 



Mefe 
p. ». 
4.9 

• « • • 

6.4 
6.7 



7.2 



July 2, 1907. 

7:13 a. m 

7:20 a. m 

7:36 a. m 

8 00 a.m.... 
8:07 a.m... 
8:17 a.m... 
8:29 a.m.... 
8:41 a. m . . 
8:66 a. m... 



66.4 


19.1 


87 


uw. 


26 


11.6 


1,725 


526 


86.4 


19.1 


87 


nw. 


26 


11.6 


8,689 


1,124 


66.6 


19.2 


86 


nw. 


26 


11.6 


6,067 


1,849 


68.0 


20.0 


85 


nw. 


26 


11.6 


6,478 


1,974 


68.5 


2a8 


85 


nw. 


25 


1L2 


6,881 


1,792 


69.0 


20.6 


86 nw. 


25 


11.2 


5,065 


1,544 


70.0 


21.1 


81 


nw. 


25 


11.2 


4,014 


1,224 


70.0 


21.1 


81 


nw. 


28 


10.8 


8,045 


928 


70.5 


21.4 


79 


nw. 


20 


8.9 


1,726 


526 



66.4 
65.0 
58.0 
56.6 
57,6 
60.2 
61.5 
62.5 
70.5 



19.1 
18.8 
14.4 
18.6 
14.2 
15.6 
16.4 
16.9 
21.4 



87 



79 



nw. 
nw, 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



20 



11.6 



8.9 



Jviy 7, 1907. — The first flight was made with one kite having a lifting surface of 
150 square feet (14.1 square meters). 

The maximum amount of wire out was 1,770 feet (540 meters); wire out at 
maximum altitude was 1,400 feet (427 meters). 

The second flight was made with three kites having a total lifting surface of 204 
square feet (18.9 square meters). 

The maximum amount of wire out was 7,890 feet (2,405 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

A few cumulus clouds, drifting from the south, were observed at the beginning 
of the flight. At 2:65 p. m. the cumulus clouds had disappeared and a few cirrus 
were observed in the northwest. 

At the time of the flights the station was on the southeastern border of a trough 
of low pressure extending from Texas northeastward into Canada. An area of 
high pressure was central over Yellowstone Park, Wyo., and another over the 
Florida Peninsula. 

Jidy 2, i^7.— The flight was made with one kite having a lifting surface of 68 
square feet (6.3 square meters). 

The maximum amount of wire out was 9,100 feet (2,774 meters); wire out at 
maximum altitude was 8,000 feet (2,438 meters). 

A few small cumulus and alto-stratus clouds were observed at the beginning of 
the flight. Detached cumulus clouds past under kite at an altitude of 6,400 feet 
(1,951 meters). Cumulus and alto-stratus were increasing during the flight. 

At the time of the flight the station was in the southern portion of an area of 
low pressure central over the St. Lawrence Valley. The pressure was high over 
the upper Lake region. 
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BE8ULT8 OF KITE FLIGHTS. 



On Mount Wcnther, Ya., fj^tn^ 



D»teud 
hoar. 



Air tem- 
peratare. 



n 

t 



Wind. 



Dir. 



Yelodtj. 



At dUbrent heights abore se% 



Height 



Air tem- 
perature. 



9 



Wind. 



Dir. 



Veloeity. 



JulT 3, 1907. 

7:17 a.m... 

7:22 a.m... 

7:38 a. m . . . 

7:64 a. m.c 

8:46 a. m . 
]0KWa.m. 
10:80 a.m. 
10:86 a.m. 
10:48 a.m. 
10:60 a.m. 



Jviij 4, 1907. 
6:19 p.m.... 
6:49 p.m. 
6:25 p. m 











MUei 


op. 


oa 


f 




p.h. 


66.8 


18.8 


88 


nw. 


19 


67.8 


14.1 


81 


nw. 


19 


67.8 


14.8 


80 


nw. 


19 


6&0 


14.6 


80 


nw. 


19 


60.0 


16.6 


77 


nw. 


18 


62.0 


16.7 


78 , nw. 


21 


62.6 


16.9 


70 DW. 


28 


68.6 


17.6 


70 


nw. 


28 


68.6 


17.6 


70 


nw. 


28 


6816 


17.6 


70 


nw. 


28 



Meft 

p,t, 
8.6 
&6 
8.6 
8.6 
&0 
9.4 
10.8 
10.8 

las 
ia8 



FeeL 

1,725 
8,882 
8,848 
6,989 
6,482 
6,966 
8.975 
8,821 
2,566 
1,725 



Meten. 

626 
1,016 
1,172 
1,826 
1,961 
1,826 
1,212 
1,166 
779 
626 



66.8 
47.2 
66.0 
6616 

68.6 
66.6 
60.8 
66.0 
56.0 
68.6 



18.8 
8.6 
14.6 
18.1 
IX Q 
18.1 
16.0 
18.8 
12.8 
17.6 



90 
60 
40 
46 
40 
40 
46 
65 
70 



nw. 

n. 

n. 

nnw 

nnw 

n. 

n. 

n. 

nw. 

nw. 



p» h. 

19 



Meft 

p. s, 

8.5 



10.8 



69.0 


20.6 


64 


86. 


6&0 


20.0 


67 


se. 


68.0 


20.0 


65 


•* 



9 


4.0 


1,725 


626 


10 


4.5 


8,621 


1,104 


8 • 


8.6 


1,725 


626 



I 

I 

69.0 20.6 
61.2 I 16.2 
68.0 ' 20.0 



64 
68 
65 



86. 
86. 
86. 



9 



4.0 
's.'6 



July 6, 1907. 

4:26 p.m 

5:06 p. m 

5:28 p. m. .. . 


69.4 
71.0 
72.5 


20.8 
21.7 
22.6 


70 w. 
64 w. 
68 w. 


10 
9 
9 


4.5 
4.0 
4.0 



1,725 
2,768 I 
1,725 I 



526 
842 
526 



69.4 


20.8 


70 


66.0 


18.8 


60 


72.5 


22.6 


68 



w. 


10 


4.5 


w. 


"9 


4.0 



July Sf 1907.^ The flight was made with three kites having a total lifting surface 
of 20i square feet (18.9 square meters). 

The altitude of the flight was limited by the decreased velocity of the upper 
wind. 

The maximum amount of wire out was 10,500 feet (3,200 meters); wire out at 
maximum altitude was 10,000 feet (3,048 meters). 

At the beginning of the flight there were only a few low clouds traveling from 
the north-northwest. At the close of the flight the clouds had increased to 4/10 
strato-cumulus. 

At the time of the flight the station was in the eastern part of an area of high 
pressure central over Indiana. The nearest area of low pressure was central over 
Georgia while another prevailed over Maine. 

July 4, 1907. — The flight was made with one kite having a lifting surface of 150 
square feet (14.1 square meters). 

The maximum amount of wire out was 3,700 feet (1,128 meters); wire out at 
maximum altitude was 3,500 feet (1,067 meters). 

The sky was totally obscured by strato-cumulus clouds during flight. 

At the time of the flight the station was near the center of an extensive area of 
high pressure covering the Ohio Valley. A barometric depression of considerable 
Intensity was moving in over Montana and the Dakotas from the northwest. 

Jvly 6, 1907.— The flight was made with two kites having a total lifting surface 
of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 3,000 feet (914 meters); wire out at maxi- 
mum altitude was 2,500 feet (762 meters). 

During the flight the sky was totally obscured by cumulus and strato-cumulus 
clouds. 

At the time of the flight the station was the center of an extensive area of high 
pressure covering the entire portion of the United States east of the Mississippi 
Biver, except the upper Lake region. A barometric depression of considerable 
intensity, accompanied by thunderstorms, was central over southern Minnesota. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hoar. 



On Mount Weather, Ya., j^^ 



Air tern- 
peratore. 



i 

t 



Wind. 



Dlr. 



Velocity. 



Jnlr 6, 1907. 
6:27 ixm. .. 
6K>6p.m.... 
6:26 p.m. .. . 











MiU* 


©2? 


OC. 


* 




p.h. 


78.0 


26.6 


64 


8. 


11 


77.0 


25.0 


66 


8. 


12 


76.8 


24.9 


66 


8. 


12 



Mef* 

4.9 
6.4 
6.« 



At different heighta above sea. 



Height 



Air tem- 
perature. 



Wind. 



& 



Dir. 



Velocity. 



FseL 
1,726 
4,178 
1,726 



Metert. 
626 
1,272 



78.0 
68.8 
76.8 



26.6 
20.4 
24.9 



64 



66 



8. 
P. 



Mtte* 
p.h, 
11 



12 



Meet 

p.t. 
4.9 



6.4 



July 8, 1907. 






























2:04 p.m 


84.0 


28.9 




w. 


12 


6.4 


1,726 


626 


810 


2&9 




w. 


12 


6.4 


2:50 p. m. . . . 


84.4 


29.1 




w. 


12 


6.4 


6,127 


1,868 


61.9 


16.6 




w. 






8:20 p.m 


86.6 


29.7 




nw. 


18 


&8 


8,692 


2,660 


62.2 


11.2 




w. 






8:40 p. m 


85.5 


29.7 




nw. 


14 


6.8 


6,842 


2,066 


69.2 


16.1 




w. 






4:02 p.m.... 


85.3 


29.6 




nw. 


15 


6.7 


4,800 


1,468 


69.1 


20.6 




w. 






4:27 p.m.... 


84.9 


29.4 




nw. 


16 


6.7 


1,725 


626 


84.9 


29.4 




uw. 


16 


i.r 


July 9, 1907. 


























9:27 a. m . . 


71.6 


21.9 


... . 


nw. 


. 24 


10.7 


1,726 


626 


71.6 


21.9 




uw. 


24 


10.7 


8:40 a. m . . . 


72.4 
72.7 


22.4 
22.6 


:::: 


w. 
nw. 
nw. 
w. 


20 
28 
80 
86 


8.9 
12.6 
18.4 
16.6 


4,028 
6,662 
6,680 
1,726 


1,228 

1,696 

2,006 

626 


67.1 
68.0 
60.3 
71.6 


19.6 
17.2 
16.7 
22.0 




wnw 
wnw 
wnw 
w. 






10:10 a.m... 






10:87 a. m . . . 


78.8 23.2 






11:47 a.m... 


71.6 


22.0 


85 


16.6^ 



July 6, 1907,— The flight was made with one kite having a lifting surface of 160 
square feet (14.1 square meters). 

The maximum amount of wire out was 4,680 feet (1,426 meters); wire out at 
maximum altitude was 4,000 feet (1,219 meters). 

At the begiiming of the flight about 1/10 stratus and strato-cumulus olouds were 
observed, gradually diminishing toward the end of flight. 

At the time of the flight the station was In the southern border of an area of 
low pressure central over Lake Erie, while to the south an extensive area of 
moderately high pressure prevailed over the Gulf States. 

Juiy 8, 1907, — The flight was made with two kites having a total lifting surface 
of 224 square feet (21 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 10,000 feet (3,048 meters). 

From two to three-tenths cumulus clouds prevailed during the flight. 

At the time of the flight the station was midway between an extensive area of 
low pressure central over White Biver, Canada, and an extensive high central 
over northwestern Georgia. Thunderstorms prevailed over the upper Lake 
region and northern New England, accompanied by excessive precipitation in the 
latter region. 

Jidy 9, 1907. — The flight was made with one kite having a lifting surface of 68 
square feet (6.3 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 10,000 feet (3,048 meters). 

Clouds at beginning of flight, 2/10 strato-cumulus from the northwest, gradu- 
ally increasing to total cloudiness. Elevation of clouds: 3,600 to 4,000 feet (1,067 
to 1,219 meters). 

At the time of the flight the station bordered on the edge of an extensive baro- 
metric depression central over Quebec. A moderate high of considerable extent 
prevailed over the South Atlantic and Gulf States. 



28 



BULLETIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Moant Weather, Va., ]^it. 



Air tern- 
pentare. 



a 


Xi 



Wind. 



Dir. 



Velocitjr. 



Jttlr 10, 

1907. 
9:55 a.m.. 
10:88 a.m.. 
12:00 m. . . . 











Miles 


op. 


oa 


% 




p.h. 


75.8 


218 


• • ■ • 


W. 


18 


76.7 


24.8 


■ a • • 


w. 


10 


77.0 


2&0 


• • • • 


w. 


a 



Meet 
p.». 
6.8 
4.5 

4.9 



At different heights aboTe 



Height 











a 




Air tem* 


.S 




perature. 








s 


Dir. 



Wind. 



Velodtj. 



l,72fl 
4,006 

i,7r- 



Meters, 
096 
1,948 
S96 


<>F. 
76w8 
66.8 
77.8 


24.8 
19.8 
88.0 


% 


wnw 

w. 

w. 


MUei 

p. A. 
18 


11 



Meft 

P.M. 

5.8 



4.9 



JulTll, 



UIT 1 

1907. 



7:22 a.m.. 

7:55 a.m.. 

8K)6a.m.., 

8:80 a.m.. 

9:10 a.m. 
10:20 a.m.. 
18:05 p.m.., 
12:81 p. m.., 

1:00 p. m. . , 



68.8 
69.2 
69.5 
70.7 
75.5 
78.0 
79.0 
79L5 
79.8 



2a4 
20.7 
2a8 
21.5 
24.2 
25.6 
26.1 
26.4 
26.6 



I 



w. 
w. 
88 w. 

77 w. 

66 ' 8W. 

67 I a. 

68 ; s. 
68 ! s. 

70 I 8. 



15 
11 
10 
10 
8 
8 

10 

10 

9 



6.7 
4.9 
4.5 
4.5 
8.6 
8.6 
4.5 
4.5 
4.0 



1,726 
6,050 
6,814 
7,022 
8,928 
11,984 
10,249 
7,480 
1,725 



826 
1,589 
1,772 
2,140 
2,720 
8,688 
8,124 
2,280 

526 



I 



68.8 
64.6 
68.0 
6a5 
5a5 
87.9 
46.0 
56i8 
79.8 



90.4 
l&l 
17.2 
15.8 
10.8 
8.8 
7.8 
\X9 
26.6 



70 



w. 
w. 
w. 
•w. 

•w. 
w. 

w. 

8W. 

8. 



15 



■ • ■ • • 



6.7 



4.0 



July 10, 1907,— The flight was made with two kites having a total lifting surface 
of 142 square feet (13.1 square meters). 

The maximum amount of wire out was 4,000 feet (1,219 meters) ; wire out at 
maximum altitude was 4,000 feet (1,219 meters). 

Clouds at beginning ot flight, 4/10 alto-cumulus, from the west-northwest. 
Toward the end of the flight cumulo-nimbus clouds appeared over the Shenandoah 
Valley, thunder was heard, and rain soon began. 

At the time of the flight a trough of low pressure extended from New Mexico 
to the Gulf of St. Lawrence, while the Qulf States were coyered by a moderate 
high. 

July 11, 1907, — ^The flight was made with two kites having a total lifting surface 
of 142 square feet (13.1 square meters). 

The maximum amount of wire out was 18,750 feet (6,716 meters); wire out at 
maximum altitude was 18,750 feet (5,715 meters). 

At the beginning of the flight 9/10 strato-cumulus clouds were observed but 
later diminished to 2/10 cumulus and 4/10 alto-cumulus toward end of flight. Kite 
entered cloud base at an elevation of 10,000 feet (3,048 meters). 

At the time of the flight the station was in the front portion of a trough of low 
pressure extending from Texas northeastward Into the St. Lawrence Valley, with 
well-deflned areas of high pressure on either side. Thunderstorms were general 
thniout the entire portion of the United States east of the Rocky Mountains. 
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BESULTS OF KITE FLIGHTS. 



Date and 
hour. 


On Mount Weather, Va., J^g^ft. 


At different heights aboTO sea. 


Airtem- 






Wind. 




Height. 


Air tern- J 
perature. . 




Wind. 


1 perature. 

1 


Dir. 


Velocity. 


Dir. 


Velocity. 


July 12, 1907. 
8:00 a.m... 
8:16 a.m... 
8:84 a.m.. 


70.2 
7a2 
70.6 
70.0 
70.4 
710 


21.2 
21.2 
21.4 
21.1 
21.8 
22.2 


f 

86 
86 
86 

86 
88 
82 


w. 
w. 
w. 

w. 
w. 
w. 


MUtt 
p.k. 
16 
18 
20 
14 
18 
18 


Meet 
p.*. 
7.2 
&0 
8.9 
6.8 
&8 
6.8 


FM, 

1,725 

4,175 

5,686 

6,885 

4,945 

1,725 


dieitrt. 

586 
1,278 
1,718 
1,981 
1 807 

626 


°F. 
70.2 
61.8 
68.0 
56.0 
68.8 
72.0 


21.2 
16.8 
14.4 
18.8 
14.6 
22.2 


86 
"82* 


w. 
w. 
w. 
w. 
w. 
w. 


MUet 
p,h. 
16 


M€f9 

p.t, 

7.2 


8:55 a.m... 






9:16 a.m... 
9:86 a.m... 


"ii" 


"ii 


July 18,1907. 
6:50 p. m.. 
7:88 p. m. . . 
8H)5 p. m. . . 


69.0 
66.0 
68.0 


20.1 
18.9 
20.0 


• • ■ • 

• • • • 


se. 

ae. 

86. 


9 
8 

8 


4.0 
8.6 


1,725 
8,110 
1,725 


526 
948 
826 


68.0 
61.5 
68.0 


2ai 

16.4 
20.0 




86. 

He. 

86. 


9 


4.0 


8 


8.e 


Jul/ 15,1907. 

7:41 a.m... 

9:58 a. m. . 
10:07 a.m... 


68.0 
7a 
71.0 


17.2 
21.1 
21.7 


98 
79 
79 


86. 
86. 

se. 


10 
12 
18 


4.5 
5.4 

5.8 


1,725 
8,081 
1,725 


026 
924 
626 


68.0 
65.6 
71.0 


17.2 
18.7 
21.7 


98 

"n 


86. 

se. 

86. 


10 

"ii* 


4.5 

"iii 



JtUy 12, 1907.^ThQ flight was made with one kite having a lifting surface of 68 
square feet (6.3 square meters). 

The maximum amount of wire out was 7,000 feet (2,184 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

At the beginning of the flight the sky was entirely overcast with stratus clouds 
moving from the west. Showers began at 8:65 a. m., and continued intermittently 
thruout the flight. 

At the time of the flight the station was in the southern portion of a well-de- 
veloped area of low pressure central over northern New York, accompanied by 
considerable cloudiness and rain. Heavy precipitation had occurred during the 
previous twenty-four hours in the Ohio and lower Mississippi valleys and the 
lower Lake region. An area of moderately high pressure was central over east- 
ern Kansas and another over the Florida Peninsula. 

July IS, 1907. -^The flight was made with one kite having a lifting surface of 150 
square feet (14.1 square meters). 

The maximum amount of wire out was 3,000 feet (914 meters); wire out at max- 
imum altitude was 2,250 feet (686 meters). 

During the flight about 6/10 alto-stratus and 'alto-cumulus clouds were observed 
moving from the west. 

At the time of the flight an area of low pressure was central over New Bruns- 
wick, while an extensive area of moderately high pressure, central over Ohio and 
Florida, dominated the weather south of the Great Lakes and east of the Missis- 
sippi Biver. 

July 16, 1907, ^The flight was made with two kites having a total lifting sur- 
face of 142 square feet (13.1 square meters). 

The maximum amount of wire out was 4,000 feet (1,219 meters); wire out at 
maximum altitude was 2,500 feet (762 meters). 

Dense fog in the early morning. Light fog at the beginning of the flight, grad- 
ually dissipating. At 8:45 a. m. the fog had lifted and 10/10 stratus clouds were 
observed moving from the southeast. The clouds diminished toward the end of 
the flight to about 4/10 strato-cumulus, from the southeast. 

At the time of the flight the station bordered on the edge of a high pressure 
area central over eastern Maine, while a well-developed low, accompanied by 
thunderstorms, was central over Manitoba. 
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BULLETIN OF MOUNT^ WEATHER OBSEBVATOBY. 



BESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Moant Weather, Va. , J^^ 



Air tem- 
perature. 



a 



Wind, 



g , Dir. Velocity. 



July 16, 1907. 


°^. 


°C. 


8:84 p.m... 


82.0 


27.8 


4:02 p^m.. 


82.0 


27.8 


4:16 p.m... 


82.0 


28.1 


4:80 p.m.. 


82.0 


27.8 


4:48 p. m. . . 


81.5 


27.5 



se. 

8. 
8. 



Milet 

p.h, 
18 
18 
14 
14 
14 



Meet 
p.t. 
5.8 
5.8 
6.8 
6.8 
6.8 



At diflbrent heights aboye sea. 



Height 



' a 

Alrtem- ^ 
perature. , ^ 



Wind. 



3 ' Dir. I Velocity. 



1,725 
8,461 
8,457 
8,815 
1,726 



Meters. 

626 

1,066 

1,054 

1,168 



82.0 
72.9 
72.9 
70.6 
81.6 



27.8 
22.7 
22.7 
21.4 
27.5 



s. 

8. 
B. 
B. 
8. 



Milee 
p.h. 
18 



14 



Mefi 

p.t. 
6.8 



6.8 



July 17, 1907. 
10:81 a. m . . . 
10:48 a.m... 
llK)i a. m... 
11:08 a.m... 
11:09 a.m.. . 
11:45 a. m... 
12:12 p.m. 



69.5 
69.8 
70.0 
7a 
70.6 
71.0 
71.0 



2a8 
21.0 
21.1 
21.1 
21.4 
21-7 
21.7 



w. 

w. 
w. 
w. 

8W. 

w. 



16 
16 
18 
18 
18 
20 
28 



7.2 
7.2 
8.0 
8.0 
8.0 
g.9 
10.8 



1,725 
4,882 
5,829 
5,926 
5,970 
5,926 
1,725 



1,488 
1,777 
1,806 
1,820 
1,806 
626 



68.6 


20.8 




w. 


16 


60.0 


16.6 




w. 




57.8 


14.1 




w. 




68.2 
69.1 


14.6 
16.1 




w. 




w. 




60.9 


16.1 


w. 


• • ■ ■ • 


71.0 


21.7 




w. 


28 



7.2 



••■•«• 



10.8 



July 16, 1907. — The flight was made with one kite having a lifting Burfaoe of 
121 square feet (11.2 square meters). 

The maximum amount of wire out was S,900 feet (1,189 meters); wire out at 
maximum altitude was 3,000 feet (914 meters). 

At the beginning of the flight the sky was partially obscured by 3/10 cumulus 
irom the south and 1/10 alto-oumulus from the northwest. One-half hour later 
1/10 cumulus from the south and 4/10 alto-oumuius from the northwest were ob- 
served, but the tendency was toward clearing at the end of the flight. 

This flight occurred in the middle of the afternoon. A trough of low pressure 
extended from western Texas up the Mississippi Valley into Canada, with a sec- 
ondary depression to the north of Lake Ontario. A moderate high predominated 
the Atlantic and Gulf states from Maine to Louisiana. 

July 17, 1907. — ^The flight was made with two kites having a total lifting surface 
of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 10,900 feet (3,322 meters); wire out at 
maximum altitude was 6,500 feet (1,981 meters). 

At the beginning of the flight occasional thunder was heard and light rain was 
falling. At 11:25 a. m. rain ceased. Clouds were moving from the southwest. 

At the time of the flight high pressure prevailed generally in all districts, except 
from the Lake region eastward, which was dominated by a low, central over the 
■St. Lawrence Valley. 
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BE8ULTS OF KITE FLIGHTS. 



On Mount Weather, Va., 1*725^. 



Date and 
hour. 



Air tem- 
perature. 



S 

a 



Dlr. 



Wind. 



Velocity. 



At different heights above sea. 



Height 



I Air tem- 
perature. 



i Wind. 

I 
1 I Dir. 



a 



Velocity. 



July 18,1907. 

7:19 a.m... 

7:38 a.m... 

8:00 a.m... 

9:16 a.m... 

'9:48 a.m... 
10:18 a.m... 



72.0 
72.7 
74.0 
77.3 
77.2 
78w5 



22.2 
22.6 
28.8 
25.1 
26.2 
2&8 



nw. 
uw. 
uw. 
nw. 
nw. 
nw. 



Miles 
p. h. 
16 
15 
16 
15- 
14 
14 



MeCt 
p. a. 
6.7 
6.7 
7.2 
6.7 
&8 
6.8 



FeeL 

1,726 

8,484 

4,989 

6,216 

7,489 

1,726 



Meiers. 

626 
1,047 
1,506 
1,895 
2,288 

526 



°F. 
72.0 
71.1 
69.8 
62.6 
57.6 
78.6 



22.2 
21.7 
2a7 
16.9 
14.2 
26.8 



nw. 

nw. 

w. 

w. 

w. 

nw. 



Milet 

p, A. 
15 



14 



Meft 

p. «. 
6.7 



6.8 



July 19, 1907. 
7:20 a.m... 


























69.0 


20.6 


• • • • 


nw. 


10 


4.5 


1,725 


626 


69.0 


20.6 




nw. 


8:21a.m... 


72.0 


22.2 


• ■ * • 


nw. 


10 


4.5 


8,584 


1,092 


67.0 


19.4 




ne. 


9:06 a.m... 


74.0 


28.8 


• • ■ • 


nna 


8 


8.6 


1,725 


626 


74.0 


28.8 




nne. 



10 
8 



4.5 

I ■ • V 



July 20, 1907. 
9:00 a.m... 
9:19 a.m.. . 


69.0 
70.0 
71.0 
78.0 
75.2 
76.5 
76.5 
78.7 
75.0 


20.6 
21.1 
21.7 
22.8 
24.0 
24.2 
24.2 
28.2 
28.9 




w. 

w. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 


18 
18 
11 
12 
11 
12 
12 
12 
12 


5.8 
5.8 
4.9 
5.4 
4.9 
5l4 
6.4 
5.4 
5.4 


1.726 
4,065 
6,404 
7,889 
8,698 
8,181 
8,882 
6,621 
1,726 


526 
1,289 
1,647 
2,889 
2,660 
2.494 


69.0 
62.7 
6a4 
68.5 
68.7 
53.7 


20.6 
17.1 
16.8 
11.9 
12.1 
12.1 

ia6 

18.6 
28.9 





w. 

wnw 


13 


6.8 


9:88 a. m. . 




wnw 
w. 

W8W. 






10:10 a.m... 






10:85 a. m . . . 






10:45 a. m . . . 


W8W. 
W8W. 

w. 
nw. 






10:48 a. m.. . 


2,540 51.0 






11:01 a.m... 
11:82 a.m... 


2,018 
626 


56.4 
75.0 


■■'12' 


"6.4 



July 18, 1907, — The flight was made with three kites having a total lifting surface 
of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 11,000 feet (3,353 meters); wire out at 
maximum altitude was 9,000 feet (2,743 meters). 

During the flight the sky was partly cloudy, with alto-cumulus from the west. 
Above a level of 3,000 feet (914 meters) the kites indicated a northwest wind; below 
this level a thin stratum of very weak wind. 

At the time of the flight the station was midway between a low of moderate 
intensity, central over the St. Lawrence Valley, and an extensive area of high pres- 
sure covering the territory south of the Great Lakes and east of the Mississippi 
Elver. 

July 19, 1907, --The flight was made with two kites having a total lifting surface 
of 189 square feet (17.6 square meters). 

The maximum amount of wire out was 4,000 feet (1,219 meters). 

Light fog was observed during the early jnoming, but disappeared shortly before 
kite flight. During the flight the lower clouds increased gradually to 8/10 stratus 
from the north. 

At the time of the flight a high of moderate intensity was central about 250 
miles (400 kilometers) north of the station. A second high dominated the weather 
of the Gulf States, while a well-deflned low, accompanied by thunderstorms, pre- 
vailed over the upper Li^e region. 

July to, 1907. — ^The flight was made with two kites having a total lifting surface 
of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 13,500 feet (4,115 meters); wire out at 
maximum altitude was 13,500 feet (4,116 meters). 

At the beginning of the flight rain was falling, but stopped soon thereafter. At 
10:26 a. m. low clouds past beneath lowermost kite at an elevation of 3,822 feet 
(1,166 meters). 

At the time of the flight the station was directly south of a well-deflned low, 
central over the St. Lawrence Valley. An extensive area of high pressure domi- 
nated the weather of the Mississippi Valley and Gulf States. 
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BULLETIN OP MOUNT WEATHER OBSERVATORY, 



RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



Jal722,1907. 
10:86 a. m . . 
10:40 a. m... 
11:10 a. m... 
11:26 a.m... 

12:00 m 

12:22 p.m... 

2:20 p.m... 

4:20 p. m . . . 

5:27 p. m . . . 

5:60 p.m... 

6:07 p. m . . . 



On Mount Weather, Va., J^jg^ 



Air tem- 
perature. 



° F. 
72.4 
72.4 
76.0 
78.0 
74.0 
74.8 
78.0 
78.6 
79.6 
79.8 
79.0 



22.4 
22.4 
22.6 
216 
28.8 
28.5 
26.6 
28.1 
26.4 
26.8 
28.1 



a 

& 



Wind. 



Dir. , Velocity. 



f 




76 


s. 


78 


». 


76 


H. 


76 


■. 


70 




70 




70 




70 


DW. 


78 


nw. 


76 


nw. 


76 


nw. 



MiUt 

p.h, 

14 

14 

18 

12 

10 

9 

9 

7 

m 
I 

7 
6 



p. 9. 

6.8 
6.8 
6.6 
5.4 
4.6 
4.0 
4.0 
&1 
8.1 
8.1 
2.7 



At dlfflsrent heights abore 



Height 



Ftei. 

1,726 

2,260 

8,902 

6,158 

8,976 

11,066 

11,748 

18,215 

10,176 

6,942 

1,786 



Met«*t. 

826 

689 

1,189 

1,877 

2,736 

8,878 

8,681 

4,028 

8,102 

1,811 

626 



Air tem- 
perature. 



OF. 

72.4 
69.7 
68.9 
61.8 
68.8 
42.7 
89.0 
4&2 
60.9 
62.6 
79.0 



OC. 

22.4 

2a9 

20.6 

16.6 

12.1 

6.9 

8.9 

6.2 

ia6 

16.9 
26.1 



B 





78 
78 
75 
68 
68 
68 



Wind. 



Dir. 


Velocity. 


s. 

a. 


MUtt 

p. A. 

14 


Meet 

. p.*. 
6.8 


w. 
w. 




• 


w. 






w. 






WBW. 


1 " 


nvT. 




nw. 




w. 





60 
87 
88 

75 nw. , 6 



17 



July 

8:02 

6:07 

8:18 

8:80 

8:49 

9:18 

9:48 

10:87 

11:38 

12:40 

12:67 

1:87 

1:41 

1:47 

2:05 

2:30 

2:42 

2:51 

8:19 



28,1907. 
a.m.. . 
a. m.. . 
a.m.. . 
a. m.. . 
a. m. . . 
a. m.. . 
a.m.. . 
a.m.. . 
a.m. .. 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p.m.. . 
p. m.. . 
p. m . . . 



72.6 
73.0 
78.0 
7a 
78.0 
74.0 
74.0 
75.5 
77.0 
78.6 
79.0 
79.0 
79.0 
79.0 
78.0 
77.6 
77.0 
77.0 
77.5 



216 
22.8 
218 
218 
218 
23.8 
28.8 
24.0 
25.0 
25.9 
26.1 
26.1 
26.1 
26.1 
26.6 
25.8 
25.0 
2&0 
25.8 



78 
78 
78 
76 
78 
74 
72 
70 
64 
60 
60 
60 
60 
60 
60 
62 
63 
60 
65 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
uw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



18 
20 
22 
25 
28 
21 
21 
22 
18 
15 
16 
16 
18 
17 
17 
16 
14 
18 
14 



8.0 
8.9 
9.8 
11.2 
10.8 
9.4 
9.4 
9.8 
8.0 
6.7 
7.2 
8.0 
8.0 
7.6 
7.6 
7.2 
6.8 
5.8 
6.8 



1,726 
8,226 
4,012 
4,972 
7,481 
8,690 
10,252 
13,125 
12,481 
9,614 
8,911 
9,312 
8,961 
8,282 
9,210 
7,755 
7,689 
6,599 
1,725 



526 
988 
1,228 
1,615 
2,280 
2,649 
8,125 
4,000 
8,804 
2,980 
2,716 
2,838 
2,728 
2,524 
2,807 
2,864 
2,344 
2,011 
526 



715 
66.0 
68.6 
60.1 
68.0 
518 
51.4 
89.2 
42.1 
512 
55.1 
58.2 
68.9 
60.0 
50.6 
51.2 
51.2 
612 
77.5 



215 
18.9 
17.0 
16.6 
14.4 
117 
10.8 
4.0 
5.6 
11.2 
118 
11.8 
112 
10.0 
10.8 

la? 

10.7 
11.2 
26.8 



78 
86 

78 
76 
86 
28 



50 
83 
88 
96 
65 



nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

w. 

w. 

uw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 



18 



* ■ ■ ■ ■ 



14 



8.0 



6.8 



July £t, 1907,— The flight was made with three kites having a total lifting sur- 
face of 210 square feet ^9.4 square meters). 

The maximum altituae was reached with 19,650 feet (6,969 meters) of wire out; 
this was the maximum of wire used in the flight. 

At the beginning of the flight the weather was partly cloudy, but cleared during 
the afternoon. 

The flight was made in the southeast quadrant of a low central over Lake 
Huron and northwest of a minor low central over North Carolina. 

Jidy 2S, 1907. — The flight was made with three kites having a total lifting sur- 
face of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 28,000 feet (8,634 meters); wire out at 
maximum altitude was 22,000 feet (6,706 meters). 

The weather during the flight was generally clear. Light haze observed during 
the day. 

At the time of the flight the station was in the southwest quadrant of an area of 
low pressure central over Boston, Mass. An extensive high occupied the whole 
Mississippi Valley from the Gulf of Mexico to the Great Lakes. 
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RESULTS OP KITE FLIGHTS. 



Date and 
honr. 



On Monnt WMther, Va., i^gjft. 



Air tem- 
perature. 



S 

p 



Wind. 



Dir. ' Velocity. 



At different heights above sea. 



Height 



Air tem- 
perature. 



a 

a 
t 



Wind. 



Dlr. 



Velocity. 



Jul7 24,t907. 

7:25 a. m . . . 

7:42 a. m . . . 

8:01 a. m . . . 

8:88 a.m... 
10:11 a.m.. . 
11:15 a.m... 
12:15p.m.. . 
12:51 p. m... 

1:28 p.m... 



70.8 ' 

70.6 I 
72.0 
71.0 I 
74.0 

76.7 I 
78:6 , 
79.5 I 
79.7 , 



21.8 , 78 

21.6 79 
22.2 , 78 

21. 7 I 79 

28.8 70 
24.8 67 
25.8 62 

26.4 53 

26.5 50 





MiUa 


Mefs 




p. h. 


p, s. 


wnw. 


11 


4.9 


wnw. 


10 


4.5 


wnw. 


10 


4.5 


wnw. 


12 


5.4 


wnw. 


12 


5.4 


wnw. 


18 


5.8 


wnw. 


18 


5.8 


1 wnw. 


10 


4.5 


w. 


8 

1 


8.6 



Faet. 

1,725 

2,608 

8,791 

4,720 

5,886 

8,067 

8,106 

7,942 

1,725 



Meters. 

526 

763 

' 1,166 

1,489 

1,626 

2,459 

2,470 

2,421 

526 



70.8 
68.7 
68.9 
69.2 
69.0 
61.7 
60.2 
62.8 
79.7 



21.3 
20.4 
17.7 
16.1 
15.0 
10.9 
10.1 
11.6 
26.5 



78 
78 
74 



, Miles 

. p. h. 
wnw. 11 

wnw. ' 

wnw. I 



78 , wnw. 

30 

46 

46 

46 

60 



nw. 
nw. 
nw. 
nw. ...... 

w. I 8 



!• 



Mee* 
p.t. 
4.9 



8.6 



July 26,1907. 

7:29 a.m. 

7:37 a.m... 

7:50 a.m.. 

8:20 a.m... 

9:26 a. m . . 
10:80 a. m . . 
11:22 a.m.. 
11:32 a. m.. 
2d flight 
11:58 a.m.. 
12:16 p.m.. 

1:09 p.m... 

2:02 p.m... 

2:40 p. m . . . 



71.8 


22.1 


80 


nw. 


18 


8.0 


1,726 


626 


71.8 


71.8 


22.1 


80 


nw. 


18 


8.0 


4,180 


1,274 


64.8 


71.8 


21.8 


82 


nw. 


19 


&6 


6,872 


1,687 


66.1 


72.5 


22.5 


80 


nw. 


21 


9.4 


7,975 


2,431 


57.6 


74.0 


25.3 


78 


nw. 


19 


8.6 


7,568 


2,307 


60.2 


76.7 


24.8 


76 


nw. 


18 


&0 


8,266 


2,519 


58.9 


78.0 


25.6 


69 


nw. 


16 


6.7 


4,644 


1,416 


66.8 


78.6 


25.8 


71 


nw. 


18 


5.8 


1,726 


626 


78.5 


78.6 


25.9 


70 ' nw. 


13 


5.8 


1,726 


626 


78.6 


79.5 


26.4 


66 , nw. 


18 


6.8 


4,120 


1,256 67.8 


81.0 


27.2 


61 uw. 


12 


6.4 


6,668 


2,082 69.5 


80.8 


26.8 


67 , nw. 


6 


2.7 


6,194 


1,888 1 61.0 


88.5 


28.6 


63 


8W. 


4 


1.8 


1,726 


526 


88.6 



22.1 
17.9 
18.9 
14.2 
16.7 
12.2 
18.6 
26.8 

25.9 
19.9 
15.8 
16.1 
28.6 



80 



71 
70 



63 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

nw. 

wnw 

wnw 

W8W 

aw. 



18 



18 
13 



8.0 



6.8 
5.8 



1.8 



July 24, 1907. — Tlie flight was made lyith three kites having a total lifting sur- 
face of 257 square feet (23.8 square meters). 

The maximum altitude was reached when the greatest .amount of wire was out, 
the amount being 12,000 feet (3,658 meters). 

At the beginning of the flight about 2/10 strato-oumulus clouds from west- 
northwest were observed, slowly diminishing. At an altitude of 5,468 feet (1,667 
meters) the uppermost kite was in the base of cumulus clouds, about 2/10 being 
observed. 

At the time of the flight the station was midway between an area of low pressure 
central over eastern Massachusetts and a high central over northern Alabama. A 
second low was central over northern Michigan and approaching, with numerous 
thunderstorms in its southern and western portions. 

July 26t id07.->The flrst flight was made with four kites having a total lifting 
surface of 278 square feet (25.7 square meters). 

The maximum amount of wire out was 20,000 feet (6,096 meters); wire out at 
maximum altitude was 19,000 feet (5,791 meters). 

The second flight was made with one kite having a lifting surface of 150 square 
feet (14.1 square meters). 

The maximum amount of wire out was 8,0(X) feet (2,438 meters); wire out at 
maximum altitude was 7, OCX) feet (2,134 meters). 

The weather was clear during both flights. 

At the time of the flights the station was to the southwest of a low central over 
the lower St. Lawrence Valley, and near the center of a high reaching from the 
upper Great Lakes to Florida. A thunderstorm occurred at the station between 
3:30 and 4:30 p.^. 

BVWO 3 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather. Va., J^jg^ft^ 



Air tem- 
peratare. 



a 

t 



Wind. 



Dir. 



Velocity. 



At different heights above 



Height 



Air tem- 
perature. 



S 

9 

■ 

2 



Wind. 



Dir. 



Velocity. 



July 26, 1907. 

7:12 a.m 

7:18 a.m.... 
7:26 a.m.... 
7:41 a. m . . . . 
7:58 a.m... . 

8:14 a. m 

8:88 a.m.... 
8:51 a. m.^.. 

9H)7a.m 

9:11 a.ni 

2d flight 
6:46 p. m . . . . 
6:00 p^m. .. 

6:17 p. m 

6:89 p. m . . . . 
7:09 p. m 











MUm 


^F. 


°a 


]( 




p. A. 


70.8 


21.8 


80 


nw. 


26 


ras 


21.8 


80 


nw. 


24 


71.0 


2L7 


77 


nw. 


28 


7a 8 


21.8 


80 


nw. 


22 


70.8 


21.8 


80 


nw. 


20 


70.4 


21.8 


79 


nw. 


22 


69.6 


20.8 


88 


nw. 


18 


70.0 


21.1 


88 


nw. 


20 


70.0 


21.1 


90 


nw. 


28 


69.0 


20.6 


90 


nw. 


28 


74.1 


28.4 


74 


nw. 


21 


74.6 


28.6 


74 


nw. 


21 


78.6 


28.1 


70 


nw. 


80 


72.5 


22.5 


75 


nw. 


27 


71.2 


21.8 


77 


nw. 


29 



MtCs 
p. i. 
11.2 

ia7 
ia8 

9.8 
8.9 
9.8 
8.0 
8.9 
10.3 
10.8 

9.4 

9.4 

18.4 

12.1 

18.0 



Fe€t. 

1,725 

8,799 

8,961 

5,866 

6,025 

8,008 

11,884 

12,406 

18,544 

14,141 

1,726 
4,885 

6,481 
4,212 
1,726 



Meter*. 
626 
1,158 
1,218 
1,788 
1,886 
2,441 
8,455 
8,781 
4,128 
4,810 

526 
1,489 
1,975 
1,284 

526 



7a 8 
68.4 

70.0 
65.1 
64.2 
58.0 
44.8 
40.2 
86.7 
84.4 

74.1 
60.8 
66.5 
68.5 
71.2 



21.8 

20.2 

21.1 

18.4 

17.9 

14.4 

7.1 

4.5 

2.7 

1.4 

28.4 
15.7 
13.6 
17.5 
21.8 



80 



74 
85 
70 
64 
77 



nw. 

nw. 

wnw 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

nw. 
nw. 
nw. 
nw. 
nw. 



MiU* 
p. h. 
25 



21 



29 



Mee» 
p. t. 
11.2 



9.4 



18.0 



Jaly27,1907.! 

7:23 a. m... I 

7:29 a.m... 

7:45 a. m . . . 

7:54 a. m . . . 

7:59a.m.. . 

8:06 a. m . . . 

8:18 a. m.. . 

8:40 a.m.. . 

8:46 a. ni . . . 

9:47 a.m.. . 
11:10 a.m... 
11:40 a.m... 
11:50 a.m. .. 
11:68 a.m... 
12:06 p. m . . . 



65.7 
56.2 
56.7 
57.0 
57.7 
58.0 
58.8 

6ao 

59.5 
62.4 
64.5 
65.5 
66.9 
66.3 
66.7 



18.2 
18.4 
18.7 
18.9 
14.8 
14.4 
14.6 
15.6 
15.8 
16.9 
18.1 
18.6 
18.8 
19.1 
19.3 



71 

72 

72 

72, 

68 

68 

67 

68 

68 

66 

58 

52 

51 

51 

50 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



21 
22 
22 
23 
22 
21 
21 
24 
17 
19 
24 
24 
24 
24 



9.8 
9.4 
9.8 
9.8 

ia8 

9.8 
9.4 
9.4 

ia7 

7.6 
8.5 

ia7 
ia7 
ia7 
ia7 



1,725 
4,08(f 
5,970 
6,820 
6,525 
6,688 
8,895 
9,237 
9,690 
12,241 
7,070 
4,654 
4,291 
3,768 
1,725 



I 



562 

1,244 

1,820 
1,926 
1,989 
2,088 
2,550 
2,816 
2,964 
8,781 
2,165 
1,419 
1,308 
1,148 
526 



I ; 

65.7 18.2 71 nw. 

52.4 11.8 nnw 

66.9 18.8 nnw 

56.0 18.8 nnw 

66.0 18.8 , nw. 

66.0 13.8 ' nw. 

61.5 10.8 nw. 

49.9 9.9 ' nw. 

49.9 9.8 wnw 

88.0 8.8 wnw 

54.6 12.6 nnw 

69.8 16.4 nnw 

61.6 16.4 ... . nnw 

57.1 13.9 nnw 

66.7 : 19.3 60 nw. 



22 



9.8 



24 i 10. 7 



July £6, 1 907. ^The first flight was made with throe kites having a total lifting 
surface of 204 square feet (18.9 square meters). 

The maximum amount of wire out was 22,500 feet (6,850 meters); wire out at 
maximum altitude was 22,500 feet (6,858 meters). 

Cloudy during the flight, with rain before end of flight. 

The second flight was made with one kite having a lifting surface of 74 square 
feet (6.8 square meters). 

The maximum altitude was reached when the maximum amount of wire, 7,500 
feet (2,286 meters), was out. 

Cloudiness prevailed during the flight. 

At the time of the flights the station was in the south-southwest portion of a 
marked low central over Montreal, and embracing the whole northeast quarter of 
the United States. It was accompanied by a large number of thunderstorms. 

July 27^ 1907, — The flight was made with two kites having a total lifting surfltce 
of 142 square feet (13.1 square meters). 

The maximum altitude was reached when the maximum amount of wire, 18,500 
feet (5,639 meters), was out. 

Clear weather prevailed thruout the flight. 

At the time of the flight the station was directly in front of a high central over 
Illinois and Lake Michigan. A secondary low was central over Cape Hatteras, 
while a very marked depression was central over the St. Lawrence Valley. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., J^^ft, 



Air tem- 
perature. 





t 



Wind. 



Dlr. 



Velocity. 



At different heights above sea. 



Height 



Air tem- 
perature. 



S 

A 



Wind. 



Dir. 



Velocity. 



Jul/ 29, 1907. 
8:16 p.m... 
8:Slp.m... 
8:48 p.m... 
4:14p.m.. . 
6:05 p.m... 



1 








MiUt 


OF. 


oc. 


f 




p.h. 


67.8 


19.6 




nw. 


18 


68.0 


20.0 




nw. 


11 


68.7 


2a 4 




nw. 


18 


68.0 


20.0 




nw. 


14 


69.5 


20.8 




nw. 


10 



Mcft 
p.«. 
5.8 
4.9 
5.8 
6.3 
4.6 



1,725 
8,680 
6,486 
6,725 
1,726 



Meiers. 

626 
1,091 
1,672 
2,050 

626 



67.8 
68.7 
69.6 
66.8 
69.6 



19.6 
17.6 
15.8 
12.9 
20.8 



nw. 

nnw. 

uw. 

nw. 

nw. 



MUe* 
p.h, 
IS 



10 



Meft 

p.». 
6.8 



4.6 



July 80, 1907. 

8:69 a.m... 

9:28 a.m... 

9:51 a.m*.. 
10:80 a.m... 



60.0 
70.0 
71.0 
78.2 



20.6 
21.1 
21.7 
22.9 



80 
81 
79 

78 



nw. 
nw. 
nw. 
nw. 



17 
17 
15 
15 



7.6 
7.6 
6.7 
6.7 



1,725 

4,714 
6,298 
1,726 



1,437 

1,920 

526 



09.0* 
61.1 
54.4 
78.2 



20.6 
16.2 
12.4 
22.9 



nw. 
nw. 
wnw 
nw. 



17 



16 



7.6 



6.7 



July 81, 1907. 
7:26 a.m... 
7:88 a.m...j 
9:80 a. m. . . ; 
9:55 a.m.. 



62.2 
68.0 
67.5 
69.0 



16.8 
17.2 
19.7 
20.6 



79 
75 
65 
56 



nw. 
nw. 
nw. 
nw. 



11 

11 

8 

8 



4.9 
i.9 
3.6 
8.6 



1,726 
8,606 
4,981 
1,726 



626 
1,100 
1,518 

526 



62.2 
6a2 
54.8 
69.0 



16.8 
15.7 
12.7 
20.6 



79 



65 



nw. 
nw. 
nnw 
nw. 



11 



8 



i.9 



8.6 



July 29, 1907. —The flight was made with one kite having a lifting surface of 
121 square feet (11.2 square meters). 

The maximum altitude was reached when the maximum amount of wire, 7,600 
feet (2,286 meters), was out. 

Dense fog began at 8:50 a. m. and lifted at 3 p. m. Clouds passed under the 
kite at elevations of 2,500 and 6,000 feet (762 and 1,829 meters). 

At the time of the flight the whole country east of the Mississippi Biver, except- 
ing Florida, was dominated by an extensive area of low pressure, central north of 
the lower Lake region. This well-deflned low was accompanied by two minor 
centers, one over the station and the other over western Tennessee. Rains were 
general in the South Atlantic and Gulf States. 

July SO, 1907. — The flight was made with one kite having a lifting surface of 
121 square feet (11.2 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 7,250 feet (2,210 meters). 

The sky was very nearly clear at 7:30 a. m. At an altitude of 6,300 feet (1,920 
meters) low clouds were observed some distance below the kite. At an altitude 
of 3,420 feet (1,042 meters) the kite was in thin clouds. 

At the time of the flight the station was midway between an extensive area of 
high pressure, central over eastern Kansas, and an area of low pressure, central 
over the northern portion of the New England States. Fair weather, with moder- 
ate temperature, prevailed at the station. 

July SI, 1907.— The flight was made with three kites having a total lifting sur- 
face of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 8,000 feet (2,438 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

Clear weather prevailed thruout the flight. 

At the time of the flight the entire portion of the United States west of the 
Mississippi Biver, except Arizona and southern California, was dominated by an 
area of high pressure central over Montana and Wyoming. An area of low pres- 
sure, accompanied by rain, was moving off to the northeastward over the New 
England States. Fair weather prevailed over the territory surrounding the 
station. 
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RESULTS OP KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., f^^. 



Air tem- 
perature. 



S 

o 

• 
on 



Wind. 



Dlr. 



Velocity. 



Aug. 1, 1907. 

9:88 a.m... 

10:01 a.m... 

10:42 a. m. . . 











Miles 


°F. 


°a 


JJ 




p. h. 


69.0 


20.6 


81 


w. 


9 


69.2 


2a 7 


79 


nw. 


12 


71.6 


21.9 


79 


nw. 


6 



Meet 
p. t. 

4.0 
6.4 
2.7 



At different heights aboTe 



Height. 



I Air tem- 
perature. 



a 



Wind. 



Dir. 



Velocity. 



Feet. 
1,725 
3,860 
1,725 



Meters 

626 

1,024 

626 



°F. 
69.0 
64.9 
71.6 



20.6 
18.8 
21.9 



81 



79 



w. 

nw. 

uw. 



Miles 
p. k. 
9 



6 



Mers 
p. «. 
4.0 



2.7 



Aug. 

7:18 

7:80 

7:46 

8:09 

8:46 

9:68 
10:21 
10:46 a. m. . 
11:00 a.m.. 
11:11 a.m.. 



2,1907. 
a.m.. 
a.m... 
a.m. . . 
a. m. . . 
a.m.. . 
a. m. . . 
a.m... 



67.0 
68.0 
69.0 
70.6 
70.4 
78.7 
76.0 
76.0 
75.6 
76.0 



19.4 


w. 


20.0 


w. 


20.6 


w. 


21.4 


w. 


21.8 


nw. 


23.2 


: nw. 


2&9 


w. 


28.9 


— w. 


24.2 


w. 


24.4 


w. 



16 
16 
18 
20 
23 
19 
17 
18 
12 
12 



7.2 
7.2 
8.0 
8.9 
10.8 
8.5 
7:6 
6.8 
6.4 
5.4 



1,725 
3,629 
5,086 
7,072 
9,167 
12,279 
9,966 
7,197 
6,044 
1,725 



626 
1,106 
1,635 
2,156 
2.791 
3.742 
8,037 
2.194 
1,537 

626 



67.0 
64.6 
61.4 
58.0 
45.4 
34.1 
41.8 
53.0 
61.6 
76.0 



19.4 

l&O 

16.3 

11.6 

7.4 

1.1 

5.4 

11.6 

16.4 

24.4 



w. 
w. 


16 


7.2 


w. 

W8W. 






sw. 






aw. 






WBW. 






w. 






w. 






w. 


12 


6.4 



Aug. 8, 1907. 
10:15 a.m.. . 
10:82 a. m . . . 
11:80 a.m... 
12:06 p. m . . . 
12:40 p.m... 



66.0 


18.9 


69 


nw. 


18 


6.8 


1,720 


626 


68.0 


20. . 59 , nw. 


14 


6.8 


3,119 


951 


68.0 


20.0 


55 


nw. 


11 


4.9 


6,685 


1,718 


70.0 


21.1 


55 


nw. 


10 


4.6 


7,786 


2,358 


71.0 


21.7 


54 


nw. 


7 


8.1 


1,725 


526 

1 



66.0 
63.2 
54.2 
48.8 
71.0 



18.9 
17.8 
21.8 
9.3 
21.7 



59 



54 



nw. 

wnw 

w. 

saw 

nw. 



18 



5.8 



3.1 



August i, 1907, — Tiie flight was made with one kite having a lifting surface of 
121 square feet (11.2 square meters). 

The maximum amount of wire out was 3,400 feet (1,036 meters); wire out at 
maximum altitude was 2,500 feet ^762 meters). 

From 8 to 9/10 alto-cumulus ana strato-cumulus clouds, moving from the west, 
were observed during the flight. 

At the time of the flight an area of moderately low pressure was central over 
the station; a depression of greater intensity prevailed over the upper Great 
Lakes. Scattered thunderstorms occurred in the regions that were influenced by 
the depressions. An area of high pressure was central over Canada, just north 
of Montana. 

August 2, 1907, — The flight was made with three kites having a total lifting 
surface of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 18,500 feet (5,639 meters); wire out at 
maximum altitude was 18,600 feet (5,639 meters). 

At the time of the flight the sky was partly covered by strato-cumulus and 
alto-cumulus clouds; about 5/10 at the beginning and gradually diminishing to 
about 1/10 at the close of the flight. 

An area of low pressure was central north of Lake Ontario on the morning of the 
flight. This was followed by a high, central over the Rocky Mountain Plateau. 

August Sj 1907.'^The flight was made with two kites having a total lifting sur- 
face of 189 square feet (17.5 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 7,500 feet (2,286 meters). 

Upper clouds were observed during the entire flight; the average amount be- 
ing 5/10. 

At the time of the flight an area of low pressure was passing up the St. Law- 
rence Valley, while a secondary low was located just south of the station over 
eastern Virginia and North Carolina. An area of high pressure prevailed over the 
middle Mississippi and lower Missouri valleys. 
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RESULTS OF KITE PLIGHTS. 



On Mount Weather, Va., J^25ft. 



Date and 
hour. 



Air tem- 
perature. 



S 

a 



Wind. 



Dlr. 



Velocity 



At different heights above sea. 



Height 



Air tem- 
perature. 



a 

s 
.d 

t 



Wind. 



Dir. 



Velocity. 



Aug. 5, 1907. 
10:20 a.m... 
10:38 a. m. . . 
10:65 a.m... 
11:05 a.m... 
11:40 a.m... 
11:53 a. m... 











MiUM 


o/: 


OG 


$ 




p. h. 


64.4 


18.0 




se. 


16 


64.5 


18.1 




se. 


11 


65.0 


18.8 




s. 


12 


65.1 


18.4 




8. 


13 


65.6 


18.7 




890 


16 


65.7 


18.7 




sse 


16 



MeCt 
p. s. 
7.2 
19 
5.4 
6.8 
6.7 
7.2 



Feet. 

1,725 

8,771 

5,460 

6,450 

2,988 

1,726 



Meters. 

526 

1,149 

1,667 

1,966 

911 

626 



1 

64.4 
1 60.4 


18.0 
15.8 
11.9 
9.7 
17.7 
18.7 


f 


se. 

88W 
8W. 
SW. 

saw 

880 


Mile* 
p. A. 
16 


Meet 
p.t. 
7.2 


6&4 






49.4 






, 63.8 






1 66.7 

1 


16 


7.2 



Aug. 6, 1907. 






8:82 p.m... 


81.6 


27.6 .... 


8:42 p. m . . . 


80.0 


26.7 ..... 


4:06 p.m. 


80.0 


26.7 .... 


4:46 p.m... 


79.5 


26.4 .... 


6:18 p.m.. . 


78.8 


26.0 .... 

1 



nw. 
nw. 
nw. 
nw. 
nw. 



11 
12 
13 
13 
13 



4.9 
5.4 
6.8 
6.8 
6.8 



1,725 
8,906 
4,949 
6,686 
1,725 



526 
1,190 
1,508 
2,038 

626 



81.6 
70.2 
618 
56.1 
78.8 



27.6 




nw. 


21.2 


uw. 1 


18.2 




nw. 


18.4 




wnw 


26.0 




uw. 



11 



13 



4.9 



6.8 



Auff.7, 1907. 

7:30 a.m...' 

7:40 a.m...' 

7.58 a.m... 

8:48 a. m . . . . 

10:10 a.m...' 

10:15 a. ni . . . I 

10:40 a.m...! 



68.7 
69.0 
70.3 
71.3 
74.0 
74.6 
75.0 



20.4 
20.6 
21.3 
21.8 
23.3 
28.6 
23.9 



nw. 
nw. 
uw. 
nw. 
nw. 
nw. 
nw. 



11 
11 
11 
11 
12 
14 
14 



19 
19 
19 
19 
6.4 
6.3 
6.8 



1,725 


626 


2,890 


881 


4,287 


1,307 


4,686 


1,428 


6,726 


2,060 


6,815 


1,772 


1,726 


626 



68.7 
69.0 
610 
619 
68.6 
66.4 
x75.0 



20.4 
20.6 
17.8 
18.8 
118 
19.1 
28.9 


• • ■ • • 

• • • • ■ 

• ■ • • • 
■ ■ • ■ • 

• • • ■ • 


uw. 

nnw 

nnw 

u. 

n. 

u. 

uw. 


11 


19 










"ii* 


"iVz 



August S, 1907, —The flight was made with two kites having a total lifting sur- 
face of 195 square feet (18.0 square meters). 

The maximum amount of wire out was 7,500 feet (2,286); wire out at maximum 
altitude was 7,500 feet (2,286 meters). 

The sky was obscured by alto-stratus clouds during the entire flight. 

At the time of the flight the station was near the center of an area of high pres- 
sure covering the Atlantic coast. A barometric depression of considerable extent 
was central over the western portion of the upper Lake region. 

August 6, 1907. —The flight was made with two kites having a total lifting sur- 
face of 189 square feet (17.5 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 6,760 feet (2,057 meters). 

About 1/10 strato-cumulus clouds from the north-northwest were observed at 
the beginning of the flight, but they gradually disappeared before the close. 

At the time of the flight an area of low pressure, central over Minnesota, 
covered the upper Mississippi Valley and the upper Lake region. Cloudy weather 
with occasional showers prevailed over a greater part of the Atlantic coast. A 
high of moderate intensity was central over the eastern coast of Florida. 

August 7, 1907,— The flight was made with three kites having a total lifting sur- 
face of 263 square feet (24.3 square meters). 

The maximum amount of wire out was 9,000 feet (2,743 meters); wire out at 
maximum altitude was 6,750 feet (2,057 meters). 

The sky was partly covered by alto-stratus clouds, moving from the northwest, 
and gradually increasing in amount thruout the flight. 

At the time of the flight moderately high pressure covered the entire United 
States, with a maximum over the southeastern part. Heavy rain had occurred 
during the previous twenty-four hours in the middle Mississippi Valley and along 
the south Atlantic coast. An area of low pressure was central over Canada, north 
of Lake Ontario. 
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RESULTS OF KITE FLIGHTS. 



On Mount Weather, Va., J^ji^ 



At different heifl^ts above eea. 



Date and i j 

hour. ... I 

, Airtem- i ^ 

peratnre. > . 



Wind. 




Aug. 8, 1907. 

7:18 a. m . . . 

7:81 a. m . . . 

7:4!2 a. m . . . 

9:01 a.m... 

9:16 a. m. . . 
2d flight 

9:21 a.m... 
10:16 a.m... 
10:24 a.m... 











MtU4 


°F. 


°a 


JJ 




p. k. 


68.0 


20.0 


■ • • • 


nw. 


19 


67.6 


19.7 


■ « • • 


nw. 


19 


68.0 


20.0 


■ • • • 


nw. 


20 


71.6 


21.9 


« • • ■ 


nw. 


16 


72.8 


22.4 


• • • ■ 


nw. 


15 


72.0 


22L2 


• A • A 


nw. 


16 


7S.0 


28.9 


■ ■ • ■ 


nw. 


14 


76.0 


28.9 


• • ■ 


nw. 


18 



Aug: 

7:29 

7:62 

9:64 

10:41 

10:58 

11:80 

11:84 

11:48 



», 

a. 
a. 
a. 



a. 
a. 



1907. 
m. . . 
m.. . 
m.. . 
m.. . 
m.. . 
m.. . 
m.. . 
m .. . 



69.2 


20.7 


.... se. 


9 


69.0 


20.6 


se. 


9 


67.6 


19.7 


... se. 


9 


66.0 


18.9 


88. 


18 


66.0 


18.9 


— se. 


12 


66.4 , 19.1 


— e. 


12 


66.4 • 19.1 


— se. 


12 


66.4 


19.1 1 


— e. 


17 



4.0 


1,726 


526 


69.2 


4.0 


2,980 


908 


65.0 


4.0 


8,771 


1,149 


62.5 


6.8 


6,784 


2,068 


51.6 


5.4 


7,596 


2,816 


51.8 


5.4 


4,208 


1,288 


72.1 


5.4 


8,011 


918 


66.4 


7.6 


1,726 


526 


66.4 



20. 7 

18.4 .. . 

17.0 

10.9 

ia7 I 

22.8 I 

19.1 I 

19.1 I 



se. 
de. 

se. 

88W 

s. 
sse 
se. 
e. 



17 



4.0 



7.6 



August 8, 1907,— The first flight was made with four kites having a total lifting 
surface of 278 square feet (25.7 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 6,000 feet (1,524 meters). 

A few strato-oumulus clouds from the northwest, gradually increasing, were 
observed during the flight. 

The second flight was made with two kites having a total lifting surface of 195 
square feet (18.0 square meters). 

The maximum amount of wire out was 4,000 feet (1,219 meters); wire out at 
maximum altitude was 2,600 feet (762 meters). 

The strato-cumulus clouds observed at the time of the former flight were still 
Increasing, about 3/10 being visible, moving from the northwest. 

At the time of the flights the station was at the southern part of a dividing line 
between an area of high pressure, central over Lake Michigan, and an area of low 
pressure, central over southern Maine. Another area of low pressure was central 
over eastern Nebraska and a moderate high centered over Colorado. 

August P, 1907,— The flight was made with three kites having a total lifting sur- 
face of 257 square feet (23.8 square meters). 

The maximum amount of wire out was 8,500 feet (2,691 meters); wire out at 
maximum altitude was 8,500 feet (2,591 meters). 

Flight started in light rain, with thunderstorm in valley to the southeast and 
low fog in valley to the northwest. Rain ended at 8:04 a. m. and the sky was en- 
tirely overcast with low clouds, Dense fog with frequent sprinkles of rain pre- 
vailed from 9:53 to 11:37 a. m. Fog then became light and continued so until end 
of flight.. Occasional thunder was heard during the entire flight. 

At the time of the flight the station was to the north of a center of relatively 
low pressure over North Carolina, and a moderate high was moving over the 
New England States. An extensive area of low pressure of considerable intensity 
was central over the Dakotas. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., f^n. 



Air tem- 
perature. 






Wind. 



Dir. 



Velodtj. 



At dilllBrent heights above 



Height 



Air tem- 
perature. 



a 





Wind. 



Dir. 



Velocity 



Aug. 10, 1907 OF. 
8:11 a.m...i M.O 
8:28a.m... 64.4 
8:64a.m... I 08.5 
9:10a.m... 64.5 
9:47a.m...' 65.6 
10:88a.m...' 66.0 
11:20a.m...: 64.4 





1 
1 


Mile* 


OG 


f 


p. A. 


17.8 


• ■ • • V* 


8 


17.8 


ene 


8 


17.6 


. . . . , ene 


8 


18.1 ' ene. 


8 


18. 6 .... 1 ne. 


8 


18.8 — ne. 


8 


18.0 


....' ene 


9 



Mef* 

p. *. 
8.6 
8.6 
8.6 
8w6 
8.6 
8.6 
4.0 



1,726 
8,844 
6,861 
6,160 
7,176 
8,460 
1,726 



Meten. 

626 
1,172 
1,684 
1,877 
2,187 
2,679 

626 



OF. 
64.0 
66.8 
62.7 
60.9 
47.7 
48.2 
64.4 



oa 


* 




17.8 




e. 


18.8 




e. 


11.6 


e. 


10.6 


e. 


8.7 




V. 


9.0 




ene 


18.0 




ene 



MiU* Mef9 

p. h. 
8 



p. i. 

8.6 



9 > 4.0 



Aug. 12,1907 
2:fip.m... 
8:08 pu m. . . 
8:68 p.m.. . 
4:87 p. m. . . 
6:14 p.m... 



79.6 
79.4 
79.6 
79.7 
79.0 



26.4 
26.8 
26.4 
26.6 
26.1 



8. 
R. 

S. 
■• 
8. 



10 
8 

11 
8 

7 



4.6 
8.6 
4.9 
8.6 
8.1 



1,726 
2,700 
8,667 
6,684 
1,726 



626 

828 

1,116 

1,717 

626 



79.6 
74.1 
68.2 
64.2 
79.0 



26.4 
28.4 
20.1 
17.9 
26.1 



B. 
8. 
SW. 

8. 



10 



4.6 



8.1 



Aiiffuet 10, 1907. — The flight was made with two kites having a total lilting sur- 
face of 189 square feet (17.6 square meters). 

The maximum amount of wire out was 15,000 feet (4,572 meters); wire out at 
maximum altitude was 12,500 feet (3,810 meters). 

Light fog prevailed during the early part of the flight until 9:00 a. m. The 
cloudiness which was 1/10 at 9:00 a. m., increased steadily. Light rain occurred 
toward the end of flight. 

At the time of the flight an area of low pressure was central over the Southeast- 
em States, while high pressure prevailed over the Great Lakes. 

August 12, 1907, -^The flight was made with three kites having a total lifting 
surface of 293 square feet (27.2 square meters). 

The maximum amount of wire out was 8,000 feet (2,438 meters). 

The sky was about 1/10 covered with cumulus clouds during the flight. 

At the time of the flight the weather over the whole eastern half of the United 
States was dominated by low pressure, with centers over Arkansas and Ontario. 
Moderately high pressure prevailed over the west, with centers over Nebraska 
and Washington. 



40 



BULLETIN OF MOUNT WEATHEE OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



On Mount Weather, Vt.. J^iTft 



Date and 
boar. 



Air tein- 
peratare. 



Q 



Wind. 



Dlr. 



Velocity. 



At different beighta above tea. 



Heigbt 



a 

Air tern- ; ^ 
perature. | ^ 

! & 



Dlr. 



Wind. 



Velocity. 



Aug. 

7:17 

7:22 

7:82 

7:51 

7:63 

8:81 

10:26 

10:86 

10:68 

11:10 

11:18 

11:81 



18,1M7 
a. n. . , 

a. m.. . 
a. m.. . 
a. m. . . 
a. m . . . 
a. ni . . . 
a. m.. . 
a. ni.. . 
a.m.. . 
a. m . . . 
a. Di . . . 
a. m . . . 



° F. 
72.0 
72.0 
72.8 
72.7 
72.7 
72.6 
74.6 
78.6 
78.0 
72.7 
72.2 
72.2 









1 
Mile*. 


«>a ! ji ' 


p. h. 1 


22.2 


... wnw 24 j 


22.2 


nw. 94 t 


22.4 


• • ■ • 11 Wt 


26 


22.6 ' uvr. 


26 


22.6 nw. 1 26 , 


22.6 


nw. 26 , 


2&6 


] nw. 


19 


28.1 


1 nw. 


20 


22.8 


... nw. ' 21 


22.6 


nw. 20 


22.8 


1 nw. 1 18 1 


22.2 


.... 


nnw 


18 



MeC» 

p. t, 

ia7 

10.7 

11.2 

11.2 

11.2 

11.6 

8.6 

8.9 

9.4 

8.9 

8.0 

8.0 



F«eL 

1,726 

8,299 

8,948 

4,600 

4,401 

8,786 

6,696 

6,426 

4,802 

8,694 

2,882 

1,726 



Meter*. 

626 

1,006 

1,203 

1,406 

1,841 

1,164 

2,042 

1,664 

1,811 

1,096 

868 

626 



^ F. 
72.0 
70.2 
70.9 
70.9 
72.2 
77.4 
68.8 
62.8 
64.8 
66.1 
66.6 
72.0 



22.2 
2L2 
21.6 
21.6 
22.8 
26.2 
14.9 
17.1 



nw. 

nw. 

nw. 

wnw 

wnw 

wnw 

w. 

w. 

18.7 i i wnw 

18.4 nw. 

19.2 nnw 

22.2 ; nnw 



Mile* MtCt 

p. h. \ p. 9, 

24 10.7 



18 



&0 



Aug. 
8:10 
8:16 
8:28 
8:40 
8:46 
8:69 
9:28 
9:84 
9:44 



14,1907 
a.m... 
a. m.. . 
a.ni... 
a. m.. . 
a. m.. . 
a. m.. . 
a. m.. . 
a.m... 
a. m . . . 



62.8 
68.0 
62.8 
62.8 
62.8 
68.8 
64.0 
68.6 
68.2 



16.8 


• ■ ■ • 


nw. 


17.2 .... 


nw. 


17.1 1.... 


nw. 


17.1 .... 


nw. 


17.1 .... 


nw. 


17.7 


• • • • 


nw. 


17.8 


• « • ■ 


nw. 


17.6 .... 


nw. 


17.8 


• • • • 


nw. 



14 
16 
17 
18 
17 
17 
16 
16 
16 



6.8 
6.7 
7.6 
8.0 
7.6 
7.6 
7.2 
7.2 
7.2 



1,726 
8,476 
6,113 
6,109 
6,048 
6,526 
8,990 
2,963 
1,725 



626 
1,064 
1,669 
1,668 
1,844 
1,989 
1,216 
899 
626 



62.3 
99.0 
66.1 
56.4 
69.2 
56.2 
57.6 
67.8 
68.2 



16.8 
15.0 
12.8 
18.0 
15.1 
18.4 
14.2 
14.3 
17.3 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nn? 
nni 
nw. 



14 



6.8 



16 ; 7.2 



AugfuM ISy 1907, — The flight was made with three kites having a total lifting 
surface of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 7,500 feet (2,286 meters). 

At the beginning of the flight the sky was clear, but alto-cumulus clouds mov- 
ing from the northwest soonl)egan to appear and cloudiness rapidly increased, 
changing to stratus from the northwest and entirely covering the sky at end of 
flight. 

At the time of the flight the station was directly east of an area of high pres- 
sure central over Illinois, while a barometric depression of considerable intensity 
was central over the lower St. Lawrence Valley. 

August 14i 1907, — The flight was made with one kite having a lifting surface of 
74 square feet (6.8 square meters). 

The maximum amount of wire out was 6,500 feet (1,981 meters); wire out at 
maximum altitude was 6,500 feet (1,981 meters). 

During the flight the sky was partly covered by upper clouds, the amount in- 
creasing from 2/10 to 5/10. 

At the time of the flight an area of low pressure was passing up the St. Law- 
rence Valley. A high pressure area, central over the upper Lakes, extended over 
the station. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., i^25ft. 



Air tem- 
perature. 



a 

43 



Wind. 



Dir. 



Velocity. 



At different heights above sea. 



Height 



Air tem- 
perature. 



a 

• 



Wind. 



Dir. 



Velocity. 



Aug. 16, 1907 

7:&a.m... 

7:43 a.m... 

8:46 a.m... 

8:60 a.m.. . 

9:21 a.m... 

9:58 a.m... 
10:09 a.m... 



61.0 
61.6 
62.7 
62.8 
63.0 
64.0 
64.7 









Miles 


OG 


* 




p. h. 


16.1 




ese. 


10 


16.4 




ese. 


8 


17.1 




He. 


8 


17.1 




80. 


8 


17.2 




■e. 


12 


17.8 




so. 


14 


18.2 




se. 


14 



MeCs 
p. s. 
4.6 
8.6 
8.6 
8.6 
6.4 
6.8 
6.3 



Feet. 

1,728 

8,184 

8,590 

8,594 

8,876 

8,826 

1,725 



Meters. 

536 

965 

1,094 

1,096 

1,181 

1,166 

626 



6L0 
67.6 
65.2 
55.6 
54.7 
58.8 
64.7 



°a 


16.1 


14.2 


12.9 


18.1 


12.6 


14.6 


18.2 



ese. 

ese. 

se. 

BO. 

se. 
se. 



Miles 

p. h. 
10 



14 



MeCs 
p. s. 

4.5 



6.8 



Aug. 16, 1907 
7:19 a. m... 60.4 
7:20a.m... 6a 4 
7:28 a.m... 60.6 
7:30a.m... 60.6 
7:85a.m... 61.0 
7:45a.m..., 61.0 
7:52a.m...' 61.0 
8:00a.m..., 60.6 
9:08 a. m . . . 63. 1 

10:04a.m... 65.7 



15.8 
15.8 
15.8 
15.8 
16.1 
16.1 
16.1 
15.9 
17.8 
18.7 



sse. 
. see. 
sse. 
sse. 
sse. 

sse. 

sse. 

sse. 

I 



16 
16 
17 
17 
18 
18 
18 
20 
20 
24 



7.2 


1,725 


626 


60.4 


7.2 


2,400 


730 


59.5 


7.6 


8,188 


966 


62.9 


7.6 


8,883 


1,081 


68.1 


8.0 


8,916 


1,194 


64.0 


8.0 


4,575 


1,894 


57.6 


8.0 


5.187 


1,566 


60.0 


8.9 


5,210 


1,588 


60.7 


8.9 


6,276 


1,913 


67.8 


10.7 


1,725 


526 


66.7 



15. 8 I sse. 

16.3 I sse. 

17.2 ' ssw. 

17.8 I ssw. 



17.8 
14.2 
15.6 
16.0 
14.4 
18.7 



I 



sw. 

8W. 

sw. 
sw. 
wsw. 
sse. 



16 



7.2 



24 10. 7 



Augttst 15, 1907, — The flight was made with three kites having a total lifting 
surface of 257 square feet (23.8 square meters). 

The maximum amount of wire out was 6,000 feet (1,829 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

The sky wets clear during the entire flight. 

During the flight the weather at the station was dominated by an area of high 
pressure central over the Middle Atlantic States and the St. Lawrence Valley. 
An area of low pressure was central over North Dakota. 

August 16, 1907, — The flight was made with two kites having a total lifting sur- 
face of 142 square feet (13.1 square meters). 

The maximum amount of wire out was 10,500 feet (3,200 meters); wire out at 
maximum altitude was 8,000 feet (2,438 meters). 

At the beginning of the flight 3/10 alto-cumulus and 2/10 alto-stratus clouds 
were observed, moving from the west-northwest; these slowly diminished to 1/10 
alto-cumulus from the west-northwest, and 2/10 stratus from the south-southwest 
at end of flight. 

At the time of the flight an area of low pressure, central over Lake Superior, 
iufluenced the weather over the entire Lake region and upper Mississippi Valley. 
The station was in the southwestern part of an area of high pressure that was 
passing off to sea over the New England and Middle Atlantic States. 
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BESULTB OF KITE FLIGHTS. 



Datemnd 
hour. 



On Mount Weftther, Va., 1^5^ 



Air tem- 
perature. 



a 





Wind. 



Dlr. 



Velocity. 



At different heighta abore 



Height 



Alriem- 
peratoreu 



t 



Wind. 



Dlr. 



Velocitj. 



Attff.17,1907 
7:22 a. m.... 
7:29 a.m. ... 
7:48 a. m. . . . 

8:02 a. m 

8:18 a. m 

8:81 a.m.... 
9:12 a.m.... 



0^. 


OG 


* 




60.0 


20.6 




wnw 


60.0 


20.6 




wnw 


70.0 


21.1 




w. 


7a 6 


21.4 




w. 


71.5 


21.9 




w. 


71.8 


22.1 




w. 


78.0 


S.8 




nw. 



Mile* Mtfi 
p. h. • p. 9. 

12 5.4 

12, 

10 I 

10 I 

11 



12 
12 



5.4 
4.6 
4.5 
4.9 
5.4 
6.4 



FUt. 

1,726 

2,988 

4,121 

5,497 

5,862 

5,874 

1,725 



AMert. 

526 
909 
1,266 
1,676 
1.787 
1,790 
526 



OJf. 

69.0 
67.4 
68.6 
60.0 
60.6 
69.6 
78.0 



20.6 
19.7 
17.6 
16.6 
15.9 
15.8 
22.8 



wnw 

nw. 

nnw 

nnw 

nnw 

nnw 

uw. 



MiUt 

p. h. 
12 



12 



Metgi 
p. «. 
5.4 



5.4 



Aug. 19, 1907 
4:44 p.m.... 
6:21 p.m — 
6:45 p.m.... 

6:55 p. m 

7:03 p. m. . . . 
7:05 p.m.... 
7:18 p. m 


74.2 
71.0 


28.4 
21.7 




80. 

se. 
sa. 


7 
11 
12 
14 
15 
15 
18 


8.1 
4.9 
5.4 
6.8 

a 7 

6.7 
5.8 


1,726 
8,500 
4,866 
4,849 
8,786 
3,208 
1,725 


626 
1,068 
1,828 
1,826 
1,149 
976 
526 

626 
980 
526 


74.2 
65.8 
6a7 
64.0 
68.4 
64.8 
68.9 


28.4 

18.6 




80. 

080. 

880. 

880. 

ese. 

086. 
80. 


7 


&i 


7a 21.1 

69.8 20.7 
69.0 2a 6 
69.0 20.6 

68.9 2a5 


17.6 

17.8 

20.2 

18.2 .... 
20.5 

1 






, se. 

.... a«- 












80. 
80. 


"ii' 


"h'.i 


Aug. 20, 1907 
6:00 p. m.... 
6:50 p. m.... 
7:20 p. m. . . . 


74.7 
78.6 
78.0 


28.7 
28.1 
22.8 


• ■ ■ ■ 

■ a a a 

• • » • 


8. 

a. 
a. 


7 

9 

10 


8.1 
4.0 
4.5 


1,725 
8,216 
1,725 


74.7 
69.8 


28.7 
21.0 




B. 

8W. 

8. 


7 


8.1 


78.0 


22.8 


10 


4.5- 



August 17, 1907.— The flight was made with one kite having a lifting surface of 
121 square feet (11.2 square meters). 

The maximum amount of wire out was 7,750 feet (2,362 meters); wire out at 
maximum altitude was 7,750 feet (2,362 meters). 

During the early part of the flight about 4/10 stratus clouds were observed. 
These gradually disappeared and upper clouds were observed, about 2/10 of the 
sky being covered at the close of the flight. 

At the time of the flight the station was in the northern part of an area of high 
pressure, central over Oeorgia, while an area of low pressure was central over 
Canada, Just north of the Great Lakes. Light rains had fallen in New England, the 
Middle Atlantic States, and the Ohio Valley during the previous twenty-four hours. 

August 19, 1907,— The flight was made with three kites having a total lifting 
surface of 263 square feet (24.3 square meters). 

The maximum amount of wire out was 7,000 feet (2,134 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

About 4/10 cirro-stratus clouds, with a tendency toward clearing, prevailed 
during the flight. 

At the time of the flight the station was in the southern part of an area of high 
pressure, central over New England, while a second high was moving eastwiutl 
over Montana. An area of low pressure, accompanied by thunderstorms, overlaid 
the upper MlBsissippi Valley, being central over Lake Superior. Excessive pre- 
cipitation occurred in the Garolinas. Light frost occurred in northern Vermont 
and heavy frost in Montana. 

August 20j 1907.— The flight was made with two kites having a total lifting sur- 
face of 195 square feet (18.0 square meters). 

The maximum amount of wire out was 3,400 feet (1,036 meters); wire out at 
maximum altitude was 2,000 feet (610 meters). 

About 5/10 strato-cumuius clouds from the west, gradually diminishing, were 
observed during the flight. 

At the time of the flight the station was near the center of an area of high pressure 
that was passing off to sea over the Middle Atlantic States, while another high was 
central over South Dakota, with relatively low pressure between the two. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., f^^jTh. 



Air tem- 
I>erature. 



i 



wind. 



Dir. 



Velocity. 



At different heights abore 



Height 



Air tern- i ^ 
perature. , 



Wind. 



Dir. 



Velocity. 



Aug. 21, 1907 

7:10 a.m... 

7:27 a.m... 

9:82 a.m... 

9:62 a. m. . . 
10:10 a.m... 











Mii«M 


OF. 


oc. 


* 




p. K 


7a 


21.1 




nw. 


16 


7a 7 


21.6 




nw. 


16 


78.9 


28.8 




w. 


18 


75.7 


24.8 




w. 


12 


76.8 


24.6 




nw. 


12 



MtCt 
p. t. 

6.7 
7.2 
6.8 
5.4 
6,4 



Fut. 

1,726 

2,878 

8,876 

4,886 

1,726 



Meters, 

626 

876 

1,029 

1,839 



7a 
70.6 
78.1 
67.1 
76.8 



21.1 
21.4 
22.8 
19.6 
24.6 



nw. 

wnw 

wnw 

nw. 

nw. 



MUes 
p. h. 
15 



12 



MtCt 

p. 9. 

6.T 



6.4 



Aug. 22, 1907! 

7:86 a. m .. 

7:60 a.m... 

8:10 a.m... 
11:16 a.m... 
11:42 a. m . . . 



69.0 
69.0 
69.6 
68.2 
64.0 



16.0 
16.0 
16.8 
17.8 
17.8 



n. 
n. 
n. 
n. 
n. 



8 
8 
8 



8.6 
8.6 
8.6 
2.7 
2.7 



1,726 
2,906 
8,661 
4,790 
1,726 



' 886 

1,086 

1,460 

626 



69.0 
66.7 
66.8 
67.9 
64.0 



16.0 
18.7 
18.6 
14.4 
17.8 



n. 

nne. 

nne. 

nne. 

n. 



8 



6 



8.6 



2.T 



Aug. 

8:18 

8:54 

9:80 

9:46 

10:26 

10:42 

10:50 

11:12 



28,1907 












a.m... 


64.8 


12.7 


• • * • 


80. 


18 


a.m... 


67.1 


18.9 


■ • • • 


se. 


18 


a.m... 


67.0 


18.9 .... 


se. 


20 1 


a.m... 


67.7 


14.8 


• • « • 


se. 


21 ' 


a.m... 


5S.2 


14.6 


■ • • • 


se. 


22 1 


a.m... 


58.0 


14.4 (.... 


se. 


22; 


a.m... 


68.0 


14.4 i.... 


se. 


21 1 


a.m... 


58.4 


14.7 .... 


se. 


"21 

1 



8.0 


1,726 


626 


64.8 


8.0 


4,007 


1,221 


61.8 1 


8.9 


4,857 


1,480 


59.6 


9.4 


6,786 


2,068 


61.5 


9.8 


4,897 


1,840 


61.8 


9.8 


8,769 


1,149 


66.8 


9.4 


2,922 


891 


57.2 


9.4 


1,725 


626 


68.4 

1 



12.7 
16.6 
16.4 
10.9 
16.6 
18.8 
14.0 
14.7 



se. 
sse. 

8. 
S. 

see. 
sse. 
ssc. 
se. 



18 



21 



8.(y 



9.4 



August 21, 1907.— Th^ flight was made with four kites having a total lifting sur- 
face of 278 square feet (25.7 square meters). 

The maximum amount of wire out was 9,400 feet (2,865 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

A clear skj prevailed thruout the flight. 

At the time of the flight an area of high pressure was central over southern 
Wisconsin, while the New England and Middle Atlantic States were covered by 
relatively low pressure. 

August t2, 1907,— The flight was made with two kites having a total lifting sur- 
face of 189 square feet (17.5 square meters). 

The maximum amount of wire out was 6,000 feet (1,829 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

The sky was totally obscured by stratus, alto-stratus, and strato-cumulus clouds 
during the flight. 

At the time of the flight an extensive area of high pressure was centered over 
the lower Lake region; to the southeast of this center and in the vicinity of the 
station cloudy, showery weather prevailed, with lower temperatures. A baro- 
metric depression of considerable intensity was central northwest of the Dakotas. 

Auffuet 23, 1907,— The flight was made with two kites having a total lifting sur- 
face of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude wets 8,000 feet (2,438 meters). 

Bain began before the flight was started and ended at 9:42 a. m. The weather 
was foggy during the remainder of the flight. 

At the time of the flight the pressure was high over the New England and Middle 
Atlantic States, accompanied by generally cloudy weather. An extensive area of 
low pressure was central over Minnesota. Excessive precipitation occurred in 
North Carolina during the previous twenty-four hours. 
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RESULTS OF KITE FLIGHTS. 



On Mount Weather, Va., J^gfa. 



Date and 
hour. 



Air tem- 
perature. 



a 

& 



Wind. 



Dir. 



Velocity. 



Aug. 24, 1907 

7:24 a. m... 

7:85 a.m... 

7:47 a. m. . . 

8:08 a.m... 

8:44 a. m . . . 

9:17 a.m.. . 

9:27 a.m... 

9:41 a.m.. . 

9:59 a. m . . . 
10:10 a.m... 



° F. 
65.0 
65.8 
66.6 
66.6 
68.7 
70.7 
70.6 
70.9 
71.1 
72.2 



18.3 
18.6 
18.7 
19.2 
2a4 
21.5 
21.4 
21.6 
21.7 
22.8 





i 


MUet 


3( 




p. h. 




uw. 


16 




' nw. 


16 




nw. 


16 




. nw. 


14 




nw. 


14 




nw. 


15 




. nw. 


16 




nw. 


16 




nw. 


16 




' nw. 


14 



Mef* 

p. s. 

7.2 
7.2 
7.2 
6.8 

6.8 
6.7 
6.7 
6.7 
6.7 
6.8 



At different heigbto abore 



Height 



Air tem- 
perature. 



a 

s 



Wind. 



Dir. 



Feet. 

1,726 

3,034 

4,498 

6,030 

6,787 

6,919 

6,492 

6,002 

4,193 

1,725 



Meters. 

526 

922 

1,871 

1,888 

2,058 

2,109 

1,674 

1,525 

1,275 

626 



°F. 
66.0 
61.6 
67.6 
57.8 
54.9 
65.0 
69.2 
56.6 
6a8 
72.2 



18.8 
16.4 
14.2 
14.3 
12.7 
12.8 
15.1 
13.6 
16.0 
22.8 



uw. 
nw. 
nw. 
uw. 
nw. 
nw. 
nw. 
uw. 
uw. 
nw. 



Velocity. 



MUes 
p. h. 
16 



14 



MeCs 
p. ». 
7.2 



6.8 



Aug. 26, 1907 
7:41 a. m . . . 
7:47 a. m . . . 
8:08 a. m . . . 
8:24 a.m... 
8:36 a.m... 
8:47 a. ni . . 
9:18 a.m.. . 
9:16a. ra... 
9:28 a. m . . . 
9:40 a. ui . . . 
9:58 a.m... 



60.8 
60.8 
60.8 
62.0 
68.6 
64.0 
612 
64.2 
64.8 
66.0 
66.8 



15.7 




w 


16 


7.2 


1,725 


15.7 




w. 


16 


7.2 


2,988 


16.0 




w. 


16 


7.2 


3,559 


16.7 




w. 


15 


6.7 


6,757 


17.5 




w. 


14 


6.8 


7,006 


17.8 




w. 


14 


6.8 


7,101 


17.9 




w. 


18 


5.8 


7,879 


17.9 




w. 


13 


6.8 


7,810 


18.2 




w. 


13 


5.8 


8,168 


18.9 




w. 


12 


5.4 


5,686 


19.8 


. . . . 


w. 


11 


4.9 


1,725 



626 
909 
1,085 
1,765 
2,135 
2,164 
2,249 
2,880 
2,488 
1,738 
526 



60.8 
60.8 
59.6 
50.0 
46.8 
48.0 
51.4 
60.0 
48.7 
48.7 
66.8 



16.7 

16.0 

15.8 

10.0 

8.2 

8.9 

10.8 

10.0 

9.8 

9.8 

19.8 



w. ' 16 

wnw 

uw. I 

nw. I 

nw 

nw. I 

lln* •••••< 

nw. 

nw. ! 

w. 11 



7.2 



4.9 



August e4, 1907. — The flight was made with one kite having a lifting surface of 
74 square feet (6.8 square meters). 

The maximum amount of wire out wets 10,000 feet (3,048 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

When the flight was started strato-cumulus clouds covered the sky, but were 
rapidly diminishing toward the dose. At an altitude of 5,194 feet (1,583 meters) 
strato-cumulus clouds were passing under the kite, and at an altitude of 4,183 
feet (1,275 meters) the kite was close to the base of the lower clouds. 

At the time of the flight the station was in the southeastern quadrant of an area 
of low pressure, accompanied by rain, central ov^r Lake Superior. An area of 
high pressure was central over South Dakota and Nebraska, and another over the 
southern portion of the Gulf States. Heavy rain fell in the vicinity of the station 
during the previous twenty-four hours. 

Augyst £6, 1907. — The flight was made with two kites having a total lifting sur- 
face of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 8,500 feet (2,591 meters). 

A clear sky prevailed thruout the flight. 

At the time of the flight an extensive area of high pressure covered the greater 
part of the United States east of the Mississippi Biver. An area of low pressure 
central over the lower St. Lawrence Valley was moving off toward the northeast, 
while another depression of considerable extent was central over the Dakotas. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., J^jgft 



Air tem- 
perature. 



Aug. 27, 1907 
1:10 p.m...; 
8:58 p.m..., 
4:26 p. m ... I 
4:46 p. m...^ 
6:06 p. m . . . 
S:22p.m..., 
5:47 p. m . . . , 



OF. 

67.5 
68.8 
68.0 
68.0 
67.8 
69.0 
68.6 



I 



©a 

19.7 
20.2 
20.0 
20.0 
19.9 
20.6 
20.3 



S 

an 



wind. 



Dir. I Velocity. 



67 
66 
67 
66 
65 
66 



I 8. 
9. 

I S. 

1*. 

8. 



Mile* 
p.h. 
8 
9 
10 
8 
8 
9 
6 



MeVs 
p,». 
8.6 
4.0 
4.5 
8.6 
8.6 
4.0 
2.7 



At diffbrent heights above sea. 



Height. 



Air tem- 
perature. 



FeeL 
1,725 
10,509 
8,886 
6,655 
6,728 
4,156 
1.725 



Meter§. 
526 
8,208 
2,698 
1,998 
1,746 
1,267 
626 



OF. 
67.6 
89.6 
48.2 
58.1 
56.8 
69.8 
68.6 



19.7 
4.2 
6.2 
11.7 
13.5 
15.4 
20.8 



a 

X3 



Wind. 



69 



66 



Dir. 



Velocity. 



8. 

wnw 

wnw 

w. 

w. 

wsw. 

8. 



Milet 
p.h, 
8 



Met's 
p,t, 
8.^ 



2.7 



Aug. 28, 1907 
6:51 a.m... 
7:08 a. m . . . 
7:20 a. m . . . 
7:48 a. m . . . 
7:58 a. m . . . 
9:14 a.m... 



61.9 
62.0 
62L3 
62.7 
68.5 
66.5 



16.6 
16.7 
16.8 
17.1 
17.6 
18.6 



97 
100 
99 
98 
97 
87 



nw. 
11 vr. 

QW. 

nw. 
nw. 
n. 



15 
13 
12 
10 
9 
18 



6.7 
6.8 
5.4 
4.6 
4.0 
6.8 



1,725 
2,946 
8,983 
4,987 
6,182 
1,725 



626 

898 

1,214 

1,520 

1,869 

526 



61.9 
64.4 
61.0 
59.4 
67.6 
66.5 



16.6 
18.0 
16.1 
15.2 
14.2 
18.6 



97 



87 



nw. 

wnw. 

wnw. 

wnw. 

wnw. 

n. 



16 



18 



6.7 



5. a 



August 27 J 1907.— The flight was made with three kites having a total lifting 
surface of 210 square feet (19.4 square meters). 

The maximum amount of wire out was 12,000 feet (8,658 meters); wire out at 
maximum altitude was 11,750 feet (3,581 meters). 

Cloudy weather with occasional sprinkles prevailed during the flight. At an 
altitude of 10,500 feet (3,200 meters) above sea level the uppermost kite was in 
the base of strato-cumulus clouds. 

At the time of the flight the station was in the northeastern part of a long ridge 
of high pressure covering the Gulf and Middle Atlantic States. A barometric de- 
pression of considerable extent was central over northern Illinois and was accom- 
panied by heavy precipitation. 

Atiffust 28, 1907, — The flight was made with two kites having a total lifting sur- 
face of 136 square feet (12.6 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 7,500 feet (2,286 meters). 

During the flight fog was in the valleys on each side of the mountain and light 
fog was blowing over the station from the northwest. From 2/10 to 5/10 strato- 
cumulus clouds were observed at intervals. At an altitude of 6,132 feet (1,869- 
meters) the uppermost kite was above strato-cumulus clouds. 

At the time of the flight the whole eastern part of the country was dominated 
by relatively high pressure, excepting the lower St. Lawrence Valley, where a low- 
pressure area was moving off to the northeast. Light rains had fallen during the 
previous twenty-four hours in southern New England and thence westward to the 
Ohio Valley. 
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On Mount Weather, Va., f^ft^ 


At different heights abore sea. 


Date and 
hour. 


Air tem- 
perature. 


5 ' 


Wind. 


• 

a 

TTiii<Fiif Air tern- 5 


Wind. 




Dlr. 


Velocity. 


ueiguu 


perature. ; ^ 


Dir. 


Velocity. 


Auff.29,1907 
4:26 p. m . . . 
4:45 D. m . . . 


70.0 
7n.o 


©a 

21.1 
21.1 
20.1 


60 

• • • • 

• • • • 


nw. 
nw. 

D. 


MiUM 

p.h, 

8 
8 

4 


MeCt 

p. s. 
8.6 
8.6 
1.8 


FeeL 
1,725 
2,888 
1,726 


Meiers. 
626 
726 


OJf. 

7a 

AS.4 


21.1 
18.6 

2ai 


60 


nw. 
nw. 
n. 


Miles 
p. h. 
8 


Meft 
p. s. 

8.6 


7:00p.m... 68.2 


626 68.2 


4 


1.8 


Aug. 80, 1907 
10:«) a. m . . . 
11:54 a.m... 


67.5 
66.5 
68.0 


19.7 
19.2 
20.0 


• • • • 

• • • • 

• • • • 


w. 

nw. 

nw. 


12 
10 
12 


6.4 
4.6 
5.4 


1,726 
8,729 
1,725 


626 

1,187 

626 


67.6 
61.8 
68.0 


19.7 
16.8 
20.0 




w. 

! nw. 


12 


6.4 


12:23p.m. . 




' nw. 

1 


12 


6.4 



Aug. 81, 1907 
7:81 a.m... 
7:88 a.m.. . 


62.8 
64.0 
64.8 
67.0 
68.0 
68.0 
68.8 
69.6 
69.6 


17.1 
17.8 


• • • • 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
uw. 
nw. 


15 
J6 
16 
16 
16 
16 
16 
16 
16 
16 


6.7 
7.2 
7.2 
7.1 
7.2 
7.2 
7.2 
7.2 
7.2 
7.2 


1,725 
6,602 
7,436 
7,700 
6,622 
5,437 
4,617 
8,421 
2,691 
1,726 


626 
2,012 


62.8 
fiO.4 


17.1 
10.2 
7.8 
11.7 
10.6 
18.1 
14.6 
16.8 
18.1 
20.9 




nw. 
nnw. 


16 


6.7 


8:28 a. m . . . 


18.2 .... 
19.4 .... 
20.0 .... 
2ao .... 
20.4 .... 
20.8 .... 
20.8 


2, 266 46. 


nnw. 

nnw. 

nnw. 

nnw. 

n. 

nnw. 

nnw. 






9:07 a. m . . . 


2,347 
1,988 
1,667 
1,377 
1,043 
790 
626 


68.1 
61.1 
56.6 
68.1 
61.4 
64.6 
69.6 






9:48 a. m . . . 






9:69 a. m . . . 






10:16 a.m.. . 






10:82 a. m . . . 






10:47 a. m . . . 






11:00 a.m... 


69.6 


20.9 


• • • • 




nw. 


16 


7.2 



Augu8t 29, 1907. — The flight was made with one kite having a lifting Burfaoe of 
121 square feet (11.2 square meters). 

The maximum amount of wire out was 1,500 feet (457 meters); wire out at 
maximum altitude was 1,500 feet (457 meters). 

About 2/10 alto-stratus olouds, moving from the northwest, were observed dur- 
ing the flight. 

At the time of the flight the weather In the vicinity of the station was influenced 
by an area of high pressure central over the lower Lake region. A barometric 
depression of considerable Intensity was central over the lower St. Lawrence Val- 
ley, and a greater depression was moving into the United States from the northwest. 

August 30 f 1907,— The flight was made with one kite having a lifting surface of 
150 square feet (14.1 square meters). 

The maximum amount of wire out was 4,000 feet (1,372 meters); wire out at 
maximum altitude was 3,750 feet (1,143 meters). 

Cloudy weather, accompanied by light showers, prevailed on the morning the 
flight was made. 

At the time of the flight the station was near the center of an area of high 
pressure covering the Middle Atlantic States. Relatively low pressure covered 
the western half of the United States, except the extreme northwest. 

August Slf 1907.— The flight was made with one kite having a lifting sutfaoe of 
74 square feet (6.8 square meters). 

The maximum amount of wire out was 12,000 feet (3,658 meters); wire out at 
maximum altitude was 12,000 feet (3,658 meters). 

At the beginning of the flight fog was in the valleys on each side of the moun- 
tain and a few cirro-stratus clouds, moving from the northwest, were observed. 
Shortly after, cumulus clouds began forming, and at 9:30 a. m. 5/10 from the north- 
west were observed, but they gradually diminished toward end of flight. The kite 
was above the clouds at an altitude of 4,517 feet (1,377 meters) above sea level. 

At the time of the flight the eastern part of the United States was dominated 
by an area of high pressure central over the upper Great Lakes. An area of low 
pressure was central north of the Dakotas. 



BULLETIN OF MOUNT WEATHEE OBSERVATORY. 



47 



RESULTS OF KITE FLIGHTS. 





On Mount Weather, Va., J^ft. 


At different heights above sea. 


Date and 
hoar. 


Air tem- 
perature. 


5 i 


Wind. 


Height 


Air tem- 
perature. 


a 

t 


Wind. 




Velocity. 


Dir. 


Velocity. 


Sept 2, 1907. 
7:29 a.m... 
8:00 a.m... 
8:16 a. m. . . 


op, 

66.8 
66.6 
67.0 
66.6 
70.6 
71.0 
69.8 


18.8 
19.2 
19.4 
19.2 
21.4 
21.7 
21.0 


f 


w. 
w. 
w. 

Kf. 
W. 
W. 
W. 


Mile* 
p. A. 
14 
18 
21 
22 
19 
18 
19 


Meet 
p. s. 
68 
8.0 
9.4 
9.8 
8.6 
8.0 
8.6 


FbeL 

1,726 

2,968 

4,021 

6,164 

6,568 

6,698 

1,726 


Meters, 

626 

900 

1,226 

1,674 

1,997 

2,010 

626 


OF. 
66.8 
67.2 
68.1 
65.6 
60.7 
69.4 
69.8 


OG 
18.8 
19.6 
20.1 
18.7 
16.9 
16.2 
21.0 


* 


w. 

w. 

nw. 

wnw 

wnw 

wnw 

w. 


1 
MUm i MeCs 

p. h. p. M. 

14 6.8 


8:80 a.m. . 




8:66 a.m... 
9:17 a.m... 


■ •••*•!•••••• 


9:42 a.m... 


19 


8.6 



Sept 8, 1907. 
7:22 a.m... 
7:84 a.m.. . 


70.4 
70.6 
70.0 
69.8 
71.8 


21.3 
21.4 
21.1 
21.0 
20.1 




w. 
w. 
w. 
w. 
w. 


11 
12 
12 
11 

7 


4.9 
6.4 
6.4 
4.9 
8.1 


1,726 
2,688 
8,867 
4,541 
1,726 


626 

819 

1,026 

626 


70.4 
68.8 
68.9 
61.4 
71.8 


21.8 
20.4 
17.7 
16.8 
20.1 




w. 
wsw. 

W8W. 

w. 

W. 


11 


4.9 


8:00 a.m... 






8:86 a.m.. 






9:64 a.m... 


7 


8.1 


Sept 4, 1907. 
6:80 p.m... 
6:t8 p.m... 
7:01 p. m. . . 


66.0 
66.8 
64.9 
64.8 
66.0 


18.9 
18.6 
18.8 
18.2 
18.8 




se. 

se. 
se. 
se. 
se. 


11 
12 
10 
10 
18 


4.9 
6.4 
4.6 

4.6 
6.8 


1,726 
4,990 


626 
1.621 


66.0 
60.4 
64.6 
68.0 
66.0 


18.9 
15.2 





se. 

BSW. 

s. 

B. 

se. 


11 


4.9 


4,618 i 1.806 


18.1 1 






7:05 p.m... 
7:28 p. m. . . 


8,846 
1,726 


1172 
626 


17.2 
18.8 




"is' 


■*6.*8 



Sq^tember S, 1907, — The flight was made with one kite having a lifting surface 
of 74 square feet (6.8 square meters). 

The maximum amount of wire out was 7,600 feet (2,286 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

At the time of the flight about 9/10 clouds, with occasional sprinkles, were 
observed, but the tendency was toward clearing at the end of the flight. 

At the beginning of the flight the station was in the southern part of an area of 
low pressure, accompanied by showers and thunderstorms, central over Lake 
Ontario. The pressure was moderately high over the North Carolina coast. 

September S, 1907.— The flight was made with two kites having a total lifting 
surface of 142 square feet (13.1 square meters). 

The maximum amount of wire out wa49 5,000 feet (1,524 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

About 2/10 alto-cumulus, 2/10 alto-stratus, and 3/10 strato-cumulus, from the 
west, were observed during tne flight. 

At the time of the flight the weather at the station wets influenced by an area 
of low pressure, accompanied by showers, central over Pennsylvania. Heavy 
precipitation had occun^ in New England and Pennsylvania during the previous 
twenty-four hours. Areas of high pressure were central over North Dakota and 
the lower St. Lawrence Valley. 

S^tember 4, 1907. — The flight was made with one kite having a lifting surface 
of 121 square feet (11.2 square meters). 

The maximum amount of wire out was 5,000 feet (1,524 meters); wire out at 
maximum altitude was 5,000 feet (1,524 meters). 

The sky was covered with low hanging clouds, mostly nimbus in character, 
during the flight. 

During the time of the flight, high pressure continued over the St. Lawrence 
Valley. The weather at the station was dominated by an area of low pressure 
over the Middle and South Atlantic states. Several thunderstorms occurred dur- 
ing the day, accompanied by heavy rain. 
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I 
I 

Date and ' 
hoar. 



626 m. 



On Mount Weather, Va., | 725^, 



a 

Air tern- ^ 
perature. ^ 



Wind. 



& i !>*'• 



Velocity. 



At different height* abore sea. 



Height 



Air tem- 
perature. 



a 

I 



Wind. 



Dir. 



Velocity. 



Sept 6, 1907. 
4:aD p.m....' 
5:05 p. m. .. . 
6:81 p. m. . . . 

6:23 p. m ^ 

6:44 p.m...., 
7:06 p. m... 



7:29 
7:46 
8:00 
8:25 
9:10 



m. 
m. 
m. 
m. 
>m. 



75.2 
74.8 
72.8 
70.4 
69.8 
68.8 
68.0 
67.8 
67.6 
67.0 
66,6 







Miles 


oc. 5 




p.h. 


24,0 .... 


nw. 


9 


23.6 .... 


IIW. 


8 


22.6 69 


nw. 


6 


21.8 .... 


IIW. 


10 


20.7 69 


nw. 


11 


20.4 1.... 


nw. 


12 


20.0 .... 


nw. 


14 


19.9 .... 


nw. 


16 


19.7 .... 


nw. 


16 


19.4 .... 


nw. 


18 


19.2 .... 


nw. 


20 



p. «. 

4.0 
8.6 
2.7 
4.6 
4.9 
6.1 
6.8 
6.7 
7.2 
8.0 
8.9 



I 



FuL 

1,725 

8,669 

6,859 

8,898 

9,262 

9,776 

11,086 

12,016 

10,284 

6,624 

1,725 



Meters. 

526 
1,065 
1,786 
2,560 
2,823 
2,980 
8,879 
8,698 
3,119 
2,019 

526 



I 

. o C. 11 ' 

24.0 nw. 

21.1 ' wnw 

13.8 w. 

^» ■* • • • ■ • w» 

mm O • • • • • Wa 

0.4 '... . w. 

28.7 j— 1.8 w. 

28.2 1—2.1 w. 

27.4 — 2.5 w. 

9.0 w. 

19.2 ... . nw. 



76.2 
69.9 
65.9 
4a7 
86.1 
82.6 



48.1 
66.6 



Miles MeCs 

p. h. ' p. s, 
9 4.0 



ao 



8.9 



Sept 


6, 1907. 


7:80 


a. m... 


7:42 


a. m... 


7:64 


%. m... 


8:05 


a. m... 


9:27 


a. m . . . 


10:00 


a. m.. 


10:86 


a.m... 


11:09 


a.m.. . 


12:12 


p. m . . . 



59.6 
60.8 
60.5 
60.8 
64.0 
64.6 
66.0 
67.0 
67.6 



16.8 
15.7 
15.8 
16.0 
17.8 
18.1 
18.9 
19.4 
19.8 



I 

70 nw. 

71 nw. 
71 nw. I 
70 nw. I 
60 , nw. 
58 : nw. 



58 
54 
54 



nw. 
nw. 
nw. 



26 


11.6 


1,725 


626 


25 


11.2 


8,967 


1,209 


24 


10.7 


6,059 


1,542 


21 


9.4 


5,608 


1,709 


28 


12.6 


6,989 


2,115 


81 


18.9 


8,044 


2,452 


24 


10.7 


9,302 


2,836 


23 


10.3 


11,050 


8,371 


18 


8.0 


12,955 


3,949 



59.6 
68.6 
49.6 
46.9 
51.1 
46.1 
41.9 
84.0 
29.7 



16.8 

12.0 

9.7 

8.8 

10.6 

7.7 

6.5 

1.1 

—1.8 



70 



nw. 
nw. 


26 


11.6 


nw. 


1 


nw. 


1 


nw. 






nw. 






wnw 






sw. 






w. 







September 6, 1907, ^The flight was made with five kites having a total lifting 
surface of 316 square feet (29.2 square meters). 

The maximum amount of wire out was 18,000 feet (5,486 meters); wire out at 
maximum altitude was 17,000 feet (6,182 meters). 

About 3/10 alto-cumulus clouds were visible during the flight. A few strato- 
cumulus clouds were visible during the early part of the flight, but soon 
disappeared. 

During the flight an area of comparatively low pressure was central over the 
lower Lakes and extended over the station. An area of high pressure was central 
over western Tennessee, northern Mississippi, and Alabama. 

Septtmber 6, 1907.— The flight was made with four kites having a total lifting 
surface of 278 square feet (25.7 square meters). 

The maximum amount of wire out wift 18,250 feet (5,563 meters); wire out at 
maximum altitude was 18,200 feet (5,547 meters). 

A few lower clouds were observed at the beginning of the flight; these increased 
to about 2/10. 

At the time of the flight an area of low pressure was located over the St. Law- 
rence Valley; the high pressure of the preceding day had moved northward and 
was central over the lower Ohio Yidley. 
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On Mount Weather, Va., ^f^f^ 


At different heights abore sea. 


Datamnd 
hour. 


Air tem- 
perature. 


A 

t 


Wind. 


Height 


Air tem- 
perature. 


a 


Wind. 




Dir. 


Velocity. 


Dir. 


Velocity. 


Sept 7, 1907. 

7:16 a. m 

7:46 a. m.... 


OF. 
66.8 
68.0 
6L4 
62.0 


oa 

18.6 
14.4 
16.8 
16.7 


88 
81 

• • • • 

76 


nw. 
nw. 
nw. 
nw. 


MUet 

p. h, 
16 
14 
12 
10 


Meet 

' p. ». 

i 6.7 
6.8 
6.4 
4.6 

1 


Fb«L 

1,726 

2,818 

8,116 

1,726 


Mtl»r9. 
626 
869 
960 
626 


OF. 
66w8 
67.4 
60.6 
62.0 


18.6 
14.1 
16.9 
16.7 


88 



"78* 


nw. 
nw. 
nw. 
nw. 


MUet Meet 

p. h, p. t. 
16 j 6.7 


9:09 a.m.... 


1 


9:44 a. m 


10 4.6 


Sept. 9, 1907. 

9:46 a.m... 

10:02 a.m... 


66.8 
66.6 
68.2 
68.0 
67.8 


19.8 
19.2 
20.1 
20.0 
19.6 


92 
92 
88 

90 
91 


se. 
se. 
■e. 
■e. 
se. 


12 
12 
16 
18 
14 


6.4 
6.4 
6.7 
8.0 
6.8 


1,726 
2,781 
8,896 
4.487 
1,726 


626 

848 

1,187 

1,862 

626 


66.8 
66.8 
66.6 
68.4 

67.8 


19.8 
18.6 
19.2 
17.4 
19.6 


92 

• • • • 

"ii' 


se. 

sse. 

ssw. 

sw. 

se. 


12 


6.4 


11:62 a. m... 






1:00 p.m... 






2:80 p.m... 


14 


6.8 


Sept 10, 1007 

7:iaa.m 

7:68 a.m.... 


66.8 
66.4 
66.8 
66.6 

66.4 
66w6 
66.6 


19.1 
19.1 
19.1 
19.2 
19.1 
19.2 
19.2 


100 
100 
100 
100 
100 
100 
100 


se. 
se. 
se. 
se. 
se. 
se. 
se. 


18 
14 
17 
17 
12 
14 
14 


6.8 
6.8 
7.6 
7.6 
6.4 
6.8 
6.8 


1,726 
2,416 
8,808 
6,000 
6,794 
8,600 
1,726 


626 
768 
1,161 
1,624 
2,071 
1,096 
626 


66.8 
64.8 
66.7 
66.4 

68.6 
71.1 
66.6 


19.1 
18.8 
18.7 
19.1 
14.8 
21.7 
19.2 


100 

ioo' 


se. 
sse. 

sw. 
wsw. 

W8W. 
SW. 

se. 


18 


6.8 


8:40 a.m.... 
9:00 a.m... . 






9:27 a.m... . 






9:42 a. m. . . . 






9:61 a. m 


14 


6.8 



September 7, 1907. — The flight was made with two kites having a total lifting 
BUtfaoe of 142 square feet (13.1 square meters). 

The maximum amount of wire out was 2,000 feet (610 meters); wire out at maxi- 
mum altitude was 2,000 feet (610 meters). 

About 3/10 cirrus and alto-stratus olouds were visible during the flight. 

At the time of the flight the station was near the center of an area of high pres- 
sure extending over portions of Virginia, West Virginia, and Tennessee. An area 
of low pressure occupied the middle and upper Mississippi valleys, while another 
was central over the lower St. Lawrence Valley. 

September 9, 1907,— The flight was made with four kites having a total lifting 
surface of 248 square feet (22.9 square meters). 

The maximum amount of wire out was 8,000 feet (2,438 meters); wire out at 
maximum altitude was 6,000 feet (1,829 meters). 

The sky was covered with strato-cumulus olouds during the entire flight. 

At the time of the flight the station was surrounded by an area of comparatively 
low pressure, central over Lake Michigan. An area of high pressure had over- 
spread the upper Missouri Valley and the Dakotas, and another was central over 
the lower St. Lawrence Valley. 

Sqpiember 10, idO/.— The flight was made with two kites having a total lifting 
surface of 112 square feet (10.3 square meters). 

The maximum amount of wire out was 7,000 feet (2,184 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

The flight was started in dense fog and occasional misting occurred during the 
flight. The upper limit of the fog was at an altitude of about 3,600 feet (1,097 
meters) above sea level. 

At the time of the flight the station was to the east of an area of low pressure 
central over southern Indiana. Heavy precipitation accompanied this disturbance, 
and light showers had previously occurred over the Middle Atlantic States. An 
area of high pressure was central over Maine, while another prevailed over north- 
western Texas. 

BMWO 4 
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On Mount Weather, Vt. , i^gTft 



Date and i 
hoar. 



I I 
Air tern- j ^ 

perature. 



Wind. 



Dir. 



Velocitj. 



At different heights above sea. 



Height 



Air tem- 
perature. 



a 

s 



Wind. 



Dir. 



Velocity. 



Sept 11, 1907 

7:84 a.m 

7:48 a.m 

7:(S6a.m.... 

8:09 a. m 

8:60 a.m.... 
9:46 a.m.... 



^F. 


°a > 


66.2 


19.0 100 


62.2 


19.0 100 


66.2 


19.0 .... 


66.8 


19.1 .... 


67.5 


19. 7 97 


68.0 


20.0 

1 



s. 

8. 
S. 

B. 
8. 

se. 



MiUa 

p. h. 
12 
18 
12 
12 
16 
11 



MeCs 

p. s. 
S.4 
6.8 
6.4 

6.4 

7.2 
4.9 



Feet 

1,726 

2,863 

4,041 

6,178 

7,068 

1,725 



Metert. 

626 

878 

1,282 

1,677 

2,154 

626 



op 

66.2 
64.8 
61.2 
66.4 
64.9 
68.0 



19.0 
18.2 
16.2 
18.0 
12.7 
20.0 



100 



8. 

8W. 

BW. 

8W. 

W8W. 

se. 



p. h. 
12 



11 



Meet 
p. ». 
6.4 



4.9 



Sept 12, 1907 
7:82 a.m.... 
7:41 a. m. . . . 

7:56 a.m 

8:66 a.m 

9:17 a.m.... 

9:24 a.m 

0:40 a.m 



66.1 
68.5 
59.0 
61.8 
62.7 
63.0 
64.0 



14.5 
14.7 
16.0 
16.6 
17.1 
17.2 
17.8 



64 
66 
62 



w. 
w. 
w. 
w. 
w. 
vr. 
w. 



24 
21 
22 
19 
16 
18 
17 



10.7 
9.4 
9.8 
8.6 
6.7 
5.8 
7.6 



1,725 
4,152 
6,426 
6,547 
8,912 
8,024 
1,725 



526 
1,266 
1,654 
1 ,996 
1,192 

922 



68.1 
58.0 
58.0 
46.8 
61.7 
54.8 
64.0 



14.6 
11.7 
11.7 
7.9 
10.9 
11.0 
17.8 



w. 

nw. 

nw. 

uw. 

iiw. 

wnw 

w. 



24 



17 



10.7 



7.6 



September lU 1907. -^The flight was made with one kite having a lifting surfaoe 
of 74 square feet (6.8 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 7,500 feet (2,286 meters). 

The flight was started in a dense fog, gradually becoming light and finally lift- 
ing at 8:50 a. m., at which time the sky was totally obscur^ by clouds. The 
kite was Just above strato-KSumulus clouds at an altitude of 7,068 feet (2,154 
meters) above sea level. Ealn began at 9:25 a. m. 

At the time of the flight an extensive area of low pressure was central over the 
upper Lake region, while the west Gulf States were covered by relatively high 
pressure. Heavy precipitation had previously occurred in Pennsylvania, the Gulf 
States, and the upper Lake region. 

September IIB, 1907.— The flight was made with one kite having a lifting surfaoe 
of 74 square feet (6.8 square meters). 

The maximum amount of wire out was 7,500 feet (2,286 meters); wire out at 
maximum altitude was 7,500 feet (2,286 meters). 

A dear sky prevailed thruout the flight. 

At the time of the flight the station was in the northeastern portion of an ex- 
tensive area of high pressure covering the entire southeastern part of the United 
States. A barometric depression of considerable intensity was moving off over 
the lower St. Lawrence Valley. Heavy precipitation occurred along the New 
England and middle Atlantic coasts. 
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CAPTIVE BALLOON ASCENSIONS. 



Date and 
hour. 



On Mount Weather, Va., J^J^^^ 



Air tem- 
perature. 



a 

a 

pa 



Wind. 



Dir. 



Velocity. 



At different heights above sea. 



Height 



Air tem- 
perature. 



a 



Wind. 



Dir. 



Velocity. 



Sept 18, 1907 
6:20 p. m ... 
5:40 p.m.... 
5:58 p.m. .. . 

6:07 p. m 

6:21p.m.... 











Miles 


°F. 


oa 


•> 




p. h. 


68.8 


20.4 


• • ■ • 


e. 


6 


66.6 


19.2 


64 


e. 


7 


66.5 


19.2 


• • • • 


e. 


7 


66.4 


19.1 


• • • • 


e. 


8 


66.6 


18.6 


66 


e. 


8 



Mef» 
p. s. 
2.7 
8.1 
8.1 
8.6 
8.6 



Feet. 

1,725 

5,476 

4,248 

8,712 

1,726 



Meters. 

626 
1,669 
1,295 
1,182 

626 



OF. 
68.8 
59.4 
61.0 
62.8 
66.6 



20.4 
15.2 
16.1 
17.1 
18.6 



66 



e. 

». 

88W. 
BBW. 

e. 



MUes 
p. h. 
6 



8 



Mees 
p. s. 
2.7 



8.6 



Sept 14, 1907 
9:12 a.m... 
9:28 a. m . . . 

10:00 a.m... 



69.8 
69.8 
69.6 



20.7 
20.7 
2a9 



se. 
se. 
se. 



7 
8 
9 



8.1 
8.6 
4.0 



1,726 
2,616 
1,726 



626 
798 
626 



69.8 
68.6 
69.6 



20.7 
17.5 
20.9 



se. 

wsw. 

se. 



9 



8.1 



4.0 



RESULTS OF KITE FLIGHT. 



Sept 14, 1907 
12:04 p.m... 
12:68 p.m... 

1:82 p.m... 

1:58 p.m... 

2:06 p.m... 

2:40 p.m... 


71.8 
72.0 


22.1 
22.2 
22.4 
22.2 
22.2 
22.2 




se. 

s. 

se. 

se. 

se. 

86. 


18 
16 
14 
15 
17 
14 


6.8 
7.2 
6.8 
6.7 
7.6 
6.8 


1,725 
8,506 
4,979 
6,886 
3,688 
1,725 


626 
1,068 
1,618 
1,626 
1,128 

626 


71.8 
62.6 
66.8 
60.4 
61.9 
72.0 


22L1 
17.0 
18. 5 
16.1 
16.6 
22.2 




se. 
se. 
se. 
sse. 

EHv* 

se. 


18 


6.8 


72.4 
72.0 
72.0 
72.0 










■ V ■ • • 

14 


"*6.'8 



SepUmber IS, 1907, — The flight was made with two captive balloons. Winds 
were very light, especially for first 2,000 feet (610 meters), the balloons drifting 
away but slightly. 

The maximum amount of wire used was 6,000 feet (1,829 meters). 

A dear sky prevailed thruout the flight. 

At the time of the flight the station was near the center of an area of high pres- 
sure covering the entire eastern part of the United States. A trough of low pres- 
sure extended from Minnesota to southern California. Heavy rains had occurred 
In the Gulf States during the previous twenty-four hours. 

8epUmbw 14, 1907, — The first fiight wets made with two captive balloons and 
only 2,000 feet (610 meters) of wire were used. 

The second flight was made with three kites having a total lifting surface of 
180 square feet (16.6 square meters). 

The maximum amount of wire out was 6,600 feet (2,012 meters); wire out at 
maximum altitude was 6,000 feet (1,829 meters). 

A few alto-cumulus clouds, moving from the southeast, were observed during 
the flight. 

At the time of the flights the entire portion of the United States, east of the 
Mississippi Valley, was covered by high pressure, the maximum being near the 
station. The high was accompanied by clear, cool weather. Low pressure was 
moving In over Montana from the northwest. 
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CAPTIVE BALLOON ASCENSION. 



Dftteand 
hour. 


On Mount Weather, Va., JJ^Jft^ 


« At diilbrent heights abore sea. 


Air tern- i 5 


Wind. 


Height 


Airtem- 


i 


Wind. 




perature. 




IMr. 


Velocity. 


peratoieu j ^ 

& 


Dir. 


Velocity. 


Sept. 16, 1007 
8:02 p. m... 
8:16 p.m... 


OF. 
77.6 
78.8 
77.7 


26.8 
26.6 


60 

60 


8. 
S. 
B. 


MUet 
p. h, 

6 
6 


Mef» 

p.*. 
8.1 
2.7 
2.7 


1,726 
8,807 
1,726 


Meiers. 
BM 
1,160 
626 


OR 
77.6 
68.7 
77.7 


26.8 
2a4 
26.4 


60 

• • « « 

68 


8. 

8W. 

8. 


mie* 


Mefs 

p. «. 
8.1 


8:88 p.m... 


26.4 


58 


6 


2.7 



RESULTS OF KITE FLIGHTS. 



Sept 17, 1907 

7:^1 a.m... 

7:80 a.m... 

8:21 a.m... 

9:06 a.m... 
10:00 a. m . . . 
11:16 a.m... 
11:22 a.m... 
11:27 a.m... 
11:86 a. m... 



60.2 
69.6 
71.8 
72.0 
78.0 
74.0 
74.0 
74.0 
74.6 



20.7 
20.8 
21.8 
222 
22.8 
28.8 
28.8 
28.8 
2&6 



77 
77 
72 
78 
72 
74 
76 
76 
74 



w. 

w. 

w. 

w. 

nw. 

nw. 

nw. 

nw. 

nw. 



17 
16 
26 
22 
22 
90 
90 
16 
16 



7.6 
7.2 
11.2 
9.8 
9.8 
8.9 
8.9 
6.7 
7.8 



1,728 
2,988 
8,781 
4,524 
4,708 
6^629 
4,776 
8,967 
1,725 



896 
1,148 
1,879 
1,486 
1,685 
1,466 
1,209 

626 



69.2 
67.8 
71.7 
60.6 
68.7 
68.7 
66.8 
65.6 
74.6 



20.7 
19.6 
21.7 
2a9 
20.4 
17.6 
18.6 
18.6 
28.6 



77 



74 



w. 

nw. 

wnw 

wnw 

wnw 

wnw 

nw. 

nw. 

nw. 



17 



16 



7.6 



7.2 



Sept 18, 1907 
4:08 p.m... 
4:12 p.m... 
4:82 p.m.. . 
5:17 p.m... 
6:80 p.m... 



71.0 


21.7 


88 e. 


9 


4.0 


70.8 


21.8 


• • ■ • 60 


10 


4.5 


60.0 


90.6 


« • « ■ Ca 


11 


4.9 


67.0 


19.4 


• • • ■ (?■ 


11 


4.9 


67.0 


19.4 


96 e. 

1 


11 


4.9 



1,725 
2,168 
2,846 



626 
658 
868 



8,476 * 1,060 
1,725 ' 626 



71.0 
68.4 
65.7 
68.8 
67.0 



21.7 
20.2 
18.7 
17.4 
19.4 



88 



96 



e. 



8. 

e. 



11 



4.0 



4.9 



September 16, 1907.— The flight was made with two captive balloons and at the 
maximum altitude reached 4,000 feet (1,219 meters) of wire were out. 

A few cirro-stratus clouds, moving from the southwest, were observed during 
the flight. 

At the time of the flight the station was near the center of an extensive area of 
high pressure covering the Atlantic and Gulf coast States. A slight barometric 
depression, lowest near Lake Superior, prevailed over the middle West. Heavy 
rain had fallen in the Gulf coast districts. 

SepUmber 17, 1907,— The flight was made with three kites having a total lifting 
surface of 180 square feet (16.6 square meters). 

The maximum amount of wire out was 8,500 feet (2,591 meters); wire out at 
mudmum altitude was 6,000 feet (1,829 meters). 

From 4/10 to 9/10 clouds, from the west and west-northwest, were visible thru- 
out the flight. The clouds were principally strato-cumulus and alto-Ksumulus. 

At the time of the flight the station was near the center of a ridge of high pres- 
sure extending from the upper Great Lakes to Florida. An area of low pressure 
was moving off over Nova Scotia. Light showers had previqflisly occurred in the 
northern tier of States, the Middle Atlantic States, and Guif States. 

September 18, 1907,'^The flight was made with three kites haying a total lifting 
surface of 180 square feet (16.6 square meters). 

The maximum amount of wire out was 4,500 feet (1,372 meters); wire out at 
maximum altitude was 4,000 feet (1,219 meters). 

From 7/10 to 10/10 clouds prevailed during the flight. The uppermost kite 
entered tnin clouds at an altitude of 2,163 feet (659 meters) above sea level. 
Dense fog was forming at close of flight. 

At the time of the flight the weather at the station was influenced by an area of 
high pressure central over the New England States. An area of relatively low pres- 
sure was central over South Dakota. Showers and thunderstorms had previously 
occurred over the Lake region and a greater part of the Middle Atlantic States. 
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On Moant Weather, Va., j^j^ 


At different heights abore tea. 


Date and 
hour. 


Air tem- 
perature. 




t 


Wind. 


Height 


Air tem- 
perature. 


a 

t 


Wind. 




Dir. 


Velocity. 


Dir. 


Velocity. 


Sept 19, 1907 
8:61 p. m. .. . 
8:67 p. m. .. . 
6:18 p.m.... 
6:17 p. m 


68.0 
68.0 
62.9 
62.9 


17.2 
17.2 
17.2 
17.2 


100 
100 
100 
100 


ese 
Be. 
se. 
se. 


MiUt 
p. A. 
11 
12 
11 
12 


MtCt 

p.i. 
4.9 
6.4 
4.9 
6.4 


Feet 

1,726 

2,174 

2,682 

1,724 


MtUn, 
626 
668 

802 
626 


68.0 
62.2 
68.0 
62.9 


17.2 
16.8 
20.0 
17.2 


100 

• ■ • ■ • 

100 


eae 
eee 

a. 
se. 


Miles 
p. A. 
11 


Meet 
p. t. 

4.0 






12 


6.4 


Sept 20,1907 
4:16 p.m... . 

4:28 p. m 

5:19 p. m 

6:26 p.m... 
6:86 p.m.... 
6:40 p.m.... 


78.8 
78.6 
78.6 
78.2 
78.0 
78.7 


28.2 
28.1 
28.1 
22.9 
22.8 
28.2 


86 


Bse 

B. 

s. 

B. 
S. 
8. 


18 
12 
11 
11 
12 
10 


6.8 
6.4 
4.9 
4.9 
6.4 
4.6 


1,726 
2,406 
4,628 
8,964 
2,798 
1,725 


S26 
788 
1,379 
1,206 
861 
686 


78.8 
76.2 
67.6 
69.8 
78.0 
78.7 


28.2 
24.0 
19.8 
21.0 
22.8 
28.2 


86 


see 
a. 

W8W 
WSW 
88W 
8. 


18 


6.8 














10 


4.6 


Sept 21,1907 
7:40 a.m.... 
7:48 a.m... 


71.8 
i 72.0 
! 72.1 
' 72.6 
1 74.0 
' 76.1 

' 76.7 

1 


22.1 
22.2 
22.8 
22.6 
28.8 
28.9 
24.8 


78 

• • • » 
■ • • • 

• ■ • • 

• • ■ • 

70 
69 


w. 
w. 
w. 
w. 
w. 
w. 


18 
18 
12 
14 
16 
16 
16 


6.8 
6.8 
6.4 
6.8 
7.2 
7.2 
7.2 


1,726 
2,667 
8,698 
4,040 
4,076 
8,647 
1,725 


626 
786 
1,126 
1,281 
1,242 
1,112 
626 


71.8 
72.8 
68.9 
68.6 
69.8 
71.4 
76.7 


22.1 
22.4 
20.6 
20.8 
2L0 
21.9 
24.8 


78 


w. 

w. 

nw. 

nw. 

nw. 

wnw 

w. 


18 


6l8 


7:68 a.m. .. .. 






8:02 a.m.... 






8:40 a. m... . 






9:11 a.m.,.. 






9:40 a.m.... 


16 


7.2 



September 19, 1907,— The flight was made with three kites having a total lifting 
surface of 227 square feet (21.0 square meters). 

The maximum amount of wire out was 5,000 feet (1,524 meters); wire out at 
maximum altitude was 1,600 feet (488 meters). 

Dense fog prevailed thruout the flight and the upper limit of fog layer was 
probably about 2,400 feet (732 meters). 

At the time of the flight unsettled, showery weather prevailed generally over 
the entire northern portion of the country from New England and the Middle 
Atlantic States to the Dakotas. An area of high pressure was centriJ over New 
England, and an extensive low was centered over Nebraska. Heavy precipitation 
had previously occurred over the Atlantic coast States. 

September fO, 1907,— The flight was made with three kites haying a total lifting 
surface of 180 square feet (16.6 square meters). 

The maximum amount of wire out was 5,000 feet (1,524 meters); wire out at 
maximum altitude was 4,000 feet ( 1,219 meters). 

A clear sky prevailed thruout the flight 

At the time of the flight a storm of considerable intensity was central over Lake 
Superior. Unsettled weather with showers and thunderstorms was general over 
the districts influenced by this depression, and heavy precipitation occurred near 
its center. Moderately high pressure prevailed along the Atlantic coast. 

Septembear 21, 1907,— The flight was made with three kites having a total lifting 
surface of 180 square feet (16.6 square meters^. 

The maximum amount of wire out was 8,600 feet (2,591 meters); wire out at 
maximum altitude was 8,600 feet (2,591 meters). 

A clear sky prevailed thruout the flight. 

At the time of the flight a tropical disturbance was central over the mouth of 
the Mississippi Biver, and Lake Superior was the center of another low pressure 
area, while moderately high pressure prevailed between the two. Warmer weather 
with occasional showers had occurred in New England and the Middle Atlantic 
States. The entire northwestern section of the United States was dominated by 
a high of moderate pressure. A depression of considerable intensity was moving 
off over the lower St. Lawrence Valley. 
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On Mount Weather, Va., f^^^ 



Date and 
hour. 



Air tem- 
perature. 



Wind. 





At different heights aboTe tea. 



Wind. 



Air tem- 
perature. 




Velocity. 



Sept 
6:64 
6:67 
6:01 
6:11 
6:28 
6:86 
7:08 



28,1907 
p. m .. . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m . . . 
p. m .. . 



68.8 
6a6 
68.6 
68.2 
68.8 
6a7 
65.7 







MUtt 


OC. 1 Jl 




p. h. 


17.7 1.... 


88W. 


8 


17.6 1.... 


se. 


10 


17.6 .... 


se. 


10 


17.8 .... 


8. 


10 


17.4 .... 


S. 


10 


17.6 1.... 


8. 


11 


18.7 i.... 

1 


8W. 


11 



Mefs 
p. ». 

8.6 
4.6 
4.6 
4.6 
4.6 
4.9 
4.9 



FteL 

1,726 

2,662 

8,061 

4,212 

6,696 

6,827 

1,726 



Meters. 
626 
808 



1,284 

1,706 

2,081 

626 



°F. 


°a 


68.8 


17.7 


66l8 


18.8 


6&6 


17.6 


69.0 


16.0 


67.0 


18.9 


64.8 


12.4 


66.7 


18.7 



Mile* 

p. h. 
8 



wsw 

w. I 

wnw 

wnw 

sw. I 11 



Mef* 

p. *. 
8.6 



••«••• 



4.9 



8ept24,1907 
7:28 a.m... 
7:82 a. m . . . 


68.0 
68.2 
67.6 
66.8 


20.0 
20.1 
19.7 
19.8 


66 
67 
68 


ssw. 
sw. 

8W. 


16 
16 
12 
10 
12 
14 
16 
18 
12 
11 
10 


7.2 
7.2 
6l4 
4.6 
6.4 
6.8 
7.2 
6.8 
6.4 
4.9 
4.6 


1,726 
8,086 
4,209 
6,661 
6,728 
8,040 
9.689 


626 
926 
1,288 
1,692 
2,049 
2,461 
2.906 


68.0 
66.8 
69.6 
67.6 
64.1 
52.8 
48.7 
84.8 
26.9 
28.5 
79.0 


20.0 

18.5 

16.8 

14.2 

118 

11.8 

9.8 

1.8 

-8.4 

-4.7 

26.1 


66 

• • • • 

66 


SSW. 

w. 

wnw 

wnw 

wnw 

w. 

w. 

w. 

w. 

wsw. 


16 


7.2 


7:46 a. m . . . 






7:67 a. m . . 


61 , 8. 






8:88 a. m . . . 


68.0 • 20.0 


61 
61 
68 
66 
64 
62 
66 


HW. 
8W. 
SW, 
8W. 
8W. 
8W. 
8W. 






9:81a.m... 
10K>2 a. m . . . 


70.0 
72.6 
76.2 


2L1 
22.6 

24.0 






11:88 a.m.. . 


11,800 8!607 






12:14 p.m... 

12:40 p.m... 

2:87 p.m... 


76.7 24.8 
76.0 , 24.4 


18,641 

14,774 

1,726 


4,127 

4,508 

526 






79.0 


26.1 


sw. 


10 


4.6 



September 2S, 1907. — The flight was made with one kite having a lifting surface 
of 74 square feet (6.8 square meters). 

The maximum amount of wire out was 7,000 feet (2,134 meters); wire out at 
maximum altitude was 7,000 feet (2,134 meters). 

About 2/10 cirrus and alto-cumulus clouds were visible during the flight. 

At the time of the flight high pressure prevailed over the Canadian Maritime 
Provinces and over the Northwest. The station was surrounded by an area of 
low pressure central over Virginia and North Carolina. 

Septeimber 24y 1907. — The flight was made with four kites having a total lifting 
surface of 248 square feet (22.9 square meters). 

The maximum amount of wire out was 30,000 feet (9,144 meters); wire out at 
maximum altitude was 30,000 feet (9,144 meters). 

At the beginning of the flight a clear sky prevailed, but during the remainder 
some few alto-cumulus and strato-cumulus clouds were observed. 

At the time of the flight an extensive area of low pressure central over Ontario 
dominated the weather conditions over the eastern half of the country. Showers 
were general over this section, except in the Ohio Valley, and heavy rain had pre- 
viously occurred in the Middle Atlantic States and New England. High pressure 
was moving in from the Northwest, accompanied by much cooler weather, the 
center being north of the Dakotas. 
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1 

1 


On Mount Weather, Va. , J^^^ 


At different heights above sea. 


Date and 
hour. 


Air tem- 


a 
s 


Wind. 


Height 


Air tem- 
perature. 


t 


Wind. 




perature. 


Dir. 


Velocity. 


Wr. 


Velocity. 


8ept.26, 1907 
1:26 p.m... 
1:81 p.m... 
1:14 p.m... 
1:66 p. m .. 
2:20 p.m... 
8:00 p.m... 


OR 
66.1 
66.0 
67.2 
67.0 
66.6 
57.0 


18.4 
18.8 
14.0 
13.9 
18.6 
13.9 


* 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 


Mil4S 

p. h, 
28 
24 
24 
28 
19 
28 


p. t. 

10.8 
10.7 
10.7 
10.8 
8.6 
10.8 


Feet, 

1,726 

2,988 

4,292 

6,018 

6,806 

1,725 


Meters. 

626 

896 

1,806 

1,680 

2,074 

626 


66.1 
48.9 
48.9 
88.8 
80.2 
67.0 


18.4 

9.4 

6.6 

8.8 

-1.0 

18.9 


* 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 


Miles 
p. K 
28 


Mee» 
p. s. 
10.8 














28 


10.8 


Sept 26, 1907 
7:80 a. m . . . 
7:41 a. m . . . 


40.5 
41.2 


4.7 
S.1 


76 
71 
72 
69 

• • • « 

66 
66 
67 

* • • • 

65 

• • • * 

* * • • 


nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

w. 

w. 


11 
18 
12 
11 
12 
12 
12 
12 
12 
12 
18 
18 


4.9 
6.8 
5.4 
4.9 
5.4 
5.4 
6.4 
6.4 
6.4 
6.4 
6.8 
6.8 


1,725 
8,181 
4,119 
4,712 
4,712 
6,698 
8,016 
9,007 
10,051 
11, 701 
6,954 
1,726 


626 
964 
1,266 
1,486 
1,486 
2,042 
2,448 
2,746 
8,064 
8,666 
1,816 
526 


40.6 
87.8 
88.6 
81.5 
81.3 
89.9 

4ai 

88.1 
89.2 
40.8 
87.4 
54.5 


4.7 

8.2 

0.9 

-0.8 

—0.4 

4.4 

4.5 

8.4 

4.0 

4.6 

8.0 

12.5 


75 


nw. 

nnw. 

nnw. 

nnw. 

nnw. 

nw. 

nw. 

wnw 

wnw 

w. 

nw. 

w. 


11 


4.9 


7:68 a. m . . . 


41.6 5.8 

48.5 6.4 

44.6 7.0 






8:18 a. m . . . 






8:26 a. m. . . 






8:45 a.m.. . 


46.7 
46.6 
48.0 
48.6 
49.6 
54.5 


7.0 
8.1 
8.9 
9.2 
9.8 
12.5 






9:18 a. m . . . 






9:28 a. m . . . 


1 


9:46 a. m . . . 


j[ 


10:88 a.m... 
2:18 p.m... 
2:28 p.m... 


1 

....,.[ 


1 64.5 

1 


12.5 


18 5.6 



Beptember i!5, 1907. ^ThQ flight was made with one kite having a lifting surface 
of 68 square feet (6.3 square meters). 

The maximum amount of wire out was 8,000 feet (2,438 meters); wire out at 
maximum altitude was 8,000 feet (2,438 meters). 

About 1/10 strato cumulus douds, moving from the west-northwest, were ob- 
served at the beginning of the flight, but the tendency was towuxl a dear sky 
thruout the flight. 

At the time of the flight a storm was central over the Gulf of St. Lawrence and 
a strong and cold high pressure area over the interior of the country dominated 
the weather conditions. Showers had previously occurred in the Lake region. 
Middle Atlantic States, and New England. Heavy to killing frost had occurred 
in the region to the southwest of the upper Great Lakes. 

September 26, i^7.— The flight was made with four kites having a total lifting 
surface of 272 square feet (25.2 square meters). 

The maximum amount of wire out was 17,000 feet (5,182 meters); wire out at 
maximum altitude was 17,000 feet (5,182 meters). 

From 4/10 to 7/10 cirro-stratus clouds were observed during the flight, but the 
tendency was toward clearing at the close. A few lower clouds were observed at 
an altitude of 5,700 feet (1,737 meters^ above station. Winds were very change- 
able in direction and velocity at an altitude of between 3,000 and 4,500 feet (914 
and 1,372 meters) above station, calm apparently prevailing most of the time. 

At the time of the flight an extensive area of high pressure, central over Ohio, 
covered the eastern half of the United States. A low-pressure area was moving 
off over the Gulf of St. Lawrence, and relatively low pressure prevailed over the 
Southwest. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va. , J^^. 



Air tem- 
perature. 



a 



Wind. 



s ; ^^' 
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At different heights above 
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12:18p.m... 67.6 
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September X7, 1907. — The flight was made with three kites having a total lifting 
surface of 204 square feet (18.9 square meters). 

The maximum amount of wire out was 12,500 feet (3,810 meters); wire out at 
maximum altitude was 12,600 feet (3,810 meters). 

From 3/10 to 10/10 alto-cumulus and strato-cumulus clouds, from the west, were 
observed during tne entire flight. 

At the time of the flight the station was in the center of a high-pressure area 
covering the Middle Atlantic States. An extensive area of low pressure, accom- 
panied by showers and thunderstorms, was central over eastern Kansas. Heavy 
precipitation had occurred in Florida and the southern part of the upper Lake 
region. 

September £8, 1907. ^The flight was made with one kite having a lifting surface 
of 150 square feet (14.1 square meters). 

The maximum amount of wire out was 6,000 feet (1,829 meters); wire out at 
maximum altitude was 6,000 feet (1,829 meters). 

The sky was overcast with alto-stratus clouds during the entire flight. 

At the time of the flight an extensive area of low pressure, central over the 
southern part of Lake Michigan, dominated the weather conditions over the Ohio 
Valley, the Lake region and part of the middle Atlantic coast States. An area of 
moderately high pressure was central over New England and another over Kansas. 
Heavy rain had previously fallen in the Lake region, the south Atlantic, and Gulf 
coast States. 
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On Mount Weather, Va. , fj^^it 


At different heights abore sea. 
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/September 50, 1907,^The flight was made with three kites having a total lifting 
surfaoe of 204 square feet (18.9 square meters). 

The maximum amount of wire out was 10,000 feet (3,048 meters); wire out at 
maximum altitude was 6,000 feet (1,829 meters). 

From 2/10 to 6/10 strato-oumulus clouds were visible during the flight. At an 
altitude of 4,937 feet (1,506 meters) above sea level the uppermost kite was in the 
clouds. 

At the time of the flight a ridge of high pressure extended from the Dakotas 
southeastward to the Middle Atlantic States. The pressure was low in the upper 
St. Lawrence Valley and over New Mexico. Heavy rain had previously fallen in 
New England. 



THE USE OF UPPER AIR DATA IN WEATHER FORECASTING. 

By AiiFBBD J. Henby, Professor of Meteorology, Weather Bureau, 

TJ. S. Department of Agriculture. 

During the Bummer of 1907 the writer^ as one of the forecasterB of 
the United States Weather Bureau, had the opportunity of comparing 
upper air conditions, as obtained by kite flights at Mount Weather, Ya., 
with the general meteorological conditions over the eastern part of 
the United States, as shown by the 8 p. m. daily weather map. In this 
comparison, brief as it was, some conclusions were reached that it is 
believed will be useful in the art of weather forecasting. Before recit- 
ing these conclusions the reasons for believing that they will serve a 
useful purpose will be briefly stated. 

The problem which confronts the forecaster is essentially one of 
determining in advance both the path and the rate of movement of 
areas of high pressure (anticyclones) and areas of low pressure 
(cyclones). A failure to accurately determine either the path or rate 
of movement of these great whirling masses of air results disastrously 
to the forecasts. The surface conditions and their relation to the 
development and movement of highs and lows afford at best but a 
suggestion of the action that is probably taking place in the great 
mass of the atmosphere aloft; hence it was concluded several years 
ago, that the systematic exploration of the upper air might yield 
important results, not only to the art of weather forecasting, but 
also, to the better understanding of the general circulation of the 
atmosphere. 

In the application of the data secured by kite flights to the problem 
of weather forecasting the first step is naturally an endeavor to corre- 
late the data of the free air with the known facts concerning the devel- 
opment and movement of highs and lows. If thereby a clearer insight 
into the mechanism of either the high or the low can be gained, by 
just so much will the art of forecasting be improved. Thus, for exam- 
ple, if the depth or vertical thickness of a low were known one would 
be able by means of surface observations which now give its horizontal 
dimensions to exactly delimit its position in the atmosphere. This 
additional knowledge would greatly add to the ability of the fore- 
caster to correctly outline the future course and intensity of the storm, 
since it is well known that deep barometric depressions have quite 

different characteristics from shallow depressions. 
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Eate observations, when made conseoutiyel j, afford the forecaster an 
opportunity to compare the daily temperature changes aloft with those 
on the surface. The relation between such changes and their bearing 
upon the coming weather is an important consideration. Another 
factor of greater or less significance is the possibility of determining 
from the temperature and moisture conditions aloft whether clouds will 
form, what changes existing clouds will undergo, whether they will 
increase in density and assume the blanket form or break up and dis- 
appear. These in general are some of the possibilities of the use of 
upper air data in weather forecasting. 

The material afforded by the kite observations was confined to air 
pressure, temperature, and wind direction. Considering briefly its 
application to the problem in hand, it should be remarked that in the 
beginning it was used largely to check the conclusions which seemed 
manifest from the surface conditions, to dispel uncertainty when pos- 
sible; and, in general, to illuminate the situation as it appeared from 
surface conditions only. 

Perhaps the element which was most useful in the beginning was 
the direction of the wind in the upper layers. The observations on 
this point disclosed one or two facts of particular interest and import- 
ance, viz, the marked tendency of east and south winds to shift to the 
right with increasing altitude. This fact was brought out in the Blue 
Hill kite observations and is fully confirmed by those made during 
the past summer at Mount Weather. The altitude at which the shift 
occurs varies, but is generally below 3,280 feet (1,000 meters). The 
deviation in the case of westerly winds, however, is about as apt to be 
to the left as to the right and this is particularly so in certain types 
of pressure distribution. 

While the direction of the wind is an important consideration to 
the forecaster the depth of the several layers having different direc- 
tions is still more so, since, by knowing roughly the latter, he can 
form an approximation to the height to which the atmosphere is dis- 
turbed by the circulation of the high or the low, as the case may be, 
and consequently the intensity of the storm and the probable extent 
of territory affected by it. In one case during last summer the early 
dissolution of a low was foreshadowed by the fact that the wind cir- 
culation proper to it extended upward less than 2,500 feet (762 meters) 
above the station. 

The depth of currents which clearly belong to the circulation of 
highs and lows seems to vary between rather wide limits. In the case 
of easterly winds, which in most cases are caused by the approach of 
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a low from the west, the altitudes attained by such currents were found 
to be generally less than 2,000 feet (610 meters); thus, in twelve oases 
of east to south winds the average depth of the surface winds was 
1,682 feet above the station, the maximum depth was 2,631 feet, the 
minimum 349 feet In the case of winds between north and east, the 
average of six oases was 3,033 feet (924 meters), the maximum was 
6,736 feet (1,943 meters), and the minimum was 1,181 feet (360 meters). 
The maximum depth, 6,736 feet, was caused, however, by an anticyclone 
whose center was directly north of the station. In a few other cases 
it was noticed that relatively high easterly winds prevailed when the 
center of the anticyclone was near to and north by east of the station. 

An exceedingly interesting kite flight, which sustains the view that 
occasionally easterly winds prevail at great altitudes, was made at the 
Blue Hill Observatory on June 19, 1900 (Annals of the Astronomical 
Observatory of Harvard College, Vol. XUH, Part HE, page 193). In 
this flight east-northeast winds prevailed from the earth's surface to 
an altitude of 13,816 feet (4,211 meters). The wind at that elevation 
clearly formed a part of the circulation between a strong high that 
was central in the Lake region and a low off the south Atlantic coast. 
The preceding examples represent an extreme rather than a mean con- 
dition, nevertheless they form an important exception to the general 
statement that easterly winds are shallow. 

The wind at Mount Weather shifts to a westerly quarter on the 
passage of a low over the station. The altitude of the westerly cur- 
rents is very much greater than that of the easterly and the velocity 
is greater. Twelve ascents were made during the summer in which 
altitudes of 2 miles and over (3 kilometers) were reached. In three 
of these ascents the wind had a southerly component at the highest 
elevation reached; in each of the three a marked barometric depres- 
sion covered the Northeastern States, with lowest pressure over the 
mouth of the St. Lawrence Biver. In two other ascents very high 
altitudes were reached with a different distribution of pressure, viz, a 
great trough of low barometer in the Mississippi Valley, with strong 
areas of high pressure on both sides. In both of these cases there was 
also a southerly component in the wind direction aloft. In the remain- 
ing seven cases the winds were west-northwest or west, or in the direc- 
tion of the prevailing winds in the cirrus cloud level. While it seems 
probable that the winds up to at least 2 miles above the earth's surface 
respond to the barometric gradients observed below, it is by no means 
proved that such is the case. This subject needs further elucidation. 

A knowledge of the vertical temperature distribution in highs and 
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lows, obtamed thru kite flights, has afforded valuable information at 
times. The following general conclusions are drawn from the data 
thus far collected: (1) The air column in the low is warmer than in the 
high for such altitudes as were reached by the kites; (2) the region 
of greatest cold is found in the southeastern quadrant of the high; 
(3) as the center of the high crosses the meridian of the station and 
passes to the eastward the temperature conditions aloft become more 
or less unstable, inversions take place, and the rate of decrease of tem- 
perature with increase of altitude diminishes. 

Occasionally in the kite flights layers of air are met having tem- 
peratures higher than those found in layers of less altitude; in other 
words the vertical gradient is interrupted and instead of a fall in 
temperature with increase in altitude a rise is found. Such breaks 
in the continuity of the vertical temperature gradient are known as 
inversions. 

Temperature inversions may be classed as follows: First, those 
which occur in the rear of a low or on the immediate eastern front of 
a high. Inversions in this region are thought to be due to the cir- 
cumstances that the warm surface layers of the low feel the cooling 
effect of the high a little sooner than the layers at some distance 
aloft This assumption follows the suggestion of Mr. H. Helm Clay- 
ton, of the Blue Hill Observatory, viz, that the cold air of the north- 
em portion of the high moves more rapidly east-southeast, than does 
the high itself, and that» on account of its greater specific weight as 
compared with that of the air into which it is moving, it sinks toward 
the earth's surface in an inclined stratum which reaches the ground 
in the rear of the low. This type of inversion has little or no 
significance to the forecaster, since, ordinarily, cooling in the rear of 
the low proceeds until the upper layers, within the limits of observa- 
tion, at least, acquire a temperature nearly such as is required by the 
adiabatic rate of cooling for dry air. 

A second type of inversion is met when the kites pass from one cur- 
rent of air into another having a different temperature. The existence 
of a current of warm air flowing along and above a colder one is revealed 
in this way. Inversions of this nature sometimes afford early indications 
of the approach of warmer conditions at the surface. The difficulty 
in properly applying this information at present lies in the fact that 
the horizontal extension of the warmer current is unknown. 

The rate of decrease of temperature with increase of altitude is 
almost constantly changing, being generally different in the forenoon 
from what it is in the afternoon. 
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The sequence of changes in this element in its relation to the drift 
of highs and lows appears to be about as follows: In the region of cold, 
dry winds which is found on the eastern front of a high it approaches 
closely to the adiabatic rate for dry air, yiz: 1^ F. in 185 feet or 1° 0. 
in 100 meters. From this rate which is the maximum it begins to 
diminish with the shift of the winds to an easterly quarter and the 
consequent increase in their moisture content. The rate in rainy 
weather is rather variable sometimes being almost zero up to a height 
of nearly a mile and again being much greater. 

The rate of decrease most frequently observed was about 3.5^ F. 
per 1,000 feet or 0.6"" 0. per 100 meters. 

The forecasting value of this phenomenon (the vertical temperature 
gradient) is not yet understood. 

The foregoing covers in brief the most important considerations 
suggested by the summer's experience. 

With the addition of the humidity element to the kite observations 
and the accumulation of data for the cold season it is expected that 
our present knowledge of the relations which subsist between air con- 
ditions aloft and at the surface, respectively, will be greatly increased. 

EXPLANATION OF CHABT8 IV-VL 

Charts lY, Y, and YI have been prepared to show the temperature 
conditions at the surface of the ground on Mount Weather, Ya., and 
in the air strata above that station at about the time of the morning 
observation thruout the service, viz, 8 a. m., seventy-fifth meridian time. 

The morning hour was chosen because it afforded a better oppor- 
tunity for a comparison between the conditions aloft and at the sur- 
face than any other hour of the day that was available. As the ulti- 
mate object of kite flying is to secure data that will be useful in 
forecasting it is essential that the conditions disclosed by the flights 
be studied not only in connection with the local surface temperature^ 
wind, etc., but also with the general distribution of temperature, wind, 
etc., as shown by the daily weather map. 

The majority of the flights were made at or near the morning obser- 
vation hour. The temperatures secured by flights between 7:30 and 
8:30 a. m., at altitudes less than 1,500 meters, were used as of the hour 
8 a. m. In the region above 1,500 meters it was assumed that the 
diurnal variation in temperature could be safely neglected.^ Aocord- 

^ See Annals of the Astronomical ^bsenratory at Harvard Oollege, Vol. LYIII, 
Part 1. The Diurnal and Annual Periods of Temperature, etc., by H. Helm 
Clayton. 
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ingly such readings as were secured in that region^ whatever the hour, 
were also used as of the hour 8 a. m. When the kite flight or balloon 
ascension was made in the afternoon the surface temperature at the 
morning hour was plotted on the charts and a correction, depending on 
the hour, the altitude, and the general character of the day was applied 
to the readings below 1,500 meters to reduce them to the probable 
value for the morning hour. 

The charts purport to show, therefore, the temperature at the sur- 
face of the ground at about 8 a. m. each day, also the probable temper- 
atures aloft at the same hour. Inversions are indicated by dotted 
lines and interpolated values by broken lines. 
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THE CHANGE OF PHASE DUE TO THE PASSAGE OF 
ELECTRIC WAVES THRU THIN PLATES AND THE INDEX 
OF REFRACTION OF WATER FOP. SUCH WAVES, WITH 
APPLICATIONS TO THE OPTICS OF THIN FILMS AND 
PRISMS. 

By William R. Blaib. 
INTRODUCTION. 

Prof. A. Bighi in his Optik der Elektrische Sohwingungen describes 
numerous experiments with short eleotiic waves tending toward the 
proof of the analogy of these with light waves. The disturbance pro- 
ceeding from a Bighi exciter is analogous to a plane polarized ray of 
white light, and the different wave-lengths, instead of being detected 
by their color, are known by the dimensions of the receiver which 
responds to them. Accurate measurements of these wave-lengths are 
made with either the grating or the interferometer. In addition to 
Bighi's work, Lampa's experiments with grating and spectrometer,^ ' 
Cole's application of Fresnel's formulas,' Pierce's measurement of indices 
of refraction by the interferometer method,' etc., all seem to justify 
the assumption of the analogy above referred to and its use in -extend- 
ing our knowledge of optics as well as in the study of electric waves. 
The following experiments, upon which work has been in progress for 
the past two and one-half years, and their discussion are in line with 
this assumption, and, as will be seen by the description of the apparatus, 
ingenious devises, used here in more or less modified form, have been 
borrowed from all the experimenters named. 

There is fairly good agreement among the values found for the spe- 
cific inductive capacity of water, except those by Drude,* in the de- 
termination of which he used about the same wave-length as that used 
in the following experiments, and those by Lampa ' for wave-lengths 
of 4, 6, and 8 mm. In both of these cases the values given for the 
index of refraction increase with the decrease in the length of wave 
used, apparently indicating anomalous dispersion. Drude's measure- 
ments were with waves on wires; Lampa used a 4^ prism. Drude^ has 
treated these results theoretically, adapting the theory of dispersion 
from Chapter Y of his text-book on the Theory of Optics. His expla- 

« All references appear at the end of the article. 
BMWO 5 65 
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nation is not easy to accept when the extremely slow frequencies of 
even the shortest electric waves used compared with those of light 
waves are taken into consideration. 

In his work on the Indices of Refraction of Metals,* in which he 
uses thin metallic prisms, Prof. A. Kundt passes the subject of variable 
change of phase with the remark that ''If the refracting angles are 
correctly measured by reflection, the observations of deviation can 
hardly be falsified by variable change of phase.'* 

All work in which optical methods are used on the thickness of thin 
liquid films has been done on the assumption that n, the index of 
refraction, as computed by the usual formulas is the same for any thick- 
ness of the dielectric. The assumption that n for a given wave-length 
does not vary with the thickness of the plate is probably correct^ but 
since, as will be shown later, the change of phase is not a linear func- 
tion of this thickness, other than the usual formulas must be employed 
for computing n from the experimental data. The experiment upon 
the paraffin plates was taken up with the hope of testing the existence 
of this " variable change of phase," but the apparent failure to get 
positive results led to the setting aside for the time of the probleuL 

Altho the results of Mr. Cole's ' attempt, in which he used electric 
waves of 5 cm. length, to get measurable effects thru a plane par- 
allel plate of water gave little hope of success, the object at first of 
the experiment with water was to determine its index of refraction n 
by the interferometer method. The finding of different values of n, 
when computed by the usual formulas, for different thicknesses of the 
plate led to further work, the additional purpose of which was a quan- 
titative determination of the variable change of phase. 

Part I. 

In the process of repeating some of the work already done with 
electric waves, a fairly reliable interferometer of essentially the form 
used by G. Pierce,' of Harvard, was set up. Fig. 1 shows the arrange- 
ment of this interferometer. It will be noted that the receiver E is 
influenced by the direct radiation from the gap O as well as by the 
parallel rays from the parabolic cylinder P, and by the energy reflected 
from the dielectric D as well as by that reflected from the plane mir- 
ror M. The direct radiation from O ish constant as is also the energy 
reflected from D, provided its position remains unchanged during the 
experiment upon it. The wave-length used was 15.2 cm. An electro- 
lytic interrupter of frequency above 2,000 was used, which, while it 
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wu not aa oonatant as could be desired, gave steadier galvanometer 
deflections and oonsideTably more energy than tbe ordinary Tibrator. 
The plane mirror M ia moyable parallel to itself. The galTanometer 
used was a four-ooil instrument of the Thomson 
type. Galvanometer readings are taken for dif- 
ereat positioDS of the mirror, which when plotted 
give a Biausoidal curve. The maxima and mini- 
ma of this curve are due to the interference of i 
the reflected with the incident radiation and the 
distance between any two minima ia half a wave- 
length. The introduction of the dielectric D 
moves these maxima and minima up a dis- 
tance depending upon its index of refraction Fra. 1. 
and thickness. It is not always possible to recognize a given OLaximum 
or minimum after it has been displaced. This necessitates an assump- 
tion as to the number of half wave-lengths it has bean moved up and 
consequently a previous rough determination of the index of refraction. 
For work to which it is well adapted this apparatus is capable of 
duplicating results to 1 per cent 

Conversation with Professor Millikan at this time (June, 1905) as to 
the possible uses to which this apparatus might be put, suggested 
among other things the problem of the change of phase due to thin 
films. This problem, it seemed, could easily be experimentally treated 
for electric waves of 16 or 20 cm. length, since the chief difficulty of 
the optical treatment, i. e., getting a sufficiently thin and uniform film 
of known thickness, disappears for this wave-length. Work was ac- 
cordingly begun with paraffin as the dielectric Previous work with 
a prism gave 1.47 for the index of refraction of paraffin. This value 
is the mean of five determinations, the highest of which is 1.48, the 
lowest 1.46. The prism had a refracting angle of 60°. Each face was 
£0 cm. wide by 20 cm. high. The same paraffin used in the prism was 
used in the interferometer experiment. 

Ten plane parallel plates of the order of it/10 in thickness and a 
plane parallel block of thickness approximating a wave-length were 
made as follows: (1) Sufficient paraffin for all castings was melted in 
one vessel; (2) as soon as possible after pouring the molten paraffin 
into the form it was immersed in a salt-ioe-and-wator freezing mixture; 
(3) using a plane surface, a straightedge, and a carpenter's plane, the 
castings were made into plane parallel plates. The plates were large 
enough to extend 2 cm. each way beyond the opening of the parabolic 
cylinder. This opening was 30 by 31 cm. Their thicknesses in mil- 
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limeters as measured by means of a pair of outside calipers were as 
follows: 

Thickness of plates, in mUUmeters. 



Plate No. 


Measured separatelj. 


Measured together. 


Means. 


1 
2 
8 

4 
6 


8.0 
7.8 
7.9 
6.8 
7.8 

86.8 


87.1 


• 


ToUli Not. 1^ 


86.8 


6 
7 
8 
9 
10 


7.5 
6.8 
6.9 
6.4 
6.0 






ToUlfl Not. 1-ia 
Block. 


68.2 
68.6 


69.4 


68.8 

68.6 



These plates were mounted 1.25 cm. apart. Two measurements of 
the index of refraction were taken with ten plates, one with the first 
five and one with the block. The results are as follows: 

10 Plates 1.55 

1.55 

5 Plates 1.56 

Block 1,50 

Since the difference between these values and those obtained by the 
spectrometer method as well as that between the block and the plates 
might possibly be due to the fact that the thinner plates freeze under 
somewhat different conditions from the thicker, a change of phase 
could hardly be argued from these data alone. 

Further experiment with the same apparatus showed that a sufficient 
effect could be obtained thru 4 cm. of water to determine its index 
of refraction, provided an assumption, n = 80, were made as to the 
number of half wave-lengths a given minimum in the curve showing 
the interference effect was moved up when the dielectric was put in 
place. 

In order to avoid the necessity of this assumption, a vessel was made 
of which one of the sides was movable parallel to itself by means of a 
screw of 11 threads per inch (4.4 per cm.). The plan was to move the 
plane mirror so as to keep the path of the waves in air constant and, 
by varying the path in water, to find the wave-length in water. The 
resulting interference curve was apparently quite irregular but could 
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be qualitatively repeated. The position of its first maximum and min- 
imum indicated a considerably shorter wave-length in water at 1.1 
and 2.1 22d8 of an inch (1.3 and 2.4 mm.) than that given by the as- 
sumption of n'aSO at 17^ C. This variation could not be followed 
with certainty farther than the first maximum and minimum and that 
far only qualitatively on account of irregularities evidently due to 
other causes. A possible variation in the amount of the reflected 
energy with the thickness of the water plate suggested itself and made 
some other form of interferometer desirable. 

On consideration of these results, Professor Michelson thought fur- 
ther pursuit of the experiment with more elaborate apparatus worth 
while, suggested the trial of other forms of interferometer, and advised 
that paraboloids instead of parabolic cylinders be used as reflectors. 
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The apparatus decided upon was in the form of a Michelson inter- 
ferometer (fig. 2). The collimating and focusing paraboloids P^ and 
P, have each a focal length of 17.75 cm. and an opening of 90 cm. in 
diameter. The screen SS' for dividing the radiation is 122 by 183 cm. 
in size and composed of parallel wires. To make this screen a number 
22 copper wire was thrown over the heads of tacks at the top and 
bottom of a wooden frame. After a few trials the wires were put 5 cm. 
apart. The movable plane mirror Jf, is a circle 122 cm. in diameter. 
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It is mooDted on parallel wajB anil moved by means of a Borew of mil- 
limeter pitoli and 131 cm. in length. On the other arm of the inter- 
ferometer, an elliptical plane mirror if,, 122 cm. wide and 173 cm. 
long, is set at an angle of 46° with the Tertioal and throws the radia- 
tion down Uiru the liquid dielectric to a horizontal reflector JIf,. 
All reflectors, except the horizontal ones on which zinc was need, are 
made of wood covered with a heavy grade of tin foiL Care waa taken 
in their construction to get them plane and to guard against warping. 
The path of the waves thru the interferometer from gap to re- 
ceiver is about 6 meters — so great that when the wave producing and 
receiving apparatus which had given galvanometer throws as desired 
up to 30 cm. in the old interferometer was installed in this, the largest 
deflection obtainable at a meter distance in the maximum of the inter- 
ference effect was 6 cm. While the energy furnished was aufBcient to 
show the interference and measure the wave-length, no effects at all 
could be obtained thru water. After two or three months of ex- 
perimenting, the following apparatus and methods of manipulation 
were decided upon as satisfactory, the test being the duplication of 
resolts to, in moat oases, 1 per cent, ia others, more or less depending 
on the thickness of the dielectric used. 

The spark gap (fig. 3) consists of two balls of aluminium, B^ and 

B^ so mounted in a triangular frame that the space between them can 

be filled with oil and their distance apart adjusted to .05 mm. or less 

if desired. The upper ball waa mounted 

on a spindle so that it could be turned to 

a freshly polished place without changing 

its position. The lower one was put in a 

cup, which in turn was fitted into the 

frame by means of threads of millimeter 

or half millimeter pitch, depending on the 

diameter of the cup. Thia cup olao oon- 

^ tains the oil or other dielectric in which it 

^ is desired that the sparking aholl take place. 

V It was found, however, that the energy 

FiO' 3> from a spark between freshly polished aur- 

fooes diminished quite perceptibly as the surface became worn and 

that the apark from the aurfaoes made rough by sparking, while it 

waa weaker, waa a mnoh more constant source of energy. Had it 

not been for the great number of readings, about 20,000 in all, 

required by the experiment, the rotation of the balls would not 

have been neceaeary. 
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To adjust the gap the balls were set at some distance apart/say 
2 mm« and then moved closer together a given fraction of a millimeter 
at a time, galvanometer readings being taken at each point. From a 
plot of the relation between the width of the gap and the energy given 
out by it, the best width was easily determined. This width was found 
to vary with the shape of the electrodes producing a given wave-length- 
For the electrodes used in this experiment it was found to be about 
one millimeter. A gap intended for long use was set at a width slightly 
below that giving the maximum amount of energy. During the tak- 
ing of readings for the above curve, the plane mirrors were equidis- 
tant from the screen, and the width of the gap was the only thing 
about the interferometer which was varied. Vaseline oil was used. 
The three sizes of balls used were 2, 4, and 8 cm. in diameter. The 
circuit formed by the two balls about the oil gap was connected by 
means of two air gaps, each about 7 or 8 mm. wide, with the half -inch 
balls forming the terminals of the secondary circuit of a sort of Tesla 
coil, which in turn worked on the secondary of a 14-inch induction 
coil. 

The primary of the Tesla coil consisted of 37 turns of bare number 
14 copper wire wound on a glass tube 7.5 cm. in diameter and 26 cm. 
long. A sliding contact was used to vary the induction in this cir- 
cuit and any desired capacity could be introduced. Any suitable sec- 
ondary circuit could be slipped inside of this primary. The secondary 
used consisted of 22 meters of number 19 bell wire wound in a single 
layer on a glass tube 6 cm. in diameter and 27 cm. long. The con- 
necting wires made this circuit 25 meters in length. For connections, 
see fig. 2, in which b and b' are the wires coming from the secondary 
of the induction coiL A current of air was passed thru each of 
the three air gaps, made necessary by these connections, after each 
reading in preparation for the next This put the gaps in the same 
condition before each reading and added materially to the constancy 
of the throws for any given position of the plane mirrors. Two Ley- 
den jars and 15 turns of the primary were used for the 25 meter sec- 
ondary. 

A mercury turbine interrupter run at a frequency of 50 was used in 
the primary of the induction coil. The ^ H. P. motor running this 
interrupter was kept well oiled and ran on a 110-volt circuit, which 
rarely varied by more than a volt during any set of readings. To 
secure this constancy of voltage, readings had to be taken between 
1 and 6 a. m. — ^i. e., at the time when there was no variable load on 
the generator supplying the current. Conditions were also much 
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better at this time for satiaf aotory use of the galvanometer, the earth's 
field being almost entirely free from disturbance and the building 
from vibration. The interrupter itself was frequently cleaned to pre- 
vent the possibility of poor contacts due to deposits of either carbon 
or oxide of mercury on the terminals of the primary inside the inter- 
rupter. 

The primary of the induction coil was further interrupted at D by 
a pendulum 410 cm. long. The pendulum struck a trigger which put 
the make and break under control of a spring, insuring not only the 
same sort of make and break, but the same length of contact for each 
reading of the galvanometer. Experiment with different times and 
sorts of contacts showed the necessity of such a device as the above 
and results amply justify its use. 

It was thought that preventing the direct radiation from the gap 
from entering the interferometer added somewhat to the symmetry of 
the interference curve. This was done by means of a spherical mirror 
large enough to extend 2 or 3 cm. beyond the gap circuit, and so 
placed as to have the gap at its focus. 

The dividing screen was made adjustable as follows: Number 28 
copper wires were fastened at regular intervals to a helical brass wire 
spring which was slipped over a brass tube. Varying the tension on 
the spring varied the distance apart of the wires. Each wire is 
stretched and kept in position by a lead bullet cast on its lower end. 
A curve is plotted representing the relation between the distinctness 
of the interference and the distance apart of the screen wires. The 
distinctness of interference is found by taking the difference between 
the galvanometer throw at a given maximum and that at the adjacent 
minimum. The point of maximum distinctness can in this way be de- 
termined and the wires set accordingly. The distance 
apart of the wires in this experiment was from 6 to 7 cm. 
Two receivers were used, one of which R^ was so placed 
^(T as to receive the direct radiation from the gap; the other 
R^ the radiation after the interference has taken place. 
These were thermal receivers of the Klemincic type and 
like those used by Mr. Cole.'' Fig. 4 shows the construc- 
Pio. 4. tion of a receiver. G and O' connect with the galvan- 
ometer. H is the thermal junction. The wires used for the thermal 
junction were iron and constantan and had a diameter of 0.001 
inch. Bound wires of this size could not be obtained from any 
of the several companies applied to for them, consequently the 
wires were ground down from 3 mill wires. An apparatus for this 
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purpose was constructed which stretched the wire and rotated it at a 
desired speed. The wire was reduced by the application of fine emery 
paper. Beceivers made from these wires were thought to be more 
sensitive than those constructed from wires having elliptical sections 
of the same area. No quantitative test, however, of this point was 
made. 

X and X\ fig. 4, are copper cylinders which may be slipped off and 
on the electrodes of the receiver and serve for its tuning. The method 
of tuning is that described by Mr. Cole.^ A curve is plotted of read- 
ings taken for different lengths over all of the receiver. This curve 
has but one maximum, and it corresponds to that length of receiver 
best adapted to the gap. Considerable importance attaches to careful 
tuning if distinct interference effects are desired. 

R^ and R^ are connected to the same galvanometer so as to oppose 
each other. The amount of energy received by R^ may be varied at 
will by varying its distance from the gap or by changing its dimen- 
sions. It is so adjusted that the galvanometer system swings as far 
to the right at a given minimum due to interference as it does to the 
left at the succeeding maximum. Several important results are accom- 
plished by this arrangement. Instead of throws varying from 1 or 
2 cm. at the minima to 25 or 30 at the maxima, throws of —5 or »6cm. 
at the minima and -|- 5 or -|- 6 at the maxima are obtained. A curve 
plotted from readings of the first sort has a nonsymmetrical appear- 
ance, the maxima being sharper and less regular than the minima, 
while for the second sort a smooth sinusoidal curve is obtained in 
which maxima and minima have the same shape and are alike easily 
determined. The interference curve is plotted with reference to the 
line representing the direct radiation from the gap, in this way elimi- 
nating to a considerable extent irregularities in the readings due to 
small variations in the amount of this energy. The extent of a given 
galvanometer throw is so reduced as to be within the limits for which 
the throw is proportional to the steady deflection without a sacrifice 
of distinctness in the resulting plot of these throws. 

The galvanometer is so adjusted that a throw takes place in a little 
less than the time of contact as controlled by the pendulum (about 
two seconds), and throws rather than permanent deflections are read, 
because they can be taken more rapidly and with less wear of the gap. 
In order to reduce these throws to permanent deflections for purposes 
of comparison, it was planned to determine empirically a plot of the 
relation existing between a series of throws from up to 25 or 30 cm. 
and their corresponding deflections. This was done by means of a 
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dry cell and variable resiatanoe in circuit with the galvanometer and 
the pendulum make and break. The ratio of the permanent deflection 
to the throw remained constant for wider limits than had been antici- 
pated, so that the use of two receivers as described above obviated the 
necessity of the reduction. The ratio for the galvanometer used was 
0.66. Care was taken in the disposition of coils and lead wires that 
their magnetic fields should not affect the earth's field at the galva- 
nometer. 

Preliminary experiment with the trough for containing the dielec- 
tric showed that wood, beeswax, and glass reflected enough energy to 
give quite distinct interference, i. e., their effects could not be neglected 

in comparison with water or metals 
and had to be eliminated. It also 
appeared that the reflection from a 
thin plate of water varies with its 
thickness, being greatest at A/4 
where X is the wave-length in water 
assuming n=8.92; and that on ac- 
count of variation in the amount of 
energy transmitted by such a plate 
with its thickness, the water-bees- 
wax, water-glass, etc., surfaces gave 
varying reflections. 

Elimination of these variable ef- 
fects was accomplished by the con- 
struction of a glass trough and mir- 
rors arranged as shown in fig. 5, 
~ which is a cross-section of the re- 
flectors on this arm of the interfer- 
ometer. M^ is the elliptical mirror placed at an angle of 45^ to the 
horizontal T is the glass trough 116.75 by 116.70 cm., an almost 
square bottom, and 10 cm. deep, sides being at right angles to the 
bottom. The bottom of the trough is of selected half-inch plate glass, 
special attention being given to uniformity of thickness and planeness 
of surface. The sides are of quarter-inch glass, also selected plate. 
The frame F on which the trough rests is mounted on three leveling 
screws, so that using a delicate level a sufficiently horizontal surface 
could be obtained on which to spread uniform plates of the dielectric. 
The amount of water required for a plate of given thickness was deter- 
mined to more than the required accuracy by weighing. The if,'s are 
the horizontal reflectors — ^planes of wood each about 60 by 120 cm.. 
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ooyered with sheet zinc and hinged so that they can be dropt out 
of the path of the radiation if desired. 

The bottom of the trough is 81 cm. from the floor — far enough so 
that no interference effect could be obtained from the floor within the 
range of the effects being studied. This is easily seen if we consider 




Fio. 6. 

a characteristic ourye of interference (flg. 6). The highest maximum 
occurs when the plane mirrors are equidistant from the screen. Four 
distinct maxima and as many minima may be located on either side of 
this maximum. Beyond this the effects become less distinct and the 
curve approaches a straight line. Now (since the distance between 
two neighboring maxima is A/2) for As 20 cm. the maximum effect due 
to reflection from the floor would occur at a distance of 20 maxima 
farther out than the maximum effects due to reflections from the hori- 
zontal mirrors. 

In what follows the phase change will be defined as the total dis- 
placement of a given maximum or minimum of the above curve due to 
the introduction of the dielectric into the path of the radiation. This 
has heretofore been^ in all work with prisms and on the measurement 
of thin films, assumed to be a linear function of the thickness of the 
dielectric. 

The method of determining the change of phase due to a given thick- 
ness of the dielectric is as follows: (1) Determine the position of the 
maxima and minima on the interference curve before introducing the 
dielectric. This requires two sets of readings. The first is taken with 
the horizontal mirrors in position. In this case the interference is due 
to reflection of energy from three surfaces — the upper and lower glass 
surfaces and the zinc surface. The horizontal mirrors are swung down 
and the second set of readings taken. This set shows interference 
due to reflection from the upper and lower glass surfaces. Subtract- 
ing this second set from the first gives the position of maxima and 
minima due to reflection from the zinc surface alone. These positions 
are determined by making a plot of the diffewnces. (2) Introduce a 
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known thickness of the dielectric and proceed as above. This time 
the first set of readings contains the four elements — ^reflection from the 
water surface, the water-glass surface, the lower glass surface, and 
the metal. The second set contains the first three of these elements, 
and as before subtraction of the second set from the first gives the 
interference effect due to the energy which has traversed the dielectric 
to and from the zinc mirror. The maxima and minima are located as 
before. The phase change is the mean distance between the two sets 
of positions thus determined. 

In this experiment five points were determined for each thickness of 
the dielectric — the principal maximum and one maximum and a mini- 
mum on either side of it. A set of readings is taken as the movable 
mirror is moved in and out, i. e., toward and away from the screen, 
thru a sufficient distance for the determination of the five positions re- 
ferred to above. Headings are tak^n a centimeter apart for a wave- 
length of 20 cuL, more or less for a longer or shorter wave. A sample 
determination of the phase change is shown in Table 1. The water- 
plate is 12 mm. thick and >l = 19 cm. in air. 

TabiiB 1. 



' Throwa flrom HiO, 


Throws Arom KfO, 










• 

§ 

•a 


* glau 


and metal (1). 


and glass (2). 


(l)-(2). 


Mazlmam 

and 
minimum. 


Maximum. 

and 
minimum. 


Phase 
change. 








i 




1 


In. 


Oat. 

—18.8 


Mean. 


in 


Out 


Mean. 










49 


—19.0 


—18.9 


-4.0 


— 4.0 -4.0 


—14.8 




No 




60 


—41.8 


—87.5 


—89.6 


—82.9 


—28.0 


-80.0 


— 9.6 




HaO 




61 


-68.8 


—66.0 


-67.4 


-67.0 


-68.0 


—60.0 


2.6 




In 




62 


-69.8 


-68.0 


-66.4 


—69.0 


-86.0 


—77.6 


21.1 




trough. 




68 


—65.6 


—61.2 


-68.8 


—82.0 


-66.6 


—74.2 


20.9 


62.7 


42.8 


9.9 


6« 


-44.0 


-84.0 


—39.0 


-62.0 


—46.0 


—49.0 


10.0 








65 


—80.0 


—29.6 


-29.7 


-28.0 


—26.0 


-24.0 


- 6.7 








66 


—20.6 


—25.2 


-22.8 


— 2.0 


— 8.8 


— 2.9 


—19.9 








67 


—29.2 


—28.5 


-26.3 


7.0 


10.0 


8.6 


—84.8 








68 


-ao.6 


-82.0 


—81.2 


— 3.0 


- 2.2 


— 2.6 


—28.6 


57.5 


47.6 


9.9 


6» 


—35.6 


-82.0 


—88.7 


-24.0 


—17.8 


—20.9 


-12.8 








60 


—37.0 


-86.9 


-86.4 


—36.0 


—87.5 


-86.7 


0.3 








61 


—37.0 


-88.8 


—36.4 


—610 


-68.8 


-55.4 


20.0 








62 


—40.0 


—38.5 


-89.2 


—72.6 


-68.0 


—70.0 


81.0 


62.4 


52.4 


10.0 


63 


-40.0 


-41.0 


—40.5 


-61.2 


—68.0 


-64.6 


14.1 








64 


-81.8 


-«8.2 


-82.6 


—41.6 


-40.0 


—40.7 


8.2 








65 


-82.0 


-84.0 


-83.0 


-27.6 


—28.7 


—26.6 


- 7.4 








66 


-89.5 


—40.2 


-89.8 


—16.0 


-10.0 


—18.0 


—26.8 








67 


—36.5 


—40.6 


—88.5 


—16.0 


- 7.2 


—11.6 


—26.9 


67.2 


67.2 


10.0 


68 


-48.0 


—38.0 


-40.6 


-16.0 


- 6.7 


-11.3 


-29.2 








69 


-36.8 


-87.6 


—87.1 


—24.6 


—17.0 


—20.7 


-16.4 








70 


—81.6 


-81.0 


-31.2 


—37,6 


-80.0 


-88.7 


2.6 








71 


—86.2 


—84.5 


—36.8 


-40.6 


—46.0 


-48.2 


7.9 








72 


—88.0 


-86.5 


-86.7 


—62.0 


—60.0 


—66.0 


19.8 


72.1 


61.9 


10.2 


78 


-83.0 


—80.5 


-81.7 


-48.0 


-40.0 


-44.0 


12.8 








74 


-84.5 


—81.8 


—88.1 


—89.0 


—34.0 


—86.6 


8.4 








75 


—82.8 


-40.0 


—86.4 


-28.0 


—26.6 


-26.7 


— 9.7 








76 


-88.0 


-41.0 


-87.0 


—25.0 


—15.0 


-20.0 


-17.0 








77 


—40.0 


-44.0 


-42.0 


-20.0 


— 9.0 


-14.6 


-27.5 






i.2)iaoo 

8.88 
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Suoh determinationB as the above were made on plates of water of 
thioknesses yarying a millimeter at a time up to 22 mm. and from there 
yarying 2.65 mm. at a time up to 34.45 mm., with a wave-length of 
19 cm. The results of these determinations are shown in Table 2. 



Table 2. 



ThickneBS of plate in millimeten. 


1 


2 


8 
18.4 


4 


6 


6 


7 


Phase change 
Thickness of plate 


16.0 


16.2 
9 


9.1 
11 


8.2 


7.2 
18 


6.0 


Thickness of plate in millimeten. 


8 


10 


12 


14 


Phase change 
Thickness of plate 


6.62 


7.10 


7.62 


8.14 


8.88 


a60 


8.60 


Thickness of plate in millimeters. 


16 


16 


17 
7.82 


18 


19 


20 


21 


Phase change 
Thickness of plate 


8.10 


7.87 


7.69 
29.16 


7.68 


7.72 
84.46 


7.86 


Thickness of plate in millimeters. 


22 


23.86 


26.6 


31.8 




Phase change 
Thickness of plate 


8.10 


&81 


8.08 


7.77 


7.98 


8.07 





Fig. 7 shows a plot of these results, the ordinates being the phase 
change per unit thickness of plate, the abscissas the thickness of the 
plate. 
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It is found that the mean curve crosses the ordinates £ = 5.3, 10.6, 
15.9, 21.2, etc., at about p = 7.92. The relation of the index of refrac- 
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tion n to ihe phase change per unit thiokneBsof the plate pis given by 

n=p+l 

and may be deduced as follows: Let t be the thickness of the water 
plate, n the index of refraction, d^ the distance from the screen to the 
fixt mirror, and <f, the distance from the screen to the movable mir- 
ror. Then 

Taking 8.92 as the index of refraction of water and computing the 
wave-length in water from a mean of its determinations in air, 19.1, it 
is found that the ordinates, <a5.3, etc., occur at the quarter wave- 
lengths. 

Since the phase curve continually approaches the straight line, 
p=7.92, 8.92 may be taken as the index of refraction of water for 
thicknesses such that the variation in p is negligible compared with 
the errors of experiment. At 3.445 cm. or 13 ^/8 thickness of the water 
plate this variation was found to be but little more than the error to 
which this work is liable. All measurements were made on distilled 
water at a temperature of about 19^ C. No corrections have been 
made for temperature, and variations of ^^ or less from this most con- 
venient point have been disregarded. Values of n and iT (the specific 
inductive capacity) for water are usually given for a temperature of 
17^ C. According to the determinations by Heerwagen,* also by 
Drude,* the correction to be applied for 2 degrees (amounting to 
about 1 per cent) brings the result of this determination to f » 80.4 
at 17^ C. 

If the points in fig. 7 be correctly located, it ought to be possible 
to construct a prism such that two or more angles of deviation could 
be obtained from it by using that part of the prism of thickness 2 mm. 
to 7 mm. for one determination, 7 mm. to 13 mm. for another, etc., in 
a spectrometer suitable for this wave-length. 

Such a spectrometer was set up (fig. 8). Two like parabolic cylin- 
ders were used for collimating and focusing the rays. The slit 
afforded by one of these cylinders was 43 cm. wide and 52 cm. long. 
In the experiment this width was cut down to 35 cm. and the height 
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to suit the depth of the water in the prism, in order that all radiation 
reaching the focusing cylinder must first pass thru the prism. The 
latter cylinder was attached to an arm pivoted directly below the 
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\ 



\ 



\ 



\ 



prism and carried an index 
which moved over the circum- 
ference of a circle of radius 
79.2 cm. drawn about the pivot 
as a center. The prism was 1.3 
cm. thick at a distance of 90.8 
cm. from the refracting angle, 
which, computed from these 
dimensions, was about 0.^3^. It 
was mounted with the face next 
the collimator perpendicular to 
the direction of the rays and so 
that, keeping this face in the 
same plane, it could be* easily 
moved backward or forward. 

Headings were taken as fol- 
lows: With the empty prism, 
the focusing cylinder was moved 
thru as large an angle as the 
mounting would permit (140**) fio. 8. 

in search of difiEraction effects — none was found. The single max- 
imum was noted. The prism was then filled with water and 
the maxima taken; one when the radiation past thin that part of the 
prism between the points of 2 mm. and 7 mm. thickness and the other 
between the points of 7 mm. and 13 mm. thickness. In the determina- 
tion of these maxima, arbitrary divisions were marked on the circum- 
ference along which the focusing cylinder moved and the maxima lo- 
cated in terms of these divisions. The maxima were found at 10, 11, 
and 14, respectively. Measuring the divisions gave the following dis- 
tances: 10 to 11, 26 mm. ; 10 to 14, 106 mm. These distances correspond 
to 1.9^ and 7.7^, respectively — ^the two angles of deviation obtained 
from the same prism. 

A computation of the angle of deviation on the assumption of a 
uniform change of phase and the index of refraction found above 
give 6.6°. The error in the itbove determination does not exceed 80' 
and arises from a lack of sharpness in the maxima. In the work with 
the paraffin prism the maximum could be found much more accu- 
rately. 
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These results seem to agree well with those given by the inter- 
ferometer experiment. 

To insure aoouraoy in the location of the points determining the 
phase ourve, it is necessary, among other things, that the flow of 
energy from the gap be kept constant only during the taking of each 
set of readings. Constancy of this factor thruout the entire determina- 
tion of the curve could not be so nearly realized. It was, however, 
sufficiently realized to give, in a general way, the relation between the 
thickness of the ^ater plate and the amount of energy transmitted by 
it. The lower set of points (fig. 9) was determined from the curve 
showing the interference effects due to the transmitted energy. These 
points have for ordinates the differences in height between the prin- 
cipal maximum and the minima on either side of it, and for abscissas 
the thickness of the water plate used. It is obvious that since the 
energy has traversed the plate twice, the square roots of these ordi- 




Fio. 9. 

nates, taking that for the plate of zero thickness to be unity, gives 
the ordinates of the points on the curve showing the desired relation. 
This last operation is an approximation, depending on how nearly 
alike a water-air surface is to a water-glass surface in its reflecting 
power. As stated above, this curve is only a rough approximation 
compared to the phase curve, the determination of which was the 
prime object of the experiment. 

It will be seen from this curve of energy transmission that minima 
occur at the odd quarter wave-lengths and maxima at the even, and 
that both maxima and minima decrease with the increasing thickness 
of the plate. The curve is introduced here to show at what points the 
phase curve is most reliably determined. Where the transmission is 
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least, the TnaxiTna and minima of interference effects are not bo well 
defined. Since the quantity p to be determined is the phase change 
divided by the thickness of the plate, this lack of definition is pro- 
ductive of error in the numerator of the fraction. The error in pis 
also larger when the denominator of the fraction is small Conse- 
quently the points for thickness of from 1 to 7 mm. are the least accu- 
rately determined. From 9 mm. out the error is not more than 1 per 
cent This is, of course, assuming that no error is occasioned by 
accident, such as a slight dislocation of a reflector or a change of level 
of the trough, which might pass unnoticed during a set of readings. 
Precautions were taken against such errors, and while it is possible it 
is not probable that any occurred. An error of this sort would affect 
the location of usually one point only, never more than two, since the 
apparatus was inspected every day and the determination of one point, 
sometimes two, was all that could be accomplished in that part of the 
day in which conditions were favorable for taking readings. 

Headings have already been taken with wave-lengths of 13 and 35 em. 
which do not give accurate quantitative results because of unsatisfac- 
tory conditions arising from the necessity of heating the building. 
The variations of heat and pressure in the steam pipes interfered with 
the galvanometer and the temperature changes in the dielectric were 
too great to be neglected. These readings, however, give, for both 
longer and shorter wave-lengths, the same sort of curve as described 
above, and apparentiy point to no change in the value of n in this 
range of wave-length. 

Following out the amount of energy reflected from the water sur- 
faces, it is found as was to have been expected that the maxima of 
reflection occur at the same points as the minima of transmission and 
vice versa. The maximum at ^/4 thickness of the plate is very pro- 
nounced, that at 8^/4 much weaker. It is not probable that there is 
any variation in the energy reflected from the upper surface of the 
water, but at the odd quarter wave-lengths this is reenforced by the 
energy reflected from the water-glass surface while at the half wave- 
lengths it is cut down by interference. The variation in the amount 
of transmitted energy has a similar explanation. 

The results of these experiments may be briefly summarized as 
follows: 

1. The variation in intensity of both the transmitted and reflected 
energy is observed to be in accord with the formulas developed for 
similar optical effects. These formulas are found in the texts on 
optics. 

BMWO 6 
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2. The index of refraction of water as determined is 8.92, no indica- 
tion being given of the anomalous dispersion found by Drude ^ * in 
the yioinity of the frequency, 1.5 x 10.* 

3. The change of phase per unit thickness of the dielectric due to 
the passage of electric waves thru thin plates is not a constant for 
varying thicknesses of the plate, but, when plotted, is a curve crossing 
the line, p » 7.92, at the quarter wave-length points and having 
decreasing maxima and minima, the slope at the odd quarters being 
negative, that at the even being positive. This is clearly shown by 
the experiment upon water and, if the paraffin in the prism and plates 
have the same index of refraction, by the experiment upon paraffin. 

4. This variable change of phase manifests itself in the work with 
the thin prism as an apparent variation in the thickness of the prism 
and consequent variation of its refracting angle for different actual 
thickness. This seems to render unreliable all determinations of 
indices of refraction made with thin prisms, including the work of 
Kundt on metals and that of Lampa on water. The data obtained 
by these experimenters are not available for other interpretation than 
that put upon it by them unless it be known at just what thickness 
of the prism their observations were made, in addition to the data 
usually taken in spectrometer experiments. 

This experimental work was completed at the Byerson Physical 
Laboratory December 17, 1906. Theoretical considerations, the result 
of further study of the above data in connection with the author's 
work at Mount Weather, Ya., follow in Part 11, which will appear in 
the next number of this Bulletin. 

BIBLIOQSAPHT. 

The numbers to the right and above the names of the authors and 
articles mentioned in this paper refer to the following: 

1. A. Lampa, Annalen der Physik, 61. 

2. A. D. Ck>le, Annalen, der Physik, 57. 

3. G. Pierce, Phil. ICag., 1, Series 6. 

4. p. Drude, Annalen der Physik, 58 and 59. 

5. P. Drude, Annalen der Physik, 64. 

6. A. Kundt, Phil. Mag., 26, Series 6. 

7. A. D. Ck>le, Physical Beview, Vol. 20, Ko. 4. 

8. F. Heerwagen, Annalen der Physik, 48 and 49. 

9. E. S. Johonnott, Phil. Mag., 47, Series 6. 



PYRHELIOMETER AND POLARIMETER OBSERVATIONS. 

By H. H. EiMBAiiL. 

COMPARISON OF PYRHELIOMETERS. 

At the Oxford Conference of the International Union for Coopera- 
tion in Solar Besearch the following resolutions, among others, were 
adopted: 

Besolutions oonGeming the measurement of solar radiation. ^ 

1. In order to secure uniformity, It Is desirable that observations on the Intensity 
of solar radiation in different localities shall be made as far as possible with the 
same type of Instrument. 

2. That for the present Angstrom's pyrhellometer be adopted as the standard 
instrument. 

3. That it Is desirable to obtain accurate comparisons between the records of 
Angstrom's pyrhellometer and other standard Instruments. • * * 

The IT. S. Weather Bureau has had one or more Angstrom pyrheli- 
ometers in almost constant use since November, 1901/ and has made 
frequent comparisons, not only between different Angstrom instru- 
ments, but also, thru the courtesy of the late Doctor Langley and with 
the cooperation of Mr. C. G. Abbot and Mr. F. K Fowle, jr., between 
Angstrom pyrheliometers and the actinometers employed at the Astro- 
physical Observatory of the Smithsonian Institution. Before discuss- 
ing the radiation data that have been accumulated, it seems desirable 
to examine the results of these comparisons, in order that we may the 
better understand the present state of oxir knowledge of the value in 
absolute measxires of radiation observations. 

In his early description of his pyrheliometer* Angstrom gives his 
reasons for believing that measxirements with it may be exprest in 
absolute units with a probable error of less than 2 per cent, assuming that 
the temperature of the strip exposed to direct solar radiation is the same as the 
temperature of the strip uxirmed by the passage of an electric current thru it, 

^Transactions of the International Union for Cooperation in Solar Besearoh. 
Vol. I, p. 231. 

'For previous summaries of results, with description and discussion of the 
Instruments, see " Observations of solar radiation with the AngstrOm pyrhell- 
ometer," by Harvey K. Davis and H. H. Kimball, reprinted from the Monthly 
Weather Beview for June and July, 1903, Vol. XXXI, pp. 275 and 320. Also 
** Variations in isolation and in the polarization of blue sky light during 1903 and 
1904," by H. H. EimbaU, Proceedings of the Third OonvenUon of Weather Bureau 
Officials, p. 69. 

* Astrophysical Journal, Vol. 9, p. 332. 
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Letting Q ss the rate at which radiation ib being reoeived, 

a as the absorbing power of the surface exposed to radiation, 
b s the width of the strips, 

r «B the mean resistance of the strips in ohms per cm., and 
t a the strength of the compensating current in milamperes, 

60 rt' 
then Qsj-YoT- gram-calories per minute per cm.' of normally ex- 
posed surface «■ M*. 

With respect to the accuracy with which the values of the several 
terms in the above equation are known. Angstrom states that since the 
strips are cut out on a dividing engine the width b is known within 
0.5 percent, even after the strips have been coated with lamp black; 
that from careful determinations it is believed that a is known to within 
0.6 per cent^ and that the error in the determination of r does not 
exceed 0.3 per cent.* He therefore concludes that errors caused thru 
db, da, and dr wiU amount at most to 1.8 per cent. Furthermore, since 
the strength of the compensating current can be determined without 
difficulty to within 0.3 per cent, and the resulting error in Q would 
not be greater than 0.6 per cent, the total error in a single determina- 
tion of Q would amount at most to about 2 per cent, of which 1.8 per 
cent is a constant error and 0.6 per cent is accidental. This conclusion 
as to the accuracy of his instrument Angstrom reiterated* at the Oxford 
meeting of the International Union above referred to. 

Angstrom's confidence in the accuracy of his pyrheliometer appears 
to have been shared by Yiole,* who also cites important theoretical 
investigations in support of the principles involved in this instrument. 

Callendar* found that an absolute bolometer designed by himself 
gave results only one per cent higher than an Angstrom pyrheliometer 
with which he compared it. He states, however, that the values given 
by the two strips of the pyrheliometer differed by nearly 16 per cent, 
and that the mean value by this pyrheliometer was 7 per cent 
higher than the value of the radiation obtained from another Angs- 

* This applies to platinum strips, whose resistance Increases with the tempera- 
ture, and, hence, both with Increase of air temperature and with strength of cur- 
rent. The error should be smaller for manganln strips, since the temperature 
ooei&olent, being zero, does not enter into the determination. 

• The **Oompen8atlng pyrheliometer," by Knut IngstrOm, Transactions of the 
International Union for Gooperation in Solar Beeearoh, vol. I, pp. 17S~180. 

*Beport on radiation by M. J. Yiole. Beport of the Int. Met. Ck>m., Southport, 
1908, p. 91. 

^ Report on the total solar eclipse of 1905, August 80. Beport of the Expedi- 
tion to Gastill6n de la Plana, Spain. Part II. By Prof. H. L. Oallendar, F. B. S. 
Proo. Boyal Soc. vol. 77, No. A, 514, p. 6. 
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trom pyrheliometer with whioh he made siiuultaneous readings hiter. 
At the same time he points out that pyrheliometers with platinum 
strips may give results that are too low, due to the fact that the values 
of r, and consequently of k, increase with the temperature of the 
strips, as is shown in the following tabulated values of k: 



Temperature G 


—10° 


0° 


10° 


20O 


30O 


400 




k 


Pvrhellometer No. 28 


7.80 


7.83 


7.87 


7.90 


7.94 


7.97 







A black-bulb thermometer, the bulb of which extends inside the 
tube containing the strips, but which is not exposed to direct radia- 
tion, is used to determine the temperature of the strips. In reality it 
gives the temperature of the .air inside the tube, which may be several 
degrees lower than the temperature of the strips. Callendar found 
that the temperature of his bolometer strips was 20^ C. above the 
temperature of the air surrounding them. A like excess in the tem- 
perature of the pyrheliometer strips over the temperatxire indicated 
by the black-bulb thermometer would introduce an error of 1 per 
cent in the indications of the pyrheliometer, and would account for 
the difference between the readings of Callendar's absolute bolometer 
and the Angstrom pyrheliometer directly compared with ii 

It is stated that the intensity of radiation in absolute measures, as 
indicated by Callendar's absolute bolometer, was determined by ob- 
serving the value of the electric current required to produce the same 
rise of temperature in the grid as the radiation to be measured. De- 
tails are, however, lacking, so that it is impossible to form an opinion 
as to the accuracy of this method of standardization. 

TabiiB 1. — Comparison of Ang8triym pyrheHometers fCkisUmiJ. 



Date. 



Jnn«80, 1902... 



Jalrl,lM2 

Aag. 24,1902.... 
Aug. 25,1902.... 
An^ 26, 1901... 
F«b. 18.1908.... 
Mat. 24,1908.... 
May 9. 1908.. .. 
May 22, 1908.... 
Mfty 26, 1908.... 
Mt7 29, 1908.... 

Jal J 11, 1906 

July 12, 1908... 
Oot7, 1908.... 



O0t 21,1908.... 



May 2-29, 1904. . 
Jan« 17-24, 1904. 

June 16-29, 1901 



PyriieUometen^ 



NaSOand Na 19.... 

NaSOand No. 19.... 
No. 19 and No. 88.... 
No. 19 and No. 88.... 
No. 19 and No. 88.... 
No. 89 and No. 29.... 
No. 89 and No. 29. ., 

No. 89 and No. 19 

No. 89 and No. 19 

Na89and No. 19 

No. 89 and Na 19 

No. 89 and No. 29 

Na 89 and Na 29 

Na29-«-No. 89 

Nal9-«-Na89 

No. 29 -I- No. 19 

Na89u«-i-No. 19 

No. 89Mf and No. 29 .. . 



Besulta. 



In accord. 



In 
In 
In 
In 
In 
In 
In 
In 
In 
In 
In 
In 



accord, 
accord. 
aoGord. 
accord, 
accord, 
accord, 
accord, 
accord, 
accord, 
accord, 
accord, 
accord. 
1.064 

1.048 



1.118 
1.112 



Remarks. 



No. 89 WMB in constant use firom June 25, 1902, to 
April, 1904, when No. 19 was substituted for it. 



In accord. 



The strips on Na 89 separated between June 25, 
1902, and September 27, 1908. 

The appearance of the absorbing surftoet of No. 
19 had changed, but the strips had not sepa- 
rated. 

No. 89 had been proTided with new mangaain 
strips and was renumbered SOm.. 
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Among the extensive compariflons that have been made between 
different Angstrom instruments may be mentioned the series by Chis- 
toni,* whioh is summarized in Table 1. From thia summary it appears 
that while Nos. 19, 29, 38, and 89 were in accord in 1902, No. 29 
read higher than Nos. 89 and 19 in October, 1908, and read 11 per 
cent higher than No. 19 in May, 1904 Comparisons between 
Nos. 29 and 39^ in June, 1904, indicate that the former had under- 
gone no change. The separation of the strips that occurred in 
No. 39 is a defect to which the Angstrom pyrheliometers as first con- 
structed were quite liable, and which the maker appears to have reme- 
died in the instruments of more recent construction. It is not clear, 
however, why this should cause the indications of the instrument to 
be too low. Furthermore, Chistoni states that it was not the defect 
that caused No. 19 to read low. It is to be noted that all these 

instruments were in accord when first received. 

TabiiB 2. — Descr^iftUm ofAngstriim pryheHomeiera uaedhy the WecUher Bureau. 





Constants. 


Bemarks. 


Inatrament. 


r 


b 


a 
0.98 

.98 
.98 

.98 
.98 

.98 

.98 
.98 


e* 


*t 


No. 28 

No. 81 

No. 84 

No. 41 

Na90 

• 

No.28w. 

No. 104 

No. 106 


0.0610 

.0781 
.0751 

.0719 
.0220 

.02026 

.0217 
.02194 


0.160 

.160 
.162 

.1496 
.200 

.2008 

.2089 
•2028 


0.00046 

.00046 
.00046 

.00046 
.000 

.000 

.000 
.000 


7.90 

7.18 
7.22 

7.04 
16.12 

18.48 

16.62 
15.86 


Reoeired in August, 1901. In continuous use at 
ProTid«nce, R I., and at Asherille and Black 
Mountain, N. C, firom Norember 1, 1901, to 
March 26, 190& In April, 1908, it was nolloed 
tiiat the platinum Aront of one of the strips had 
separatea at the center fh>m the copper strip 
back of it. Shortly aftenrards this strip was 
aoddentallT ruined. 

Reoei red in August, 1901. Has been used but little 
and is still apparently in good condition. 

Received in August, 1901. Was in continuous use 
Arom April, 1908, to June 29, 1906, on which latter 
date the instrument was found to be badly out of 
balance, due to the front of one of the strips hsT- 
ing separated f^m its back, as in the case of No. 
28. The instrument was quite unserviceable. 

Becel ved in June, 1 903^ Used by Professor Bigelow 
on the Solar Eclipse Ezpedition to AfMca in 
August, 1905, and in Washington from June 29, 
1906, to November 1, 1906, when it was found that 
the instrument was badly out of balance, due to 
the same defect that had developed in Nos. 28 
and 84. 

Received November 1, 1906. While remounting 
the strips on November 8 the connections be- 
tween tne thermal elements and the binding 
posts were accidentally broken, throwing the 
instrument slightly out of balance. It was in 
use at Washington from November 1, 1906, to 
July 81. 1907, and at Momit Weather, Va., from 
September 4, 1907, to February 1, 1908. It is stlU 
in serviceable condition, altno slightly out of 
balance. 

Received in July, 1907. Has been in continuous 
use at Washington, and is still in serviceable 
condition. 

Received December 14, 1907, and is preserved as the 
standard instrument 

Received December 14, 1907. In use at Mount 
Weather since February 1, 1908. 



* Coefficient of variation of r with temperature. f For temperature of strips = 20<^ C. 

" Sul pirellometer a compensazione elettrioa del Angstrdm. Atti della Beale 
Accademla dei Lincei, Vol. XIY, p. 340 and 451. 
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In Table 2 is given a brief history of the Angstrom pyrheliometers 
that have been used by the Weather Bureau. 
These pyrheliometers may be divided into two classes, as follows: 

1. Nos. 28, 31, 34, and 41, the strips exposed to radiation being of 
platinum, and k in consequence varying with the temperature. As 
has already been indicated, it is quite probable that the difference 
between the temperature as shown by the attached thermometers and 
the true temperature of the strips may introduce an error of —1 per 
cent in the indications of these instruments. 

2. Nos. 90, 28,^ 104, and 105, the strips exposed to radiation being 
of manganin, the temperature coefficient of which is zero. The error 
above referred to is therefore eliminated in these instruments. 

In a letter transmitting the certificates to pyrheliometers Nos. 104 
and 105, Angstrom stated that both were exceptionally fine instru- 
ments, in that the two sides were almost perfectly symmetrical. He 
had therefore determined their constants with great care, and he 
exprest the hope that No. 104 might be preserved as a radiation 
standard. The comparisons in Table 4, which include readings on 
both Nos. 104 and 105, as well as comparisons with Smithsonian 
instruments, are therefore of special interest. 

On October 25 and 29, 1901, April 9, 17, and 21, 1903, April 16, 1905, 
and during comparisons with Smithsonian instruments on July 27, 
1907, and February 8, 1908, simultaneous readings were made by 
two observers upon the instruments compared. In other cases all 
the readings were made by the writer, with the exception of those 
on Nos. 90 and 105 on February 6 and 8, 1908, which were made by 
Mr. W. B. Gregg at Mount Weather. Comparative readings by one 
observer were, when possible, made in the order indicated in Table 3, 
where the two instruments undergoing comparison are designated by 
A and B, respectively, the object being to eliminate the effect of the 
change in air mass as far as possible. 

TabijB 3.— Order of reading pyrheliometers underffoing comparison. 





Ai 
Bi 


Bi 

Ai 






Ck>mputed means. 


First set of readinn 


B, 
A, 


A, 
Bt 


Ai+A, 
2 


Bj+B, 




2 


Second set of readinss 


Ai + A, 
2 


Bi + B, 




2 



Sometimes, however, and this was generally the case in the com- 
parisons made between June 27 and November 25, 1905, inclusive, 
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Table ^^€kmpariB<m of pyrheHomders. 



Date. 


No. of 

nad- 

inga. 


No. 81 
No. 84 


No. 28 
No. 84 


No. 41 
Ko.84 


8. 1. No. 1^ 
No. 28 


a L No. u 
No. 84 


8.LNaV 
No.28u, 


No. 90 
No.28|i, 


Ootober25, 1901 


11 
iO 

10 

12 

10 

4 

2 

2 

2 

2 

16 

14 


1.006 














Oetober29. 1901 


0.917 
0.986 












ADril 9. 1908 












April 17. 1908 




1.856 
1.870 








Anril 2L 1908 














JiuM 18,1908 

June 18. 1908 






1.008 
1.010 
0.977 
0.980 
0.958 




















April I5l 1905 














April 26. 1905 














April 28. 1906 














June 27. 1906 








1.15 
1.11 
1.18 
1.11 
1.14 
1.11 
1.15 
1.15 
1.15 
1.15 
1.17 
1.14 
1.15 
1.14 
1.14 
1.15 
1.18 
1.12 
1.18 
1.12 






July 17. 1906 














July 26. 1906 














July»,1906 

AuffUBt 4. 1906 


























Aunut 22. 1906 














September 19, 1906 

September 21, 1906 

September 22, 1906 

September 26, 1905 

September 28, 1906 

October 4. 1906 








































































October 5. 1905 












November 1. 1906 


• •• •••• • 












Norember 2. 1905 














November 14. 1905 














November 17. 1906 














November 21. 1905 












•••••••a 


November 28 1906 














November 25, 1906 

December 22 1905 


• ■ 
















0.958 
0.947 
0.988 
0.986 






December 26 1905 














January 9. 1906 














Januarv 10. 1906 














.Tanuarv 29. 1906 


0.924 












Do 




a968 
0.988 
0.904 
0.931 










January 80. 1906 














February 8, 1906 

February 14, 1906 

July 27 1907 




""•"■••• 






























1.107 




Do 












0.982 



















Date. 


No. of 
read- 
ings. 


No. 81 

No.28u. 


No. 104 
Na28u. 


No. 105 
No.28u, 


No. 105 
No. 81 


No. 105 
No. 104 


No. 105 S.I.No. V 
No. 90 No. 104 


Derember B 1907 


14 
12 

4 

4 

2 

6 

2 

4 

4 

8 
12 

2 

6 

4 

2 
10 

4 

8 

2 

6 

9 

8 . 


0.955 
0.961 














DPAflmher 6 1907 














T>AnAnibAr Si 1907 


1.067 












Do . .... 






1.014 






Tttnnorv 2 1908 






1.028 
1.097 








TftniiArv 8 1908 














Do 






1.060 
1.076 
1.075 






Jflnuarv fi 1908 


, 












TftniiArr 9 1908 










.... ... 


.........••• 


Do. ... ... . . 






1.065 
1.070 
1.072 
1.087 

■ • « • 








Jrhurft 14 1908 














JunuBrr 16 1908 










JftnnArr 17 1908 















Do . . 






1.096 
1.100 








Januarv 80 1908 












Do 








1.008 






Do ... . 






1.066 








Februarv 6 1908 










1.061 




February 7 1908 




1.061 
1.065 










Febmarv 8. 1908 












Do 










1.111 


Do 












1.064 



















8. 1. No. 1. s Smithsonian Institution aeUnometer No. 1 (Old). Reduction factor employed s= a7521 
S. I. No. 1a ss Smithsonian Institution actinometer No. IJNew). Reduction factor employed = 0.8102. 
S. I. No. y = Smithsonian Institution actinometer No. Y. Reduction &ctor employed s= 0l8479. 
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only oooasional obseryations oould be made with one of the instru- 
ments, while the other was read aknost continuously. In such cases 
the readings of one or both the instruments were plotted as shown 
in fig. 1, and interpolations were made to reduce the readings of both 
instruments to a common air mass. 

In fig. 1 the difference between the logarithms of the radiation 
measurements by the two instruments averages about 0.068, which is 
eqniyalent to a percentage difference of 14 The crossHsection paper 
had ten times the number of lines shown in the figure. 
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Angsfrbm PyrMtomefer Ah. 

I i I 1 I I -+ 



X 



Fig. 1. — CSomparatlve pyrheUometer readings October 4, 1906. 

The comparisons of April 17 and 21, 1908, and from June to 
November, 1906, were made at the Astropbysical Observatory of the 
Smithsonian Institution, where the instruments were quite well pro- 
tected from the wind by surrounding buildings. Most of the other 
comparisons were made on the roof of the Central Office of the 
Weather Bureau, where, previous to December, 1906, they were con- 
siderably exposed to the wind. During December, 1906, a pyrheU- 
ometer shelter was constructed, the south side of the roof of which 
was provided with sliding shutters, that could be opened sufficiently 
to admit solar radiation to the instrument without admitting the 
wind. 

All mil-ammeters were carefully standardized by the IT. S. Bureau 
of Standards, and the corrections to scale readings thus determined 
have been applied; but since December, 1906, the installation of the 
instruments has been such that by means of suitable switches one 
mil-ammeter and one galvanometer were made to answer for the two 
pyrheliometers being compared. 
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Directing our attention to the comparisons between different Ang- 
strom instruments, it will be seen from Table 4 that while Nos. 81, 34, 
and 41 were in very close agreement when received, Nos. 31 and 41 
read considerably lower than No. 34 in 1905 and 1906, while No. 28 
read lower from the yery first. Also, that while No. 90 read about 
2 per cent lower than No. 28^, in July, 1907, comparisons with No. 
105 indicate that it read about 1 per cent higher than No. 28^ in 
January and February, 1908; and while Nos. 104 and 105 agreed with 
each other within about 1 per cent when receiyed in December, 1907, 
Nos. 28^ and 90 read 6 per cent and 5 per cent, respectively, lower 
than No. 104. From these comparisons alone it therefore appears that 
a progressive deterioration took place in Nos. 31, 41, 90, and 28^^, 
after their receipt. 

TabIiB 6. — Oompariaona of Anffsirdm pyrheU- 
omeiem with SmUhaonian aetmomeUra, 



Date. 


July 27, 1907. 


February 8, 1908. 


Instraments. 


a L No. V. 
No.28hto. 


8. 1. No. V. 
No. 104. 




1.102 
1.111 
1.107 
1.098 
1.114 
1.114 
1.119 
1.105 
1.114 
1.121 
1.106 
1.086 
1.106 
1.109 
1.114 
1.092 

1.107 


1.111 
1.116 
1.115 
1.100 
1.117 
1.121 
1.116 
1.112 
1.069 


























Moahs ......... 


1.111 







Four sets of comparisons with Smithsonian Institution actinometers 
have been made, as follows: 

(1) April 17 and 21, 1903, with Angstrom pyrheliometer No. 28, a 
critical examination of which only a few days later showed it to be in 
an unserviceable condition thru the separation of the strips. The 
differences between consecutive readings of the Angstrom instrument 
were large and irregular. But littie weight can, therefore, be given 
to this series. 

(2) Between June 27 and November 25, 1905, comparative read- 
ings were made with Angstrom pyrheliometer No. 34 on practically 
every clear day, the Smithsonian actinometer reading from 11 to 17 
per cent higher than the Angstrom, the mean being 14 per cent. 
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(3) On July 27, 1907, sixteen simultaneous readings were made 
with No. 28„,. 

(4) On February 8, 1908, nine simultaneous readings were made 
with No. 104. 

The detailed results of (3) and (4) are shown in Table 5. These 
comparisons were made on unusually clear days. 

Some of the irregularities in Table 4 are attributable to the 
fact that observations were sometimes made when the atmospheric 
conditions were unfavorable on account of the presence of smoke or 
haze in varying quantities. 

From the fact that Nos. 34 and 41 were in accord when No. 41 was 
received in June, 1903, it seems probable that No. 34 underwent little 
change until one of its strips separated in June, 1906. Assuming this 
to be the case, we may summarize Table 4, and at the same time re- 
arrange it, so as to make the readings on all instruments comparable 
with Smithsonian Institution actinometers, as shown in Table 6, sum- 
mary of comparison of pyrheliometers. It is believed that the reduc- 
tion factors given in the foot note following Table 4 have reduced the 
readings of Smithsonian actinometers No. 1^, No. 1^, and No. Y to a 
common scale. 

We must conclude from the results of the comparisons of July 27, 
1907, and February 8, 1908, as shown in Table 5, that the Smithsonian 
instruments had undergone no change between those dates; also, from 
Table 6, that Nos. 28,^ 104, and 105 were in close agreement when 
received; and that Nos. 28^, and 90, like Nos. 31 and 34, and also like 
Nos. 19 and 39 which were compared by Chistoni, had deteriorated 
with age. 

A difference of 11 per cent between the readings of Angstrom and 
Smithsonian instruments, when the former are in good condition, ap- 
pears to be established, the Angstrom instrument reading the lower. 
The fact that there was a difference of 14 per cent between No. 34 and 
the Smithsonian actinometer may have been partly due to the error 
common to all pyrheliometers with platinum strips, already referred 
to, and partly to a very slight deterioration in No. 34 with age. 

For a description of the Smithsonian actinometer see Annual Beport 
of the Smithsonian Institution, 1903, p. 80-81. See also the annual 
reports for 1904 and 1905 for a discussion of the standard pyrheli- 
ometer designed by Mr. Abbot. From the statement on p. 77 of the 
Annual Beport for 1906 it appears that the Smithsonian actinometers 
that are here compared with the Angstrom pyrheliometers are in close 
agreement with this Smithsonian standard pyrheliometer. The method 
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employed by Mr. Abbot in standardizing this latter instrument was such 
as to leave little doubt as to the aoouracy of his determinations. 

The reason for the difference in the determinations by the Angstrom 
and the Smithsonian pyrheliometers, and also the cause of the dete- 
rioration of the Angstrom pyrheliometers with age are subjects for 
investigation. Certainly we would not be justified in maintaining that 
the indications of the Angstrom pyrheliometer, exprest in absolute 
units, are to be accepted as correct within 2 per cent, unless we have 
shown thru comparison with some other standard that the Angstrom 
instrument has undergone no change since it left the hands of the 
maker. 

Previous to December, 1^6, it was customary to pack the pyrheli- 
ometers in their wooden cases at the end of each day's work, and these 
cases were kept indoors. Since December, 1906, the pyrheliometers 
have been permanently installed in a pyrheliometer shelter, which is 
without heating facilities, but which affords protection from the rain. 

The pyrheliometer observations that have been made at Washing- 
ton and at Mount Weather will be discust in a paper which is to follow. 



NOTE ON THE MOVEMENT OF MOISTURE IN SOILS 

By W. J. HUKPHBBTS. 

It is known that eTaporation» condensation, and surface tension all 
play important roles in the moTement of moisture in soils. The U. S. 
Department of Agriculture has conducted a number of inyestigations 
on these subjects and has reached some yaluable conclusions. The 
effects, howcTcr, due to changes in surface tension, produced by 
changes in temperature have not been considered in detail, nor do I 
recall having seen them anywhere else. 

It has long been known that the surface tension of a liquid increases 
as its temperature is lowered. In the case of water, at least, this rela- 
tion continues at the same rate to and below the ordinary freezing 
point, provided the liquid condition is maintained; and therefore any 
change in the temperature of the soil, such as takes place to a greater 
or less extent every day and nighty must produce a corresponding 
movement of its moisture toward the colder parts, where the surface 
tension is greatest. Besides, evaporation, which is most rapid where 
the temperature is highest, and condensation, which is greatest on 
the coldest surfaces, produce moisture movements in the same direc- 
tion as those made by temperature changes in surface tension, so that 
the several causes work together. But, owing to a variety of influ- 
encing conditions, their relative importance in producing the common 
effect is not easy to determine. 

Evidently, since the temperature is nearly always lower at night 
than during the daytime, the upper layer of the soil thus cooled is 
usually damper in the early morning than in the afternoon; and when- 
ever the temperature falls very greatly the corresponding large increase 
in the tension and in the condensation at the cold surface will take 
much moisture from the soil beneath. It is largely, if not wholly, this 
that leads to wet soils so often seen on cold mornings when there has 
been no rain and to the surprising depth of mud that frequently fol- 
lows a thaw. It accounts too for the considerable supply of moisture 
from the deeper soil in the production of ice columns or spewing of 
the ground. 

This temperature effect on evaporation, on condensation, and on 

surface tension also greatly conserves whatever moisture is already in 
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the earth and keeps it in motion. That ib, the moiflture is brought 
to the surface in greatest abundance only when the temperature there 
is low and therefore the rate of eyaporation into the air small; and 
wheneyer the surface temperature is increased, leading to a higher 
rate of eyaporation into the air, the moisture is drawn away to the 
colder portions of the soil beneath, where it is protected from the 
winds by the top layers which it has just left 



NOTE ON THE MAGNETIC FIELD DUE TO AN ELECTRIC 

CURRENT IN A STRAIGHT WIRE. 

Bt W. I. HiniPHBnrs. 

• 

The force in dynes on a unit magnetic pole at any point ontside an 
infinitely long straight wire carrying a current is numerically equal 
to 2(7/(1, where C is the current in absolute units and a the distance 
in centimeters of the point from the center of the wire, and its direc- 
tion is tangent to a circle thru whose center the wire passes at right 
angles. 

While the approximate direction of the force is easily found experi- 
mentally, its numerical yalue is determined only by integrating the 




Fig. 1. 

effects of all parts of the current But since the force at any point 
lies in a plane at right angles to the wire it is not immediately obvious 
just why, in determining its value, it is necessary to consider the cur- 
rent in parts of the wire off this plane. 
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This is one of the many places where the electron theory can be 
used to marked advantage. But whether more or less convenient it 
should be used, since it appears to be the most nearly correct theory 
so far advanced, or the one that explains the largest number of known 
facts. 

Let electrons, all moving in the same direction with the constant 
velocity V centimeters per second, be uniformly distributed along a 
straight wire, and let E be the total amount of electricity per centi- 
meter length of the wire. Assume the field of force from each elec- 
tron to be the same in all directions, as it is about an isolated charge 
at rest with reference to the ether. Then the rate of change of induc- 
tion, due to electricity at all points of the wire, thru a circle at right 
angles to it of radius a — the rate at which the circumference of this 
circle cuts the lines of static force — or in other words, the work 
required to carry a unit magnetic pole once around this circle (see 
fig. 1) is given by the equation 

dF ^ rEdl 



-/I? 



,. — « , ., 27raFcos^. 
But cos OdX = rdO , Z/r = cos ^/a , and EV^ss G , the current. Hence 

dF , ^ r^^ 



,. =z4k7:C I Qo^ede^4tTzC, 



and therefore the force on a unit pole at any point on the circumfer- 
ence of this circle is 

27ra *** a 

However, presumably the field due to each electron is influenced by 
every one of the others, and so influenced by them that it is confined 
to a plane at right angles to the wire, and equal in every direction 
from it. From this it follows at once that the number of lines of force 
cutting, per second, across the boundary of any plane figure at right 
angles to the wire is 4 :r times the quantity of electricity passing thru 
the plane of the figure in the same time, or that 

and 

BHWO 7 
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According to this conoeption, which I believe to be the correct one, 
the magnetic force at any point outside a straight wire carrying a 
current is due entirely to that part of the current nearest the point; 
the more distant parts have no direct effect whateyer. But, as just 
explained, all electrons produce their full effects indirectly by com- 
pressing each other's fields into planes at right angles to the wire. 

The above is given not as anything distinctly new in physics, but 
as a simple and useful application of the electron theory of currents. 



A KITE FOR USE IN HIGH WINDS. 

By W. B. Blaib. 

The problem of obtaining daily upper-air observations by means of 
kites is a comparatively simple one so long as the winds are over 10 
miles per hour (4.5 meters per second) and under 25 (11.2 meters per 
second), but kites adapted to this range of velocities are not efficient 
outside of it and vice versa. During the winter months at Mount 
Weather, Ya., it is very frequently necessary to make flights in winds 
much higher than these, and a kite strong enough to stand the strain 
put upon it and stable enough to enable the instrument it carries to 
make an interpretable record becomes essential to the securing of con- 
tinuous daily readings. 

Kite No. 17 has served very well in high winds, a successful 
flight of 7,600 feet having been obtained recently in a wind of 46 miles 
per hour (20.6 meters per second). Its dimensions are as follows: 

Height 7 feet 8 Inches 233.7 oentimetera. 

Width 4 feet 6 inches 137.2 centimeters. 

Depth 2 feet 8 inches 81.3 centimeters. 

Weight 8 pounds 73.6 kilograms. 

Width of planes 2 feet 7} inches 79.4 centimeters. 

Plane space 2 feet 8 inches 81.3 centimeters. 

Total lifting surface 58 square feet 5.4 square meters. 

As will be seen from these dimensions, the ratio of the steering sur- 
face to the lifting has been increased from ^ (see this Bulletin, Yol. I, 
Part 1, p. 13) to |. The proportions of the kite have been varied to 
suit the change in this ratio and with a view to strengthening the 
framework without increasing the weight of the sticks used. These 
sticks are made of straight-grained spruce and are i by | inch cross- 
section except the stick to which the bridle is fastened, which is § by 
I inch. 

The behavior of this kite during flight is remarkably steady, and 
while the angle of elevation taken by it is not so high as that taken 
by the kites described in the last number of the Bulletin, assisted by 
smaller kites of similar proportions flights of from 6,000 to 8,000 feet 
(2,000 meters) are easily made with it in winds of from 25 to 45 miles 
per hour (11.2 to 20.1 meters per second). 
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UPPER AIR TEMPERATURES FOR OCTOBER, NOVEMBER. 

AND DECEMBER. 

By the Aerial Section — W. B. BiiAIB, In charge. 

For the method of tabulating data and constructing charts of upper 
air isotherms and gradients see Yol. I, Part 1, of this Bulletin, with the 
following exceptions: In the isothermal charts the actual altitudes 
reached are indicated by a red T instead of by a solid line all the way 
down to the ground level, the latter sometimes interfering with the 
isothermal lines. The braces and maximum temperatures, indicating 
inversion layers, are in red. 

Fig. 1 is inserted because the isothermal chart for October does 
not give the upper 1,600 meters (1 mile) of the gradient for the third 
day. This flight was begun at 7 a. m. and the ascent shows an inver- 
sion of temperature which is characteristic of this time of day. At an 
altitude of from 3,000 to 5,000 meters the temperatures observed in 
the descent indicate the advance of a cooler body of air the minimum 
surface temperature of which reached Mount Weather about fifty 
hours later. 

The mean of the highest altitudes reached daily in October was 8,094 
feet (2,467 meters) and for the three months, October, November, and 
December, 7,684 feet (2,342 meters), while the highest altitude reached 
was 23,110 feet (7,044 meters). This is the record flight for this obser- 
vatory and to date the greatest height attained by means of kites. 

The numerical results of kite flights and the isothermal charts for 
October, November, and December follow: 
100 
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Fio. 1.— Temperature gradient, flight of October 3, 1907. 
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RESULTS OF KITE FLIGHTS. 



7^10 p.m. 
7:47 p. m. 



On HonnI WMtker, 



'.''.fSA| 



it dlflknut bdthu sborc h 



B!.l 11. t 

_. , 47,8 a.t 

.72S EM SLS 11.4 



7U E» , tO.3 M.7 



4 ...I"*' 



i« ; 7.1 

It I 7.S 



Odober 1, 1907.—Thi«o kites h&TlDg & total lifting surface of aSl sq. ft. (18.9 aq. 
m.) were used. Wire out, 17,000 ft. (5,183 m.); at maxlmam altitude, 14,000 ft. 
(4,367 m.). 

During the earlier part of the flight about one-third of the sky was covered with 
Ci. clouds moving from the north -nortb west. 

Ad area of high pressure was central over the Oreat L>kes, low pressure 
over Nova Sootla. 

October S, 1907.— Foui kttee having a total lifting surface of 377.6 sq. ft. (36.7 
sq. m.) were used. Wire out, 6,500 ft. (3,591 m.}; at maximum altitude, 7,500 ft. 
(3,366 m.). 

The sky was cloudless tbruout the QIgbt. 

High barometric pressure prevailed ^ong the Atlantic coast and on area of low 
pressure was central over Minnesota. 
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BESULTS OF KITE FLIGHTS. 



Data and 
boar. 



Oct t, 1907. 

7K)0 a. m . . . 

7:Sla.iii... 

8:80 a.m... 
10:16 a. m... 
12:80 p. m... 

1:27 p. m... 

2:58 pi. m... 

8:44 p.m... 

4:40 p. m . . . 

6:88 p.m.. . 

6:06 p. m . . . 

7:67 p.m... 

8:40 p.m... 

9:i8p.m... 
10:12 p. m . . . 
10:84 p.m... 
10:60 p.m... 
11:04 p.m... 
Oct 4; 1907 

9:66 a.m... 
10:08 a.m... 
10:18 a.m... 
10:27 a.m... 
10:40 a.m... 
11:08 a.m... 
11:17 a.m... 
11:49 a.m... 
12:00 noon . 
11:00 p. m. . . 
12:16 p.m... 



On Mount Weather, Ta., ff^f^ 



Alrtem- 
peratare. 



a 

9 

% 



62.7 
64.2 
68.0 
71.0 
72.6 
78.4 
74.6 
78.6 
72.7 
71.4 
70.0 
7a 4 
70.9 
71.0 
70.0 
70.0 
70.6 
70.8 

65.0 
6&.0 
64.6 
65.0 
66.1 
66w5 
67.0 
67.7 
68.1 
66.8 
68.8 



17.1 
17.9 
20.0 
21.7 
22.6 
28.0 
28.6 
28.1 
22.6 
21.9 
21.1 
21.8 
21.6 
21.7 
2tl 
21.1 
21.4 
21.8 

18.8 
18.8 
l&l 
18.8 
1&9 
19.2 
19.4 
19.8 

2ai 

20.4 
20.4 



Wind. 



DIr. , Yeloeitf. 



76 
66 
62 
66 
64 
62 
62 
62 



66 

62 
61 
60 
69 
68 
56 
56 

90 ! 

90 

92 

94 

90 

82 

82 

81 



w. 
w. 
w. 
w. 
w. 
w. 

8. 

8. 

8. 

8W. 

8. 

■w. 

8W. 
•W. 
•W. 
•W. 

aw. 

w. 
w. 

w. 
w. 
w. 

IIW. 

w. 
w. 



81 ■ w, 
81 !. 



81 I w. 



3nies 

p. h. 

17 

16 

14 

18 

10 

8 

9 

7 

8 

9 

10 

11 

12 

18 

18 

12 

18 

14 

24 
16 
16 
16 
16 
16 
21 
21 
21 



19 



Meft 

p. ». 

7.6 
7.2 
6.8 
6.8 
4.5 
8.6 
4.0 
8L1 
8L6 
4.0 
4.6 
4.9 
6.4 
6.8 
6.8 
6.4 
6.8 
6.8 

10.7 
6.7 
6.7 
6.7 
7.2 
6.7 
9.4 
9.4 
9.4 



8.6 



At different beigtata above sea. 



Height 



Airtem- 
peratare. 



FetL 

1,726 

2,624 

2,980 

4,906 

7,472 

10,876 

14,606 

16,788 

19,198 

21,978 

28,110 

21,116 

18,710 

12,667 

7,491 

6,788 

8,886 

1,726 

1,725 
8,011 
4,197 
6,426 
6,116 
7,256 
8,668 
6,061 
4,806 
2,417 
1,725 



o 



Wind. 



g Dir. ' Velocitf. 




Odoher S, 1907,^Bight kites havioK a total lifting surface of 506 sq. ft. (47 sq. m.) 
were used. Wire out, 38,500 ft. (11,735 m.); at the maximum altitude, 37,300 ft. 
(11,369 m.). 

During the forenoon the sky was partly covered with Gl. and Gl.-St. clouds mov- 
ing from the west, A.-Gu. at first from the northwest, later from the west-north- 
west, and some Cu. from the west. St.-Cu. clouds from the west-northwest prac- 
tically covered the sky at 12:30 p. m. Later A.-Cu. and a few Gu. from the north- 
west covered two-thirds of the sky, but after 2:30 p. m. they gave place to A.-St. 
from the west-northwest and St.-Gu. from the west. Gloudlness diminished after 4 
p. m., leaving the sky cloudless by 8:40 p. m. 

High pressure, central over the Garollnas, covered the Atlantic coast, while a 
trough of low pressure extended from New Mexico to the upper Lakes, the great- 
est depression of the barometer being central over Iowa. 

October 4t 1907.— ^y^o kites having a total lifting surface of 136 sq. ft. (12.6 
sq. m.) were used. Wire out, 14,000 ft. (4,267 m.); at the maximum altitude. 

St.-Gu. clouds from the northwest and a few A. -St. apparently without direction 
covered practically the whole sky until 11 a. m. and two-thirds of the sky there- 
after. Light rain fell from 10K)5 until 10:18 a. m. The leading kite was obscured 
by clouds from about 11:13 to about 11:23 a. m. 

Low pressure was central over the lower St. Lawrence YaUey, while high pres- 
sure prevailed over Georgia and over portions of Wyoming and Idaho. 
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October B, 1907.— Tno kites bftvlag a total lining Burfaoe of 136 eq. ft. (13.6 eq. 
ni.)'<'ereueed. Wire out, 15,600 ft. (1,721 m.); at maximum altitude 12,000 ft. 
(3.658 m.). 

A few Cu. clouds from the weet-northweat were preeeDt at iDterrals. At an 
altitude of 7,166 ti. (2,276 m.) above eea level a few small clouds paased under 
the uppermost kite. Light showers occurred in the afternoon. 

An area of low pressure was central over the upper St. Lawrence Yallej and a 
high prevailed over Florida. 

OOcber r, 1907.— Tbna kites having a total lifting surface of 810 sq. ft. (19.4 
sq. m.) were used. Wire out, 20,000 ft. (6,Od6 m.); at maximum altitude, 16.000 
ft. (5,486 m.). 

A clear sky prevailed thruout tbs flight. 

High pressure was central off the (^rolina coast, and low-pressure areas were 
central over the upper Lakes and over Oklahoma. 

Octobers, 1907. — One kite having a lifting surface ot 55 aq. ft. (5.1 eq. m.) was 
used. Wlrs out, 18,000 ft. (6.166 m.); at maximum altitude, 16,000 ft (1,877 m.). 

Dense fog prevailed In earl; morning. At beginning of Sight about 5/10 Ci. 
clouds from the west were observed, also a few Cu. from the northwest. At an 
altitude of 7,851 ft. (2,393 m.) above eea level Cu. clouds passed under the kite. A 
gale from the northwest during the morning reached a maximum velocity of 66 
miles per hour. The wind was more moderate when the kite was launched and 
gradually diminished during the flight. 

A pronounced low was central over tbe upper Bt. Lawrence Valley, with steep 
gradients extending over ths station. High pressure was central over Kansas and 
Oklahoma. 
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Ortober 9, 1907.~Foai kites having a total lifting surface of 377.5 eq.It. (26.7 
eq.m.) were used. Wire out, 10,000 ft. (3,043 m.); at maximum altitude, 7,900 tt. 
(2,408 m.). 

No clouds. 

A.t 8 a. m. high pressure was central over the station, and an area of low pres- 
sure was central over the upper Great Lakes. 

October 10, 1907.— T-wo kites having a total lifting surface of 143 eq. ft. (13.1 sq. 
m^were used. Wire out, 3,000 ft. (914 m.) at the time the kites were highest. 

During theOlght afewO. clouds from the northwest and St. -Cu. clou da from the 
west were observed. The winds were light and of little depth. 

Moderately high pressure was centered over Nova Scotia, while a depression of 
marked Intensity was central over Lake Superior. 

October 11, 1907.— Two kites having a total lifting surface of 143 eq. ft. (13.1 sq. 
m.) were used. Wire out, 30,000 ft. (6,006 m.) at the time the kites reached their 
maximum altitude. 

During the early part of the flight 1/10 CI. from the west and 1/10 A.-Cu. clouds 
from the southwest were observed. Cloudiness Increased rapidly just after the 
Olght, and rain began at ]:!6 p. m. 

Low pressure prevailed over the upper Lakes and a high was central over the 
norlhem Rooky MountaJn region. 
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October ^f , i507.— TbFM kites having « total UtUng surfMe of 810 sq. U. ( 19. 1 sq. 
m.) were need. Win out, 16,000 ft. (4,573 m.); at maximum altitude, 13,000 ft. 
(3,963 m.). 

Tbu sky was doudlew until 8:40 a. m., when Cu. oloude, moTing from the weat- 
northweet, appeared and gradually lucreaeed to 7/10 b; the end of the flight. 

Low preeaure was central over the upper Bt. Lawrence Valley and a high was 
central over the Dakotaa. 

October U, J9OT.— Three kites having a total lifting surface of 304 sq. ft. (18.9 sq. 
m.) were used. Wire out, 16,000 ft. (4,672 m.); at maximum altitude, 13,000 tt. 



(3,96 



n.). 



About 3/10 Cu. elouds, moving from the north-northwest, prevailed during the 
flight at an elevation of 4,400 ft. (1.341 m.). 

The station was In the eastern part of an area of high presaure oovering the en- 
tire eastern half of the oountry. There were slight barometrlo depressions over 
South Dakota and southeast of Florida. 

October 16, 1907.— Jowr kites having a total lifting surface ot 377.6 sq. ft. (35.7 
sq. m.)wereused. Wlreout, I5,600ft. (4,430m,); at maximum altitude, 10,000ft. 
(3,048 ro.). 

A few 0.-8t. clouds, apparently without direction, were observed during the 
Qlgbt. 

High pressure was oentral over the Atlantic ooast States, with Its crest Just 
west ot the station. Areas of low pressure were oentral over Iowa and north of 
Montana. 
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BESULTS OP KITE PLIGHTS. 



Date and 
hour. 



Oet 16,1907. 

6*.58p.m... 

6:10 p.m... 

6:27 p. m . . . 
Oct 17. 1907. 

8:80 p.m... 

4:48 p. m . . . 

6:49 p.m... 

6:81 pb m . . . 

7:80 p.m... 
Oct 18, 1907. 

7:82 a»m... 

7:44 a.m... 

7:54 a» m... 

8:06 a.m... 

8:42 a»m... 

9:47 a»m... 
10:25 a.m... 
10:85 a.m... 
llK)8a.m... 



Od Mount Weather, Va, J^^ 



Air tem- 
perature. 



645 
66.4 
66.8 
56.8 
58.2 
60.4 
61.9 
61.9 
68.0 



OF. 


OG 


54.0 


12.2 


54.2 


12.8 


66.0 


12.8 


62.9 


17.2 


68.9 


149 


68.8 


146 


58.0 


14.4 


58.0 


14.4 



12.6 
18.0 
18.5 
18.6 
146 
15.8 
16.6 
16.6 
17.2 



a 





67 



51 
66 

66 
66 
67 

68 



57 
54 
54 
63 
53 



Wind. 



Dir. 



8. 

8. 
8. 

se. 
Be. 

8. 

s. 

1. 

nw. 
nw. 
nw. 
nw. 
wnw. 
w. 
w. 
w. 
wnw. 



Velocity. 



MiUi 

p,h, 

8 

11 

11 

9 
10 
10 
11 
10 

82 
82 
84 
81 
80 
25 
23 
22 
21 



Mee* 

p.t. 
&6 
49 
4.9 

40 
4.6 
45 
49 
46 

148 

148 

15.2 

13.9 

18.4 

11.2 

9.8 

9.8 

9.4 



At difTerent heights above 



Height 



FteL 
1,726 
8,586 
1,726 

1,726 
2,541 
8,888 
6,770 
1,726 

1,726 
2,848 
8,726 
4,574 
6,826 
8,802 
6,646 
4,170 
1,726 



\Metfn. 
626 
1,098 
626 

526 

774 

1,170 

2,064 



626 
868 
1,186 
1,898 
1,776 
2,580 
1,996 
1.271 
626 



Air tem- 
perature. 



640 
61.8 
65.0 

62.9 
66.8 
62.6 
48.8 
68.0 

54 6 
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62.8 
48.6 
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Velocity. 
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p.h. 
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9.4 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



Oct 19,1907. 
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Odoher 16, 1907. ^One kite having a lifting surface of 150 sq. ft. (14.1 sq. m.) 
was used. Wire out, 3,500 ft. (1,067 m.), at the maximum altitude reached. 

An area of high pressure covered the Atlantic coast and was central near the 
station. Low pressure covered the northwestern border. 

October 17, i^O/.— Four kites having a total lifting surface of 248 sq. ft. (22.9 
sq. m.) were used. Wire out, 8,500 ft. (2,591 m.); at maximum altitude, 5,500 ft. 
(1,676 m.). 

About 4/10 CI. douds from the west, present at the beginning of the flight, gave 
place to 3/10 A. -St. from the southwest by 5:30 p. m. 

At 8 a. m. high pressure along the Atlantic coast was central near the station. 
An area of low pressure was central over the upper Lakes. 

October 18, 1907. — Two kites having a total lifting surface of 99 sq. ft. (9.1 sq. m.) 
were used. Wire out, 14,500 ft. (4,420 m.), at the maximum altitude attained. 

A clear sky prevailed. 

Low pressure was central over the lower St. Lawrence Valley and a high was 
central over the Dakotas. A secondary high was central over western Tennessee 
and northern Alabama. 

October 19, i^7.— The flight was made with two captive balloons. Wire out, 
6,500 ft. (1,981 m.) at the maximum altitude reached. 

The weather was dear. 

An area of high pressure extended over the eastern part of the United States, 
with its central ridge reaching from Chesapeake Bay to eastern Iowa. Shallow 
depressions lay over southern Texas, Arizona, and northern California. 
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RESULTS OF KITE FLIGHTS. 



Oo Mount Weather, Ya, j^^ 



Date and 
hour. 



Oct 21, 1907. 

7:40 a. m . . . 

7:54 a.iu.. 

8:14 a. m... 

8:50 a.m... 

9:22 a.m... 

9:49 a. m... 

9:54 a. m . . . 
10:14 a.m... 
10:32 a.m... 
10:85 a.m... 
10:40 a. m. 
11:08 a.m... 
Oct 22, 1907. 

7:41 a. m . . . 

7:57 a.m.. . 

8:44 a»m... 

9:46 a.m... 

9:55 a. m . . . 
10:15 a.m... 
10:35 a.m... 
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At diifereDt heights abore aea. 



Height 



Air tem- 
perature. 
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Wind. 



2 i Dir. I Velocity. 
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October 21, id97.— Three kites having a total lifting surface of 204 ft. (18.9 sq. 
m.) were used. Wire out, 12,500 ft. (3,810 m.); at the maximum altitude, 10,000 
ft. (3,200 m.). 

At the beginning of the flight a few St.-Gu. clouds were moving from the north; 
Cu. clouds from the same direction appeared later. 

High pressure covered practically all of the United States, being central over 
the region between the Ohio Blver and the Great Lalces. An area of low pres- 
sure lay in the Canadian Northwest. 

October 22, 1907. --Yomt kites having a total lifting surface of 248 sq. ft. (22.9 sq. 
m.) were used. Wire out, 15,000 ft. (4,572 m.); at the maximum altitude reached, 
12,500 ft. (3,810 m.). 

The few Ci. clouds present at the beginning of the flight had so increased as to 
cover one-third of the sky by the end of the flight; an upper layer was moving 
from the west, while a lower layer came from the southwest. 

High pressure was moving eastward over the middle Atlantic coast, and another 
high was central over western Wyoming. Low pressure was central Just north 
of Lake Superior. 
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RESULTS OF KITE FLIGHTS. 



Pate and 
hoar. 



Oct. 23, 1907. 
11:10 a.m... 
11:40 a. m... 
12:09 p.m... 
12:80 p.m... 

1:12 p.m... 

1:80 p.m... 

1:00 a.m... 
Oct 24, 1907. 

8:84 a.m... 

8:89 a.m... 
10:28 a.m... 
11:20 a.m... 
11:81 a.m.., 
Oct 25, 1907. 

8:2Sa.m... 

9:00 a. m .. 

9:07 a. m . . . 

9:42 a.m... 
10:00 a.m... 
10:16 a.m... 
10:42 a.m... 
11:10 a.m... 
11:46 a.m... 
12:06 p.m... 
12:20 p. m . . . 



On Mount Weather, Va., ^^f^ 



Air tem- 


perature. 


OR 


OQ 


62.8 


17.1 


64.0 


17.8 


61.0 


16.1 


62.0 


16.7 


60.2 


16.7 


69.7 


15.4 


69.8 


15.2 



.a 



96 



82.0 
82.0 
40.0 
89.7 
89.0 

49.2 
52.0 
52.5 
54.8 
55.6 
67.0 
66.0 
60.0 
60.5 
61.7 
58.0 



0.0 

ao 

4.4 

4.8 
8.9 

9.6 
11.1 
11.4 
12.7 
l&l 
18.9 
14.4 
16.6 
15.8 
16.5 
14.4 



48 
50 
50 
53 
58 



69 
69 
58 
50 
50 



86 
41 

84 

27 
80 
27 



42 



Wind. 



Dir. 



Velocity. 



w. 

w. 

▼nw. 

wnir. 

nw. 

nw. 

nw. 

uw. 
nw. 
nw. 
nw. 
nw. 

w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 
ae. 

86. 



MiU* 
p. h. 
12 
12 
12 
12 
12 
12 
12 



p. *. 

5.4 
5.4 
5.4 
5.4 
5.4 
5.4 
5.4 



12 


6.4 


12 


5.4 


12 


5.4 


12 


5.4 


12 


5.4 


12 


5.4 


12 


6.4 


12 


' 5.4 


12 


5.4 


8 


a4 


8 


8.4 



At different heights above sea. 



Height 



Fget 

1,725 

2,848 

8,952 

4,906 

6,914 

2,906 

1,726 

1,725 
8,528 
8,757 
2,649 
1,726 

1,726 
4,067 
5,245 
6,780 
8,051 
9,671 
10,957 
9,775 
7,378 
6,258 
1,725 



Meter*. 

526 

866 

1,206 

1,495 

2,107 

886 

526 

526 

1,076 

1,145 

808 

626 

526 
1,246 
1.599 
2,061 
2,454 
2.948 
8,840 
2,979 
2,249 
1,601 

526 



Air tem- 
perature. 



62.8 
58.8 
49.6 
44.8 
89.2 
49.1 
59.8 

82.0 
30.7 
83.8 
84.2 
89.0 

49.2 
51.4 
48.6 
48.2 
35.8 
81.1 
26.2 
82.5 
89.2 
49.6 
68.0 



17.1 
14.6 
9.8 
7.1 
4.0 
9.5 
15.2 

0.0 
- 0.7 
1.0 
1.2 
8.9 

9.6 

10.8 

9.2 

6.2 

2.1 

-0.5 

-3.2 

0.8 

4.0 

9.7 

14.4 



s 

■ 



^ 



69 



60 



42 



Wind. 



Dir. Velocity 



w. 

w. 

wnw, 

wnw. 

nw. 

nw. 

nw. 

nw. 

nw.| 

nne. 

nw. 

nw. 



nw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 



I I 

MUti MeCt 
p. h. I p. ». 



86. 



12 



12 



12 



8 



5.4 



5.4 



6.4 



8.4 



October B3, 1907,— Two kites having a total lifting surface of 142 sq. ft. (13.1 sq. 
m.) were used. Wire out, 8,000 ft. (2,438 m.) at the maximum altitude reached, 
7,200 ft. (2,195 m.). 

At the beginning of the flight a few St.-Gu. clouds were moving from the west. 
The clouds increased rapidly and covered the sky from noon until the end of the 
flight. 

Moderately high pressure prevailed over the greater part of the country, with 
pressure somewhat higher over Lake Superior. Low-pressure areas were central 
over the lower St. Lawrence and in northwest Canada. 

October 24, id^.— Three kites having a lifting surface of 204 sq. ft. (18.9 sq. m.) 
were used. Wire out at the maximum altitude, 6,000 ft. (1,829 mX 

During the flight the sky was clear; the wind was brisk until 9 a. m. and was 
fresh thereafter. 

High pressure occupied the greater part of the United States, with centers 
north of Montana and over the lower Lakes. An area of low pressure was north 
of Lake Superior. 

October 26, 1907.— Two kites having a lifting surface of 142 sq. ft. (13.1 sq. m.) 
were used. Wire out, 20,000 ft. (6,096 m.), at the maximum altitude attained, 
19,500 ft. (5,944 m.). 

At the beginning of the flight the sky was about half covered with A.-Ou. clouds 
moving from the northwest. Cloudiness soon decreased to one or two tenths, 
made up of Ci.-Cu., A.-Cu., and St.-Cu., slU coming from the west. This direction 
held until the end of the flight, the about half of the sky was again covered be- 
tween 11 a. m. and noon. 

An area of moderately high pressure was central over North Carolina, while a 
greater area was over the Dakotas. Low pressure areas were central over the 
lower St. Lawrence and in the Canadian northwest. 
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Ocfoter as, JW7.— Two ltlt«s having a lifting surfaoe of 1<2 eq. ft. (13.1 sq, m.) 
vere usad. Wire out, G,000 ft. (1,53* m.); at the maximum altitude attained, 
4,250 ft. (1,296 m.). 

The aky waa partly covered with Oi.-Cu. doude from the west. 

At 8 a. m. high preaeure was oentral north of the loirer Lakes, whence the pres- 
sure decreaaed rapidly toward the GuU of St. Lawrence, and more slowly to a low 
over Arkansas and Oklaboma. 

October S8, i9O7.—0ne kite having a lifting surface of 65 eq. ft. (6.1 aq. m.) was 
used. Wire out, 3,000 ft. (914 m.), at the maximum altitude reached. 

The sky was covered with Bt. clouds moving from the oortbwest tbmout the 
day. A moderate rain bad fallen late fa the preceding night, and light rain tell 
Just before the Qight. 

A large area of high pressure occupied the Uiselseippl Valley, wbUe a low area, 
central over southern Mew Jersey, covered the middle Atlantic ooaat. Bain or 
snow wan falling from Virginia northward to the St. Lawrenoe. 

October t9, isor.— One kite having a lifting surfaoe of 6B sq. ft. (63 sq. m.) was 
used. Wire out, 6,000 ft. (2,438 m.); at tbe maximum alUtude attained, 6,500 ft. 
(1,981 m.). 

One-tenth Ci. clouds moving from the northwest. 

At 6 a. m. high pressure occupied the greater part of the eastern United States, 
wltli pressure somewhat higher over Lake Superior and over Kentucky. Low 
preeeure wsa central over Long Island Bound. 

October 30, 1907.— Tv/o kites having a llfUng surfaoe of 142 eq. ft. (13.1 sq. m.) 
were used. Wire out at the maximum altitude, 13,600 ft. (4,115 m.). 

The sky was dear at the beginning of the fligbt; parti; covered with CI. after 
9 a. m., and nearly covered with 01. and Cl.-St. after 10 a. m.; all (douds were 
moving from the northwest. 

High pressure, central over tbe Lakes, extended over tbe eastern noltod 
States. An area of low pressure covered Nova Sootia. 



UPPER A IB CONDITIONS. 



Ill 



KESULTS OF KITE FLIGHTS. 



Dftieand 
hoar. 



00181,1907. 

6:08 p.m... 

6:86 p. m . . . 

6:66 p. m . . . 

6:28 p. m . . . 

6:42 p.m... 

6:46 p. m . . . 

6:60 p.m... 
Not. 1,1907. 

9:48 am... 
10K>6a.m... 
10:24 a.m... 
10:48 a.m... 
12:22 p.m... 

1:82 p.m... 

2:28 p.m... 

2:88 p.m... 

2:49 p. m . . . 

8:01 p. m. . . 

8:10 pbm .. 

8:19 p. m... 
NoT.2, 1907. 

8:40 p.m... 

Z'JBOp,m... 

4:22 p.m... 

4:36 p.m... 

4:46 p.m... 

4:66 p. m . . . 



On Mount Weather, Va., f^^^ 



Air tern- 
pecatura 



a 

.a 
I 



Wind. 



89.0 
89.8 
89.6 
89.8 
88.6 
89.6 
89.8 

40.8 
42.2 
4&6 
48^7 
49.0 
4&4 
4&0 
47.5 
47.6 
47.6 
47.9 
47.4 

48.1 
48.1 
48.0 
48.6 
49.2 
49.4 



8.9 
4.1 
4.2 
4.8 
4.2 
4.2 
4.1 

4.6 
5.7 
6.4 
6.6 
9.4 
9.1 
8.9 
8.6 
8.6 
&7 
8.8 
8.6 

8.9 
8.9 
8.9 
9.2 
9.6 
9.7 



46 
48 
47 
49 
60 
62 

71 
74 
70 
71 
56 
66 
60 
69 
62 
62 
61 
64 

100 

100 

100 

97 

96 

94 



Dir. 



Velodtj. 



e. 
e. 

e. 
e. 
e. 
e. 

6. 

se. 

86. 

se. 
ae. 
se. 
se. 
se. 
se. 
se. 
se. 
se. 
se. 

wnw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 



MUes 

p. A. 
11 
12 
12 
18 
18 
18 
14 

12 
12 
12 
12 
12 
12 
14 
16 
16 
16 
16 
16 

24 
24 
24 
24 
24 
24 



Mef* 
p. ». 

4.9 
6.4 
5.4 
5u8 
6.8 
6.8 
6.8 

5.4 
6.4 
6.4 
6.4 
6.4 
6.4 
6.8 
7.2 
7.2 
7.2 
7.2 
7.2 

10.7 
10.7 
10.7 

ia7 
ia7 

10.7 



At different heights above 



Height 



1,726 
2,786 
8,691 
6,440 
2,987 
2,507 
1,725 

1,725 
2,997 
4,077 
4,825 
6,422 
7,868 
8,206 
6,420 
5,170 
8,689 
2,888 
1,725 

1,725 
8,680 
5,069 
8,651 
2,822 
1,725 



Metert. 

626 
849 
1,096 
1,668 
896 
764 
826 

526 

918 

1,248 

1,471 

1,968 

2,248 

2,601 

1,967 

1,676 

1,124 

866 

626 

528 

1,106 

1,545 

1,118 

860 

526 



Airtem- 
I>eratare. 





t 



ojr. 


OO. 


89.0 


8.9 


86.1 


2.8 


44.6 


7.0 


86.0 


2.2 


46.4 


8.0 


88.5 


8.6 


89.8 


4.1 


40.8 


4.6 


41.4 


5u2 


42.8 


5.7 


42.6 


5.9 


87.6 


8.1 


81.1 


— 0.6 


29.7 


— J.8 


86.7 


2.6 


89.7 


4.8 


45.8 


7.4 


41.5 


5.8 


47.4 


8.6 


48.1 


8.9 


46.8 


&2 


45.8 


7.4 


47.8 


8.8 


52.7 


11.5 


49.4 


9.7 



52 

71 



64 
100 



94 



Wind. 



Dir. 



e. 

se. 

1. 

s. 

se. 

ese. 

e, 

se. 
sse. 

8. 

88W. 

8W. 

sw. 
sw. 

W8W 

sw. 

s. 

se. 

wnw. 

w. 

■w. 

wsw. 

wsw. 

wnw. 



Velocity. 



MileM 

p. h, 
11 



14 
12 



16 
24 



24 



Meet 

p. 9. 

4.9 



6.8 
6.4 



7.2 
10.7 



10l7 



October SI, 1907. ^Three kites haviog a lifting surface of 210 sq. ft. (19.4 sq. m.) 
were used. Wire out, 6,600 ft. (1,981 m.); at the maximum altitude, 5,000 ft. 
(1,524 m.). 

At the beginning of the flight three-fourths of the sky was covered with CI. -St. 
clouds, apparently without direction, and some Gu. clouds were moving from the 
east. Lower clouds increased rapidly and covered the sky by 6 p. m. Light 
snow fell at Intervals after 6:33 p. m. 

At 8 a. m. an area of high pressure, central over New York and eastern Penn- 
sylvania, covered the eastern United States, while an area of low pressure, cen- 
tral in northwest Canada, extended southward behind the high. 

Noffember 1, 1907. ^Four kites having a total lifting surface of 278 sq. ft. (25.7 
sq. m.) were used. Wire out, 13,500 ft. (4,115 m.); at the maximum altitude, 
10,800 ft. (3,292 m.). 

The few Ci.-St. and A.-St. clouds that were moving across the sky, from the 
northwest and the southwest, respectively, during the early part of the flight, 
increased so as to partly cover the sky by 10:45 a. m. Ci.-St., moving from the 
northwest, covered the sky after 12:45 p. m. 

High pressure, central over Massachusetts, extended along the Atlantic coast. 
A trough of low pressure stretched from the upper Mississippi Valley nearly to 
the Gulf. 

November £, 1907. — Two kites having a total lifting surface of 66 sq. ft. (6.1 sq. 
m.) were used. Wire out, 7,500 ft. (2,286 m.); at the maximum altitude, 7,000 ft. 
(2,134 m.). 

The llgnt fog and rain prevalent at beginning of the flight gradually diminished, 
the rain ending at 4 p. m. and the fog at 4:30 p. m. The clouds were low and came 
from the southwest. Six-tenths St.-Cu. were present at the end of the flight. 

One high pressure area lay east of New England, while another extended over 
the Bocky Mountain slope. An area of low pressure was central over Lake Huron. 
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On Mount Weather, Va., f^ft. 


At different heighta above sea. 


Datemnd 
hour. 


Air tem- 
peratare. 


1 

1 

52 
64 
64 
62 

64 

61 

48 

• • • • 

49 




W!nd. 


city 


Height 


Air tern- 
perature. 


■ 

a 



t 

• • • • 

• • « • 
a « • • 

52 
64 

■ ■ • * 

• a » • 

• * ■ ■ 

40 


Wind. 






Dlr. 


Velo 


Dir, 


Velodtj. 


Nov. 4, 1907. 

6:08p.in... 

6:17 p. m.. . 

5:84 p. m... 

6:45 p. m . . . 

5:48p.in... 
Nov. 6, 1907. 
11:09 a. m... 
11:15 a.m.. . 


46.6 
44.6 
48.9 
44.0 
44.0 

64.6 
64.0 
68.6 
64.0 
67.4 


8.1 
6.9 
6.6 
6.7 
6.7 

12.6 
12.2 
11.9 
l'i.2 
14.1 


w. 
w. 

MW. 

saw. 
flaw. 

saw. 

a. 

1. 

Bse. 

asw. 


p.^ 

4 
4 

4 
4 

6 
7 
8 
8 
10 


Mefs 
p. s. 
1.8 
1.8 
1.8 
1.8 
1.8 

2.7 
8.1 
8.6 
8.6 
4.6 


Feft. {Meters, 
1, 726 526 
4,885 1,821 
8,044 928 


OF. 
46.6 
85.2 
41.0 
48.2 
44.0 

64.6 
47.8 
88.6 
46.0 
67.4 


8.1 
1.8 
6.0 
6.2 
6.7 

12.6 
8.6 
8.6 
7.8 

14.1 


w. 

88W. 
B8W. 

saw: 
asw. 

sew. 

SIW. 

wsw. 
saw. 

SBW. 


MUet 


MeC* 

p. 9. 

1.8 




2,671 
1,725 

1,726 
8,618 
4,518 
2,821 
1,726 


814 
626 

526 

1,108 

1.876 

860 

526 


""i "i'.k 

6 2.7 


11:20 a.m.. 




11:32 a. m.. . 


, 


12:25 p.m... 


10 4.6 



RESULTS OF KITE FLIGHT. 



Nov. 6, 1907. 
10:50 a.m... 
11:40 a.m. .. 
12:19 p.m... 

1:19p.m.. . 

1:54 p. m . . . 

2:08 p.m... 

2:84 p. m . . . 

2:55 p. m . . . 

8:02p.m. . 

8:20 p. m . . . 

3:80 p.m... 



40.7 
89.6 
89.9 
41.5 
41.4 
41 4 
41.5 
41.4 
41.4 
41.4 
40.9 



4.8 96 DW. 
4.2 100 I nw. 
4.4 100 nw. 



14 
14 
14 



5.8 


96 


nw. 


16 


6.2 


96 


nw. 


14 


6.2 


97 


nw. 


16 


6.3 


100 


nw. 


18 


5.2 


100 


nw. 


24 


6.2 


100 


nw. 


24 


6.2 


100 


nw. 


85 


4.9 


100 


nw. 


85 



6.8 
6.8 
6.8 
7.2 
6.8 
7.2 
8.0 

ia7 

10.7 
16.6 
16.6 



1,725 
2,618 
3,887 
8,881 
5,233 
6,988 
6,973 
8,004 
6,918 
4,789 
1,725 



626 
798 
1,082 
1,183 
1,595 
1,824 
2,125 
2,470 
1,802 
1,460 
526 



40.7 


4.8 


96 


44.8 


7.1 




42.6 


6.9 




40.8 


4.6 




810 


0.0 




28.8 


-1.8 




26.6 


-8.6 




28.2 


- 4.9 




27.0 


— 2.8 




28.6 


-1.9 




40.9 


4.9 


ioo 



nw. 

nnw. 

nw. 

ne. 

ne. 

ne. 

ne. 

nnw. 

nnw. 

nnw. 

nw. 



14 



6.8 



86 



15.6 



Niy^aefnJber 4t 1907. — The flight was made with three captive balloons. Wire out, 
7,000 ft. (2,134 m.); at maximum altitude, 6,500 ft. (1,981 m.). 

A few Gi. clouds were moving from the west-southwest. 

At 8 a. m. pressure was moderately high over the South Atlantic and Gulf 
States. A marlied low was passing eastward over the Gulf of St. Lawrence, while 
a lesser low was over Lake Superior. 

Noveffiber 5, 1907. ^Three captive balloons were used in the flight. Wire out, 
7,400 ft. (2,256 m.) at the maximum altitude. 

Four-fifths of the sky was covered with A.-St. and A.-Gu., moving from the south- 
west, but Gi.-St. clouds prevailed during the greater part of the flight. 

Pressure was high over the western half of the country, and was low over the 
eastern part, with moderately low areas central over the Lakes and over southern 
Florida. 

November 6, 1907.— Three kites having a total lifting surface of 210 sq. ft. (19.4 
sq. m.) were used. Wire out, 12,000 ft. (3,658 m.); at the maximum altitude, 
9,300 ft. (2,835 m.). 

The first kite launched soon disappeared in the prevailing light fog. The fog 
was dense, except at short intervals, from 11:15 a. m. until 12:44 p. m., when it be- 
came light, and St. clouds moving from the north were observed. These gradually 
gave place to St.-Gu. from the northwest. Kites were occasionally visible for very 
short intervals. At 1.55 p. m. light rain began; dense fog soon set in and the wind 
rose rapidly. Fog, rain, and high wind continued to the end of the flight. 

Pressure was high over Nova Scotia, while this station lay in the center of a con- 
siderable area of low pressure that had caused light rain over the Atlantic States 
and the Lake region. 
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RESULTS OF KITE FLIGHTS. 



Dftteand 
hoar. 



Nov. 

8:07 

8:10 

8:20 

8:41 

8:47 

4KM 

4:17 

4:86 

4:68 

6:20 

Nov. 

9:27 

9:44 

9:69 

10:10 

10:20 

10:85 

11:06 

11:66 

12:11 

1:30 

2.00 

2:23 

2:40 

8:00 



On Mount Weather, Va., J^jt. 



a 

Air tern- ^ 
penture. [ . 



I 



7, 1907. 
p. m. . . 
pw m.. 
p. m.. 
p.in.. . 
p. m.. . 
p. m.. . 
p. m . . . 
p. n . . . 
p.m.. . 

m.. . 

1907. 
a. m.. . 
a. n>.. . 
a. m... 
a»m... 
a.ni... 
a. m.. . 
a. m.. . 
a. m.. . 
p. m. 
p. m . . . 
p. m.. . 
p. m . . . 
p. in . . . 
p. m . . . 



<*p. 


OC. 


41.7 


5.4 


41.6 


6.8 


41.4 


6.2 


41.0 


5.0 


4a 9 


4.9 


40.6 


4.8 


40.8 


4.6 


40.0 


4.4 


89.0 


3 9 


88.0 


8.8 


40.6 


47 


41.0 


6.0 


41.4 


5.2 


41.0 


5.0 


41.0 


5.0 


41.6 


5.8 


41.6 


5.8 


42.0 


5.6 


42.0 


5.6 


44.8 


7.1 


46.4 


7.4 


46.4 


7.4 


46.0 


7.2 


46.0 


7.2 



i 

49 
48 
47 
47 
47 
50 
50 
50 
53 
51 

52 
47 
47 
48 
50 
51 
48 
49 
49 
48 
52 
56 
55 
55 



Wind. 



Dlr. 



wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 

8. 

8. 

S. 

8. 

86. 

8. 

8. 

B. 

H. 

8. 

886. 

see. 
sse. 



Velocity. 



Mile* 
p.h. 
86 
84 
82 
28 
27 
27 
27 
28 
28 
80 

11 
11 
11 
11 
14 
18 
18 
16 
16 
12 
12 
12 
12 
12 



MtCM 

fi.<. 
5.6 
16.2 
14.8 
12.5 
12.1 
12.1 
12.1 
12L5 
12.5 
18.4 

4.9 
4.9 
4.9 
4.9 
6.8 
8.0 
8.0 
7.2 
7.2 
6.1 
6.4 
6.4 
5.4 
6.4 



At different heights above 



Height. 



Air tem- 
pecature. 



a 

9 



Feet. 


MeUrt. 


°F. 


°a 


1,725 


626 


41.7 


5.4 


8,631 


1,076 


34.6 


1.4 


4,362 


1,380 


26.6 


-8.0 


6,221 


1,896 


216 


- 5.2 


6,766 


2,059 


26.6 


-8.0 


6,386 


1,981 


23.0 


— 5.0 


5,924 


1,806 


28.0 


- 5.0 


4,610 


1,405 


24.4 


— 4.2 


8,327 


1,014 


80.6 


— as 


1,726 


526 


38.0 


8.8 


1,725 


526 


40.5 


4.7 


2,946 


898 


40.8 


4.9 


4,212 


1,284 


46.0 


7.2 


4,642 


1,416 


44.2 


6.8 


6,064 


1,846 


89.2 


4.0 


7,396 


2,254 


85.6 


2.0 


9,426 


2,878 


26.6 


- 8.0 


11,544 


3,619 


24.4 


— 4.2 


8,114 


2,478 


32.0 


0.0 


8,684 


2,647 


27.8 


-2.6 


7,228 


2,2(12 


33.8 


1.0 


4,788 


1,458 


47.8 


8.6 


2,616 


797 


54.5 


12.5 


1,725 


626 


46.0 


7.2 



49 



61 

52 



55 



Wind. 



Dir. 



wnw. 

wnw. 

wnw. 

nw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

8. 
W8W. 

w. 
w. 

w. 

w. 

w. 

w. 

w. 

wnw. 

w. 

wsw. 

8W. 
886. 



Velocity. 



MiUt 
p. A. 
85 



80 
11 






12 



Meet 

p. 9. 

15.6 



18.4 
4.9 



6.4 



November 7, 1907. — Two kites with a total lifting surface of 77 sq. ft. (7.2 sq. m. ) 
were used. Wire out, 10,000 ft. (3,048 m.); at the maximum altitude, 8,600 ft. 
(2,691 m.). 

The wind had been blowing a gale all day and was still high att the time of the 
flight. The sky was clear, save for a few Cu. clouds moving from the west- 
northwest. 

At 8 a. m. moderately high pressure lay over the Gulf States, while a low of 
marked intensity was central over the upper St. Lawrence and dominated the 
region north of Virginia and east of the Lakes. 

November 8, 1907.— Four kites having a total lifting surface of 242 sq. ft. (22.4 
sq. m.) were used. Wire out, 26,000 ft. (7,620 m.); at the maximum altitude, 
24,760 ft. (7,644 m.). 

St.-Gu., moving from the northwest until 9:30 a. m., from the west thereafter, 
nearly covered the sky until about 11 a. m., when they were succeeded by St. 
Light rain fell from 11:47 a. m. until noon. After 12:30 p. m. the lower clouds 
gradually gave way to A.-Ou. from the west, there being about half of each kind 
present at the end of the flight. The leading kite past into the St.-Gu. clouds 
about 10:61 a. m., at about 8,800 ft. (2,682 m.), and was observed in rifts between 
the clouds at heights of 9,200 ft. (2,804 m.) and 9,800 ft. (2,987 m.). 

Areas of high pressure were central over Florida and Nebraska, while a trough 
of low pressure extended from Texas over the Ohio Valley to the Gulf of St. 
Lawrence. 
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BXJLLETIN OF MOUNT WEATHER OBSEBVATORY. 



RESULTS OF KITE FLIGHTS. 





On Moant Weathn, Va., j^f^ 


At different hetghta aboTe sea. 


Date and 
hour. 


Air tem- 
perature. 


i 
S 

3 

61 
64 
61 
60 
64 
68 
64 
67 
66 
69 
72 
69 
70 

58 
55 
55 
55 
54 
55 
55 
66 
46 


Dlr. 


Wind. 
Velo 




Height 


Air tem- 
perature. 


9 
.4 


Wind. 




cltj. 


Dir. 


Velocity. 


Not. 9, 1907, 
10:10 a.m... 
10:40 a. m . . . 


49.0 
49.0 
49.0 
49.0 
49.8 
62.0 
68.1 
68.8 
53.8 
62.6 
62.0 
61.5 
63.0 

340 
348 
34.8 
86.0 
844 
85.0 
35.0 
86.0 
87.6 


9.4 

9.4 

9.4 

9.4 

9.9 

11.1 

11.7 

11.8 

12.1 

11.4 

ll.l 

10.8 

11.7 

1.1 
1.6 
1.6 
1.7 
1.3 
1.7 
1.7 
1.7 
3L1 


se. 
He. 
se. 
He. 

HC. 

>«e. 

8. 

». 

ae. 

ase. 

BM. 

ue. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
uw. 
nw. 


Mile* 
p. h. 

12 
12 
12 
14 
14 
14 
14 
14 
14 
14 
14 
14 
14 

16 

15 
15 
15 
16 
18 
18 
19 
20 


Mees 
p. i. 

6.4 
6.4 
6.4 
6.8 
6.8 
6.8 
6.3 
6.3 
6.8 
6.3 
6.8 
6.3 
6.8 

6.7 
6.7 
6.7 
67 
7.2 
&0 
8.0 
8.6 
&9 


Fieet, 

1,726 
2,968 
8,866 

6,879 
6,229 
7,362 
8,220 
10,330 
8,966 
6,819 
4,838 
3,067 
1,726 

1,726 
2,954 
4,060 
6,424 
6,361 
6,676 
8,669 
9,496 
1,726 


Meters. 

. 626 

909 

1,178 

1,640 

1,899 

2,241 

2,506 

3,149 

2,180 

1,926 

1,822 

986 

526 

626 
900 
1,286 
1,653 
1,939 
2,034 
2,612 
2,894 
626 


48.9 
62.7 
47.8 
41.0 
39.4 
36.9 
36.8 
27.6 
32.6 
87.9 
47.6 
540 
68.0 

840 
28.6 
244 
20.1 
20.1 
30.0 
26.8 
19.9 
87.6 


9.4 
11.6 
8.6 
6.0 
41 
2.7 
2.1 

- 2.5 
0.3 
8.8 
8.6 

12.2 
11.7 

1.1 
-1.9 
-42 

— 6.6 

- 6.6 
-1.1 

— 2.9 
-6.7 

8.1 


61 

• ■ ■ • 

'70* 
68 

■ • • • 

• • • • 

46 


ae. 

8W, 
8W. 

w. 

wnw. 

wnw. 

w, 

w. 

w. 

w. 

W8W. 
HW. 

8se. 

uw. 

nw. 

nw. 

wnw. 

wnw. 

wsw. 

W8W. 

wsw. 
nw. 


MUet 
p.k. 

12 


Mefe 
p.s. 

0.4 


10:68 a. m . . . 






11:10 a.m... 
11:23 a. m.. . 






11:89 a.m... 
11:62 a. m.. . 






12:28 p.m... 
12:40 p.m. . 

2:01p.m... 

2:20 p.m... 

2:87 p.m... 

8:00 p.m... 
Not. 11,1907. 

7:20 a.m... 

7:48 a. m . . . 


• ■ • ■ ■ 












14 
16 


6i8 
6.7 


7:67 a. m . . . 






8:10 a. m.. . 






8:18 a. m.. . 






8:40 a.m... 
9:20 a.m... 


• • • • • 




9:40 a. m . . . 






11:10 a.m... 


20 


8.9 



November 9, 1907.^Two kites having a total lifting surface of 142 sq. ft. (13.1 
sq. m.) were used. Wire out, 20,000 ft. (6,096 m.); this was also the length of wire 
at the maximum altitude. 

High clouds from the west, nearly covering the sky at the beginning of the flight, 
had given place to St. from the southwest by about 11:30 a. m. Aiter about 2 p. m. 
the St. was gradually displaced by A.-St. and CS., both from the west, and St.-Gu. 
from the southwest. The head kite was obscured by clouds for a minute or two 
at 11:49 a. m., 12:32 and 12:49 p. m. 

Areas of high pressure were central over Florida and Washington and a large 
area of low pressure was central over Lake Superior. 

November 11, 1907.— Two kites having a lifting surface of 136 sq. ft. (12.6 sq. m.) 
were used. Wire out, 20,000 ft. (6,096 m.); at the maximum altitude, 19,000 ft. 
(5,791 m.). 

At the beginning of the flight the sky was nearly covered with A.-Ou. clouds 
from the west-southwest. These clouds decreased to 3/10 by 8:40 a. m. The sky 
was overcast with St. from the west-southwest at 11 a. m. 

An area of unusually high pressure was central over North Dakota and extended 
over practically all the United States. 
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RESULTS OP CAPTIVE BALLOON ASCENSION. 





On Mount Weather, Va., JJ^ii, 


At diflferent beigbta aboTO sea. 


Date and 
boar. 


Air tem- 


• 

1 

t 

61 
62 
68 
64 
68 
64 
66 


Wind. 


Height 


Air tem- 
perature. 


• 

a 

9 

t 

• • • ■ 


Wind. 




perature. 


Dir. 


Velocity. 


Dlr. 


Velocity. 


Not. 12, 1907 
1:12 p.m... 
2:28 p.m... 
2:88 p.m... 
2:41 p.m... 
2:60 pbm... 
8:16 p.m... 
8:40 p. m . . . 


88.6 
8&0 
82.9 
82.8 
8&0 
82.6 
82.8 
88.0 


as 
ao 
a5 

0.4 
0.6 
0.8 
0.4 
0.6 


o 
o 

G 

O 

O 

O 

8. 

8. 


MiUM 
p. h, 






2 
2 


Mef9 
p. ». 






% 

0.9 
0.9 


FM, 

1,726 

8,915 

6,267 

7,486 

6,721 

4,802 

2,790 

1,725 


Met«r». 

626 

1,198 

1,910 

2,288 

2,049 

1,811 

860 

526 


<>F 
88.5 
29.8 
22.6 
20.8 
17.6 
22.6 
24.8 
88.0 


0.8 
-1.2 
— 6.2 


o 
o 
o 
o 
o 
o 

8. 
8. 


p. h, 









— 6.2 . .. . 

— 8.0 .... 










— 6.2 

— 4.0 
0.6 


• • • • 

• « • • 

66 






4:06 p.m... 


2 


0.9 



RESULTS OF KITE FLIGHTS. 



Not. 18, 1907 
7:20 a.m... 
7:48 a. m. . . 


26.2 
25.6 
26.0 
26.6 

aa2 

80.8 
81.0 
81.0 
81.1 

88.0 
82.6 
38.0 

8ao 

88.8 
88.2 
87.0 
87.8 
88.0 
87.1 
86.0 
84.6 
88.5 
8&0 
82.8 
82.6 
82.4 


-8.8 
-8.6 
—8.8 
—8.0 
-1.0 
-^9 
-0.6 
-0.6 
-0.6 

0.6 
0.8 
0.6 

a6 

0.7 

a7 

2.8 
2.9 
8.8 
2.8 
2.2 
1.4 
0.8 
0.6 
0.4 
0.8 
0.2 


96 
94 
98 
92 
74 
78 
74 
69 
69 

68 
60 
61 
67 
66 
66 
68 
42 
61 
68 
48 
49 
61 
64 
66 
60 

• • • • 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 


11 
11 
9 
11 
16 
16 
16 
17 
17 

18 
18 
20 
20 
20 
20 
19 
19 
20 
17 
14 
18 
12 
11 
11 
11 
10 


4.9 
4.9 
4.0 
4.9 
6.7 
6.7 
7.2 
7.6 
7.6 

8.0 
8.0 
8.9 
8.9 
8.9 
8.9 
8.6 
8.6 
9,9 
7.6 
6.8 
5.8 
5.4 
4.9 
4.9 
4.9 
4.5 


1,726 
2,915 
8,888 
4,648 
6,265 
6,164 
4,919 
8,411 
1,726 

1,726 

8^675 

6,868 

6,627 

8,528 

10,878 

18,576 

15,875 

14,609 

12,919 

10,841 

8,612 

6,498 

6,061 

8,778 

8,086 

1,725 


526 
880 
1,170 
1,415 
1,910 
1,879 
1,499 
1,040 
526 

626 
1,120 
1,682 
1,989 
2,698 
8,168 
4,188 
4,840 
4,468 
8,968 
8,152 
2,625 
1,676 
1,548 
1,162 
926 
626 


25.2 
28.4 
19.4 
16.0 

a2 

7.7 
18.8 
20.1 
81.0 

8&0 

21.6 

12.7 

9.8 

17.6 

9.0 

7.7 

-1.8 

8.7 

8.8 

18.1 

22.1 

26.1 

19.8 

24.1 

27.9 

82.4 


— 8.8 
-4.8 

— 7.0 

— 8.9 
—18.2 
—18.6 

— ia4 

-6.6 

— 0.6 

0.6 
-5.8 
-10.7 
-12.6 

— 8.0 
—12.8 
—18.5 
—18.8 
—16.7 
—12.9 

— 7.7 

— 6.6 

— 8.8 

— 6.8 

— 44 

— 2.8 
0.2 


96 

69* 
68 


nw. 
nnw. 


11 


4.9 


7:58 a.m«. . 


nnw. 






8:12 a. m.. . 


nnw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw, 
nw. 
nw. 
nw. 
nw. 
wnw. 






9:29 a. m . . . 






9:81 a. m. . 






9:48 a.m.. . 






9:61 a. m . . . 






10:00 a.m... 

2d flight 
10:42 a.m... 
10:60 a. m . . . 


17 
18 


7.6 
8.0 


11:16 a.m.. . 






11:22 a.m... 
12:08 p.m... 
12:22 p.m... 

1:80 p.m... 

2:10 p.m... 

8:04 p.m... 

8:47 p.m... 

4:30 p.m... 

6:00 p. m. . . 

6:25 p.m... 

6:88 p. ra . . . 

6:45 p.m... 

5:61 p.m... 

6:18 Pb m. . . 










































wnw. 






wnw. 






wnw. 


10 


4.5 



November 12^ 1907, —Three captive balloons were used in this flight. Wire out, 
6,350 ft. (1,936 m.); at the maximum altitude, 6,000 ft. (1,829 m.). 

Light snow fell during the entire flight. 

High pressure, central over Kansas, extended over almost the whole United 
States. 

November IS, id07.— First flight: Two kites having a total lifting surface of 142 
sq. ft. (13.1 sq. m.) were used; wire out, 9,700 ft. (2,957 m.); at the maximum 
altitude, 6,750 ft. (2,057 m.). 

The few St. clouds present at the beginning of the flight had given place to flve- 
tenths A.-Gu. from the northwest by the end. 

Second flight: Four kites with a total lifting surface of 278 sq. ft. (25.7 sq. m.) 
were used. Wire out, 30,000 ft. (9,144 m.); at the maximum altitude, 28,000 ft. 
(8.534 m.). 

The sky was partly covered with St.-Gu. from the northwest until Just before 
1 p. m., and was clear thereafter. 

The head kite was passing thru clouds from 11:16 to 11:22 a. m. 

At 8 a. m. pressure was high over the lower Mississippi Valley, and was low 
over the Lake region, with a secondary low off the North Garollna coast. 
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RESULTS OF CAPTIVE BALLOON ASCENSION. 



Not. l«. 1907 


■ ! 


e 


17 


1,7« 


sat' 410 
i.m so.e 


i 


W 


wnir. 


( 17 


Mlr-m--- «.0 


"""■■ 


S 2.7 



.N'owmbo- ti, 7907.— Three kites haviag a toUI lifting surfftoe of 2(M sq. ft. 
(18.9 eq. m.) were used. Wire out, 15,000 ft. (4,573 m.); at tbe maximum altitude, 
M,500ft. (*,420[n.). 

Prom two to flve-teDtha of Bt.-Cu. from the weat-tiorthweBt were proBent until 
after 9 a. m., wheo the; decreased to about one-tenth from tbe northwest, 

Presaure was high over the entire Mississippi Tslley, whence It decreased to a 
low over the Qulf of St. Lawrence. 

Jftnetnbcr J£, iSW. — Six kites with a total lifting capacity of 414 sq. ft. (38.3 sq. 
m.) were used. Wire out, 26,260 ft. (6,001 m.) ; at the maximum altitude, 33,600 
ft. (6,866 m.). 

The sky was clear. 

A ridge of high presaure extended from Maasaohusettfi to Loulalana, while 
another area was central over the Dakotos. Somewhat lower pressure extended 
from tbe Lakes south westward to Arizona. 

November 16, 1907.~-'Lhe Qlght was made with three captive balloons. Wlr* 
out, 6,075 ft. (1,862 m.); at the maximum altitude, 6,000 (1,839 m.). 

A few A.-St. clouds were moving from the west. 

At 8 a. m. high pressure prevailed over the eastern part of tbe United States, 
and low preasure was central In the Canadian northwest, with a leaser depreasloa 
north of Lake Superior. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



Not. 18, 1907 

7:84 a.m... 

8:05 a. m . . . 

8:08 a.m... 

9:10 a.m... 
Not. 19, 1907 

7:89 a.m... 

7:66 a.m... 

8:06 a.m... 

8:40 a.m... 

9.-08am." 

9:24 a.m... 

9:80 a, m... 

9:48 a.m... 
2d flight 
10:06 am... 
10:20 a.m... 
10:25 a. m... 
10:85 a.m... 
10:46 a. m. . . 
11:06 a.m... 
12:22 p.m... 
12:42 p.m... 

1:01 p.m... 

1:16 p.m... 

1:87 p.m... 



On Mount Weather, Va., J^^^ 



Air tem- 
perature. 



o^. 


OG 


82.2 


0.1 


82.4 


0.2 


82.4 


a2 


82.0 


0.0 


86.5 


1.9 


86.7 


2.1 


86.7 


2.1 


86.0 


2.2 


86.0 


2.2 


86.5 


2.5 


86,8 


2.7 


87.6 


2.8 


87.4 


8.0 


87.8 


8.2 


88.6 


8.7 


89.7 


4.8 
4.2 



41.8 
46.0 
46.0 
46.7 
48.7 
47.7 



6.4 
7.8 
7.8 
8.2 
9.8 
8.7 



S 

JO 



100 
100 
100 
100 



100 
100 
100 
100 
100 
100 
100 
100 

97 
97 

• • • « 

96 
90 
85 
71 
70 
62 
58 
57 



Wind. 



Dir. I Velocity. 



He. 
se. 

80. 

e. 

nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

nw. 

nw. 

nw. 

nw. 

nw. 



MUea 
p. h. 
10 
10 
10 
10 

22 
21 
20 
20 
20 
20 
20 
17 

18 
18 
18 
18 
18 
18 
18 
18 
17 
17 
12 



MeC* 

p. 9. 

4.5 
4.5 
4.6 
4.5 

9.8 
9.4 
8.9 
8.9 
8.9 
8.9 
8.9 
7.6 

8.0 
8.0 
8.0 
8.0 
8.0 
8.0 
8.0 
8.0 
7.6 
7.6 
5.4 



At different heights aboTO sea. 



Height 



Air tem- 
perature. 



F9M. 

1,725 

2,577 

8,618 

1,725 

1,726 
2,512 
8,167 
8,582 
4,164 
8,496 
2,088 
1,725 

1,725 
2,454 
4,866 
4,772 
5,988 
7,162 
7,804 
6,658 
3,916 
2,788 
1,725 



Meters. 

626 

785 

1,101 

526 

626 

766 

965 

1,097 

1,269 

1,066 

685 

626 

626 

748 

1,881 

1,454 

1,825 

2,188 

2,879 

2,029 

1,198 

848 

626 



°F. 
82.2 
88.6 
87.4 
82.0 

86.5 
81.8 
89.6 
48.0 
42.4 
41.6 
84.8 
87.0 

87.4 
86.6 
42.8 
48.8 
41.9 
29.6 
40.8 
88.7 
42.8 
41.0 
47.7 



0.1 
0.9 
8.0 
0.0 

1.9 
-0.1 
4.2 
6.1 
6.8 
6.8 
1.8 
2.8 

8.0 
2.5 
6.7 
6.8 
6.6 
4.2 
4.9 
8.7 
6.7 
6.0 
8.7 



S 
& 



100 



100 
100 



Wind. 



Dir. : Velocity. 



100 
97 



• • ■ * 



67 



se. 
se. 
se. 
e. 

nw. 
nnw. 

B. 

n. 

nne. 

n. 

n. 

nw. 

nnw. 

nne. 

nne. 

nne. 

nne. 

nne. 

nne. 

nne. 

n. 

n. 

nw. 



Mile* 

p. h, 

10 



10 
22 



17 
18 



12 



MeC* 
p. ». 

4.5 



4.6 
9.8 



7.6 
8.0 



6u4 



November IS, 1907. —One kite having a lifting surface of 68 eq. ft. (6.3 sq. m.) 
was used. Wire out, 3,000 ft. (914 m.), at the maximum altitude reached. 

Dense fog prevailed during the flight, and rain fell continuously. 

Pressure was high along the middle Atlantic and the New England coasts and 
over North Dakota. Comparatively low pressure was central over Alabama, with 
the rain area extending from Texas to Pennsylvania. 

November 19, 1907.^FiTBt flight: One kite having a lifting surface of 66 sq. ft. 
(5.0 sq. m.) was used. Wire out, 5,000 ft. (1,524 m.), at the time of the maximum 
altitude. 

Dense fog prevailed until 9:30 a. m., then slowly lifted ;' the sun was visible for 
a few minutes near the end of the flight. 

Second flight: Three kites with a total lifting surface of 204 sq. ft. (18.9 sq. m.) 
were used. Wire out, 16,600 ft. (5,029 m.); at the maximum altitude, 12,000 ft. 
(3,668 m.^. 

At the beginning of the flight the sky was covered with St. clouds from the north- 
northwest. These had diminished to 2/10 by 11 a. m., and only a few were left by 
noon. Three-tenths 01. from the northwest were observed after about 1:15 p. m. 

At 10:18 a. m. the leading kite disappeared in the clouds at an elevation of about 
400 ft. above the station, and was visible thereafter only at Intervals until after 
10:30 a. m. 

High pressure was central over the Lakes, and a well-defined area of low pres- 
sure overlay the Canadian northwest. A secondary low was off the Bhode Island 
coast. 
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MoT.n.lMT. 
7:0a>.B... 



(OT.il, 18 



3dli|rbt 
S:Ni>.m. 
tmp.ai.. 



November SO. 1907.— FoMt kites hKTing a total llftiDg aurfaoe of 279 aq. ft. (26.3 
eq. m.) were used. Wire out, 80,000 ft. (6,0M m.); at maximum altitude, 17,400 
ft. (S,304 m.). 

At the beglDDlng of the fl^ht th« sky wae partly ooTered vlth d. and A.-Ou. 
from the weet. Bv 9 a. m. the Ot. had spread Dearly over the sky, but by 10 a. m. 
they had been replaced by A.-Bt. from the west and St. from the south-ooutheast. 
A.-St. sheet covered the eky at 11:30 b. m., moylng from the eaBteoutheast, but by 
uoou the direction had changed to the south-aoutbeast. Light r&lu b^aa at 
12.^1 p. m., was succeeded by sleet at 12:42 p. m., and this In turn gave place to 
ralD at 13:65 p. m. St. oloude were passing beneath the kites from 9:61 uatU 
10 a. m. At 12:34 p. m. the lower clouds were thought to be about 660 ft. from 
the ground. 

High pressure was central over the St. Lawrence Valley and extended down 
along the coast nearly to Florida, while an active low was oentored over Arkanaas. 

Novembertl.igoT.—mntmght: One kite with a lifting surface of 68 aq. ft. (6.3 
sq. m.) was used. Wire out, 4,000ft. (1,219 m.) at the maximum altitude. Dense 
fog prevailed during the enUre flight. 

SeooDd flight: One kite having allftlng surface of 68 sq. It. (6.3 sq. m.) wM need. 
Wire out, fl,000 ft. (1.829 m.); at the maximum altitude, 4,000 (t. (1,219 m.). Fog 
wu dense thruout the flight. 

At 6 a. m. an area of high pressure was moving off the New England oosst, and 
an extensive low was central east of Lake Superior. 
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BESX7LTS OF KITE FLIGHTS. 



Date and 



Not. 22,1907. 

7:20 a»m... 

8:20 a. m... 

S:42am... 

2:06 p.m... 

2:64 p. in . . , 

SH)8p.m... 

8:19 p. m . . . 
Noy.ft,1907. 

7:40 a.m... 

7:48 a» m . . . 

8:26 am... 

9:04 a.m... 

9-^ am... 
10:00 am... 
11:12am... 
11:86 am... 
11:60 a.m... 
12:02 p.m... 
12:07 p.m... 



On Mount Weather, Ya, j^jt. 



Airiem- 
peratara 



48.6 
48.8 
44.0 
46.0 
4&0 
46.0 
46.0 

41.0 
41.8 
41.6 
41.8 
41.0 
40.8 
87.8 
89.6 
89.6 
80.4 
89.8 



6.4 
6.6 
6.7 
7.2 
7.2 
7.2 
7.2 

6.0 
6.4 
6.8 
6.4 
6.0 
4.9 
4.8 
4.2 
4.2 
4.1 
4.1 






100 

100 

100 

100 

96 

96 

96 

97 



90 
86 
94 
92 
100 
96 
94 
94 
96 



Wind. 



DiT. 



nw. 
nw. 
nw. 
nw. 
nW. 
nw. 
nw. 

nna 

nna 

nna 

nna 

nna 

nna 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 



Velodtj. 



Miles 
p, h. 
9 
7 
7 
6 
6 
6 
6 

10 

9 

6 

6 

6 

10 

10 

10 

10 

10 

10 



Mee» 

p. 9. 

4.0 
8.1 
8.1 
2.2 
2.2 
2.2 
2.2 

4.6 
4.0 
2.7 
2.7 
2.7 
4.6 
4.6 
4.6 
4.0 
4.6 
4.5 



At difftovnt heights aboTe 



Height. 



1,726 
2,764 
8,168 
2,487 
8,272 
2,426 
1,726 

1,726 
2,871 
8,601 
6,061 
6,401 
6,719 
6,710 
7,460 
8,716 
2,728 
1,726 



Meiert, 



846 
966 
768 
997 
740 
626 



876 
1,126 
1,648 
1,646 
1,748 
2,016 
2,274 
1,188 
881 
626 



Airtem- 
peratuxa 



48.6 
62.9 
47.7 
42.6 
41.0 
46.9 
46.0 

41.0 
88.0 
86.9 
86.8 
85.8 
88.4 
24.8 
81.1 
8a 9 
84.0 
89.8 



6.4 

11.6 

6.7 

6.9 
6.0 
7.7 
7.2 

6.0 
8.9 
2L7 
2.4 
2.1 
0.8 
-4.8 
-0.5 

-ao 

1.1 
4.1 



xi> 



96 
97 



96 



Wind. 



Dlr. 



nw. 

wnw. 

wnw. 

n. 

n. 

nw. 

nw. 

nna 
ne. 

a 
e. 

e. 
ena 



ena 
ena 
wnw. 



Yelooitj. 



MiUt 

p. h, 
9 



10 



10 



M9f» 

p. «. 

4.0 



2.2 
4.0 



4.6 



November XB^ 1907.— Two kites having a total lifting surface of 136 sq. ft. (19.6 
sq. m.) were used. Wire out, 8,760 ft. (1,143 m.); at maximum altitude, 3,000 ft. 
(9U m.). 

Fog was dense until 9:45 a. m., light until 10 a. m., dense until 11:35 a. m., light 
until 11:42 a. m^, dense until 1:43 p. m., and light thereafter. Light rain began at 
3:19 p. m. When the fog lifted at intervals the sky was seen to be oovered with 
8t.-du., later with St., moving from the southeast. 

A belt of high pressure extended from California to Pennsylvania and low pres- 
sure areas were central over the Gulf of Mexico, the Gulf of St. Lawrence, and in 
the Cuiadian northwest. 

Nonend)er 2S, ISOT.—Fovlt kites having a total lifting surface of 272 sq. ft. (25.2 
sq. m.) were used. Wire out, 13,000 ft. (3,962 m.); at the maximum altitude, 9,000 
ft. (2,743 m.). 

Light rain fell from 8:09 to 8:17, from 9:40 to 9:45, and after 10:20 a. m. Sleet 
was mixed with the rain between 10:30 and 11:15 a. m. About 10 a. m. the kites 
were obscured at intervals by patches of cloud. 

High pressure was central over the Lakes and low pressure over Alabama. 
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RESULTS OF KITE FLIGHTS. 



DateaDd 
hour. 



Not. 26, 1907. 

7:86 a»m... 

7:60 a. m .. 

7:68 a.m... 

8:10 a.m... 

8:28 a.m... 

8:88 a.m... 

9:67 a.m.. 
10:17 a.m.. 
10:47 a.m.. 
11:81 a.m.. 
11:89 a.m.. 
11:60 a. m.. 
12:01 p. m ... I 
12:86 p. m . . . ■ 

NOY.26,1907. 

7:48 a. m... 

7:49 a.m... 

7:59 a. m . . . 

8:18 a.m... 

8:24 a.m... 

8:62 a. ni .. 

9:12 a.m... 
Not. 27,1907. 

9:00 a.m... 

9:09 a. m . . 

9:16 a.m... 
10:49 a. m . . . 
11:84 a.m.. . 
12:68 p. m . . . 

IKM p.m... 

1:17 p.m... 

1:80 p.m... 

1:46 p. m. . . 



On Mount Weather, Ya., |^i|^ 



Alrtem- 
peratura 



a 


M 



op 

28.8 
29.0 
29.0 
29.0 
80.0 
80.0 
8&4 
84.6 
36.0 
88.0 
86.0 
36.0 
37.0 
87.6 

87.6 
37.6 
87.8 
87.9 
37.6 
39.1 
40.0 

82.8 
88.0 
88.2 
88.8 
40.7 
44.0 
44.0 
44.0 
414 
44.0 



-1.8 

—1.7 

-1.7 

-1.7 

-1.1 

-1.1 

0.8 

1.4 

1.7 

2.2 

2.2 

2.2 

2.8 

8.1 

8L1 
&1 
8.2 
8.8 
8.1 
8.9 
4.4 

0.2 
0.6 
0.7 
8.5 
4.8 
6.7 
6.7 
6.7 
6.9 
6.7 



Dir. 



Wind. 
Yelocitj. 



& 

87 
87 
87 
84 
84 
82 
78 
81 
74 
74 
74 
68 
69 

70 
66 

66 

70 w. 

70 

61 



nw. 
uw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

w. 
w. 
w. 



w. 
w. 



66 ; wnw. 



59 
56 
66 
49 
41 
87 
87 
87 
87 
37 



nw. 
nw. 
uw. 
nw. 
nw. 

HW. 
8W. 

RW. 

sw. 

9W. 



MV4S 

p. k. 
26 
26 
26 
25 
26 
25 
29 
28 
28 
27 
27 
27 
88 
42 

20 
20 
20 
26 
30 
82 
86 

19 

19 

18 

18 

9 

7 

7 

7 

7 

7 



MeC* 

11.2 
11.2 
11.2 
11.2 
11.2 
18.0 
12.6 
12.5 
12.1 
12.1 
12.1 
17.0 
18.8 

8.9 
8.9 
8.9 
11.6 
13.4 
14.8 
16.6 

8.5 
8.5 
8.0 
6.8 
40 
8.1 
8.1 
8.1 
&1 
8.1 



At dilftient heighta abOTo 



Height 



Air tem- 
perature. 



a 

s 



Wind. 



Dlr. Yelocitj. 



FeeL 
1,726 
2,881 
8,607 
4,466 
6,193 
6,487 
7,848 
10,847 
11,920 
8,636 
6,092 
4,184 
8,607 
1,726 

1.726 
2,829 
3,823 
4,722 
6,262 
4,856 
1.728 

1,726 
2,928 
8,730 
6,093 
6,010 
6,906 
5,764 
5,477 
8,473 
1,725 



Meters. 
526 



1,099 
1,361 
1,888 
1,962 
2,240 
8,306 
8,633 
2,602 
1,652 
1,260 
1,099 
626 

626 
893 
1,165 
1,439 
1,604 
1,328 
626 

626 
891 
1,187 
1,552 
1,832 
2,105 
1,767 
1,669 
1,059 
526 



<>F. 


oa 


28.8 


- 1.8 


27.9 


-2.8 


28.9 


-1.7 


81.8 


— 0.4 


84^.8 


1.3 


86.2 


1.8 


89.6 


4.2 


8a9 


— 0.6 


22.1 


-6.5 


40.6 


4.8 


84.0 


1.1 


84.9 


1.6 


28.4 


-2.0 


87.6 


8.1 


87.6 


8.1 


86.6 


2.0 


31.6 


- 0.3 


26.8 


- 2.9 


24.6 


- 4.1 


28.0 


— 2.2 


4ao 


4.4 


32.8 


0.2 


80.7 


-0.7 


28.8 


— 1.8 


25.8 


- 8.7 


22.5 


— 6.8 


22.1 


-5.6 


25.0 


— 8.9 


26.2 


— 8.8 


34.6 


1.4 


44.0 


6.7 



i 



69 
70 



— 4. 1 I 



66 

60 



87 



uw. 
nw. 


MiU* 
p. A. 
26 


Meet 
p.s, 
11.2 


nw^ 






nnw 






nw. 






nw. 






wnw. 






wnw. 






w. 






w. 






nw. 






nw. 






nw. 






nw. 

w. 
w. 
wnw. 


42 

20 


18.8 
8.9 


wnw. 
wnw. 






wnw. 






wnw. 

nw. 
nw. 


86 
19 


16.6 
8.6 


nw. 






nw. 






nw. 






nw. 






uw. 






wnw. 






w. 
sw. 


'•"Y 


'8.*i 



November S3, 190S.— Two kites having a total lifting surface of 136 sq. ft. (12.6 
sq. m.) were used. Wire out, 20,000 ft. (6,096 m. ) ; at the maximum altitude, 18,750 
ft. (5,715 m.). 

From 1 to 3 tenths of upper clouds, moving from the northwest, were visible 
during the flight. 

Pressure was high over the Gulf of St. Lawrence and over the Gulf States. An 
area of low pressure was central over Lake Superior and a more active low was 
centered over Long Island Sound. 

November S6, 1907,— One kite with a lifting surface of 68 sq.ft. (6.3 sq. m.) was 
used. Wire out, 7,100 ft. (2,164 m.) at the maximum altitude. 

A few St., moving from the west-northwest at the beginning of the flight, 
increased to 2 tenths at its close. 

Pressure was high over the lower Mississippi Valley, but low over the Lakes 
and the St. Lawrence Valley. 

November t7, 1907,— Two kites having a total Ufting surface of 144 sq. ft. (13.1 
sq. m.) were used. Wire out, 12,000 ft. (3,658 m.) at the time the kites reached 
the greatest height. 

A few Ci. from the northwest were observed at intervals until about 1:30 p. m., 
when the sky became partly covered with Gl. 

High pressure lay over the South Atlantic and Gulf States, while lows were 
central over the Gulf of St. Lawrence and over Minnesota, respectively. 
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RESULTS OF KITE FLIGHTS. 



On Mount Weather, Va., J^ft, 



Date and 
hoar. 



Air tem- 
perature. 



Not. 28, 1907 

8:92 a.m... 

9:00 a.m... 

9:07 a.m... 

9:28 a.m.. 

9:40 a.m... 

9:48 a.m... 
10H)7a.m... 
10:80 a.m... 
Not. 29,1907. 

7:80 a.m... 

7:54 a.m... 

8:21 a.m... 

8:44 a.m... 

9:02 a.m... 

9:46 a.m... 
10:08 a.m... 
llKX)a.m... 
Nor. 80,1907. 

7:50 a. m . . 

8:84 a.m. . . 

9:40 a.m... 
10:02 a.m... 
10:20 a. m . . . 



46.0 
45.5 
46.2 
46.5 
46.0 
46.6 
46.8 
47.0 

8a9 
8a6 
8t0 
81.5 
82.8 
88w0 
88.8 
85.6 

80.0 
29.5 
83.0 
88.6 
82.8 



7.8 
7.5 
7.9 
8.1 
7.8 
8.1 
8.2 
8.8 

-a 6 
—as 

—0.6 
-0.8 

a4 

0.6 
0.7 
2.0 

-1.1 

-1.4 

0.6 

0.9 

0.4 



• 

a 




Wind. 


9 






M 






t 


Dlr. 


VelO( 




Miles 


i 




p. A. 


56 


w. 


8 


59 


w. 


15 


59 


w. 


10 


56 


w. 


10 


58 


w. 


9 


56 


sw. 


9 


56 


aw. 


9 


58 


8W. 


9 


55 


nw. 


9 


58 


nw. 


9 


57 


nw. 


6 


60 


nw. 


4 


54 


nw. 


5 


58 


nw. 


6 


50 


nw. 


4 


48 


nw. 


4 


61 


se. 


' 11 


62 


e. 


11 


60 


se. 


12 


57 


se. 


12 


59 


se. 


12 



Mefs 
p. *. 
8.6 
6.7 
4.5 
4.5 
4.0 
4.0 
4.0 
4.0 

4.0 
4.0 
2.7 
1.8 
2.2 
2.2 
1.8 
1.8 

4.9 
4.9 
6.4 
5.4 
5.4 



At different heights abore tea. 




Air tem- 
perature. 



1,725 
2,890 
4,420 
6,106 
6,850 
5,521 
4,684 
1,725 

1,726 
2,670 
8,871 
8,092 
1.726 



526 
881 
1,847 
1,861 
1,986 
1,683 
1,897 
526 

628 
814 
1,027 
943 
626 



80.0 
27.8 
27.8 
26.6 
82.8 



a 

7.8 
€.4 
8.5 

as 

4.0 
8.8 
3.6 
8.8 

a 6 

2.5 
6.8 

a 4 

1.4 
8.9 
6.5 
2.0 

1.1 
2.6 
2.6 
8.0 

a4 






Wind. 



Dir. 



56 



a ■ ■ • 

58 
65 



48 
61 



69 



w. 

w. 

w. 

w. 

nw. 

nw. 

nw. 

8W. 

nw. 

nw. 

nnw, 

nw, 

nw. 

nw. 

nw. 

nw. 

se. 

ese. 

ae. 

Bse. 

se. 



Velocity. 



MUe* 

p. h, 
8 



9 



11 



12 



Meft 

p. t. 
8.6 



4.0 
4.0 



1.8 
4.9 



5.1 



November S8, idC77.— Two kites having a total lifting surface of 136 sq. ft. (12.6 
sq. m.) were used. Wire out, 12,000 ft. (3,658 m.); at the maximum altitude, 
11,500 ft. (3,505 m.). 

The sky was covered with A. -St. and St.-Gu. from the west until about 10:30 
a. m., when 01. -St., also from the west, succeeded the St.-Gu. 

High pressure, central over Nevada, extended over the western part of the 
country, while centers of low pressure lay over the northern Gulf and over the 
Lakes. 

November £9, 1907,— Two kites having a total lifting surface of 136 sq. ft. (12.6 
sq. m.) were used. Wire out, 8,800 ft. (2,682 m.); at the maximum altitude, 
8,000 ft. (2,498 m.}. 

During the flignt the sky was three-fourths covered with 01. and A.-Cu. from 
the west at the beginning of the flight, and 01. from the west-southwest after 
about 7:40 a. m. 

High pressure covered the region west of the Mississippi. Low pressure was 
central over Florida and the Gulf of St. Lawrence. 

November SO, 1907.— Four kites with a total lifting surface of 278 sq. ft. (25.7 
sq. m.) were used. Wire out. 7,500 ft. (2,286 m.), at the time the maximum alti- 
tude was reached. 

01., moving from the southwest, were observed during the earlier part of the 
flight, and again near Its dose. 

Areas of high pressure, central north of the lower Lakes and over Utah, were 
separated by a low that occupied the middle Mississippi Valley. Pressure was 
also low, relatively, off the south Atlantic coast. 
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SZ8VLT8 OF KITE FUOHTB. 



I>M.^l««. 


-K 


'a 


i. 


™ 


't 


Rt 
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keL [MUm. 

7» Fnt 
or fM 
vrr i,isi 

«• 1,«H 



B,IM i.sn ' H.6 
l.Mi , 1,(MB t3.a 



i.TU IU6 . a.e 



Deetmbtrt, 1907.— Two Ut«a hkvlDg a totAl lifting Burfaoe of 136 sq. ft. (19.6 
sq. m.) wen used. Wire ont, 90,000 ft. (6,086 m.) at the mulmnm alUtnde. 

A few CI. clouds were movlDg from the west-Dorthweet until about 3 p. m., 
when the direction □hanged to weat and the amonnt Increased to 7/10 or 8/10, 
decresBing to 3/10 or lees after 1 p. m. 

A low waa central east of Maine and a secondary low waa orer Arkansas. Prea- 
snre was high over southern Alabama and higher over the Booky UouDtalo region. 

December S, IW7.~Flrst flight: Two liltes with a total lifting surface of 136 
sq. ft. (1S.6 sq. m.) were used. Wire out, 16,000 ft. (4,673 m.) at the maximum 
altitude. 

The sky was oovered with St. clouds moving from the west. The leading Iclte 
disappeared into the clouds at B:G5 a. m. Snow begao at J0:26 a. m. 

Second flight: One kite with a lifting surface of 74 sq. ft. (6.8 sq. m.) was oaed. 
Wire out, 7,000 ft. (9,134 m.l; at maximum alUtude, 6,900 (t. (9,103 m.). 

Dense fog, diminishing at Intervale, prevailed, and snow fell from 4:iS p. ro. 
until 6 p. m., and again during the latter part of the Olght. 

At 6 a. m. relatively low pressure was central over Weet Virginia, while pres- 
sure was high off the Atlantic coast and over the western half of ^e United States. 



UPPER AIB CONDITIONS. 
RESULTS OF KITE FUOHTB. 



cXlWT. 



i-T,U 



>,I7D 
t,M(l 



Deetmber 4, 1907.— Tint flight : Two kites h&vtng a total urtlng surt&oe of 143 Bq. 
ft. (13.1 aq. m.> were used. Wire out, 3,000 ft. (914 m.) at the maximum altitude. 

Light snow tell thruout the flight and dense fog prevailed. 

High preeeure, central over Iowa, covered the Interior of the country, and low 
pressure was oeutra] off Nantucket and over the South Carolina coast. 

Second Bight: Three kites having a total lifting aurtace of 310 sq. ft. (19.4 sq. m.) 
were used. Wire out, 13,500 ft. (4,116 m.); at the maximum alUtude, 11,430 ft. 
(3,484 m.). 

Light fog prevailed and light snow continued thruout the flight. 

Deeember S, 1907.— Tom kites having a total lifting surface of 159 sq. ft. (14.6 
sq. m.) were used. Wire out, 14,000 ft. (4,367 m.]; at the maximum altitude, 
13,600 ft. (4,116 m.). 

The sky was partly oovered with CM. clouds moving from the northwest. A tew 
A. -St., also from the northwest, were observed about 6:30 p. m. 

Pressure was high over the Ohio and the lower Mississippi valleys and low off 
Nantucket. 
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ItecMtber 5, 19or.—Tvo Ut«a havlDg a total lUtiDg surface of 143 sq. tt. (13.1 
eq. m.) were used. Wire out, 30,100 tt. (6,126 m.) at the maximum altitude. 

The eky wae dear. 

Pressure wae high over the EaBtem and Boutheaatem States, with oeutera over 
West Virginia and Oeorgla. The barometer wae low over Nova Sootia BOd tb« 
Canadian northwest, and there was a slight depression over northern Texas. 

Z>(eember7,i907.— Two kites with a total lifting surface of 112 sq.ft. (10.3 sq.m.) 
were used. Wire out, 3,000 ft. (614 m.) at maximum altitude. 

A.-Bt. and 8t.-Gu. clouds from the west partly covered the sky. 

At 8 a. m. high pressure oovered the South Atlantlo States, with a oenter over 
western Virginia; and low pressure was central over the Gulf of St. Lawreuoe. 

Dttember 9, 1907 One kite having a lifting surface of 14 eq. ft. (4.1 sq. m.) wa« 

used. Wire out, 6,000 ft. (2,438 m.) at maximum altitude. 

Light rain aod dense tog prevailed. 

An active low occupied the Mississippi Valley, with its center over Arkansas. 
Fresanre was high over the north Atlantic coast and over the northern Kooky 
Uountaln plateau uid slope. At 8 a. m. rain was falling over praotloally the 
whole Mississippi Valley. 
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RESULTS OF KITE FLIGHTS. 





On Hoant Weather, 


V. 626 m. 

^*-»l,?26a 


At different heights abore sea. 


Date and 
hour. 


Air tem- 
peratare. 


• 

a 

■ 

96 
97 
97 
96 
98 
100 
100 
96 

62 
64 
67 
68 
68 
68 
61 
68 
67 
78 




Wind. 




Height 


Air temp- 
peratare. 


• 

a 




Wind. 




Dir. 


Velocity. 


§ 


Dir. 


Velocity. 


Dec. 10, 1907 

8:65 p m... 

8:68 p.m... 

4:04 pc m. . . 

4:12 p. m. . . 

4:21 p. m . . . 

4:86 p.m... 

4:64 p.m... 

4:68 p.m... 

6:00 p.m... 
Dec. 11, 1907 
11:80 a.m... 
12:21p.m. . 
12:40 p.m... 
12-JSO p. m . . . 


OF. 

6ai 

49.8 
49.6 
49.3 
49.0 
48.8 
46.6 
46.0 
87.0 

8a6 
81.0 
81.7 
82.0 
81.7 
80.6 
80.8 
29.0 
28.8' 


oa 

10.1 
9.9 
9.8 
9.6 
9.4 
9.8 
8.1 
7.8 
2.8 

-0.8 
-0.6 
-0.2 
0.0 
-0.2 

-as 
^-ao 

-1.7 
—1.8 


asw. 

8. 

s. 

9. 

B. 
8W. 

w. 

uw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 


Miles 

p. A. 

6 

6 

6 

6 

6 

7 

19 

82 

88 

26 
26 
26 
26 
25 
25 
26 
24 
24 
25 


MeCn 

p. t. 

2.7 

2.7 

2.2 

2.7 

2.7 

8.1 

8.6 

14.8 

17.0 

11.6 
11.6 
11.6 
11.6 
11.2 
11.2 
11.2 
10.7 
10.7 
11.2 


Feel, 

1,725 

2,400 

2,961 

8,978 

6,188 

6,726 

7,895 

4,905 

1,726 

1,726 
8,188 
8,716 
6,448 
6,884 
7.817 
4,820 
6,092 
8,060 
1,725 


Meters. 

626 

782 

902 

1.212 

1,666 

1,746 

2,254 

1,495 

526 

528 

965 

1.182 

1,660 

1.946 

2,280 

1,469 

1,869 

989 

526 


°F. 
60.1 
48.9 
46.9 
41.5 
86.7 
82.7 
26.5 
88.1 
37.0 

8a6 
24.8 
21.2 
16.8 
19.6 
8.6 
14.4 
14.5 
19.0 
28.1 


lai 

9.4 
8.8 
6.8 
2.6 
0.4 

— 8.6 
8.4 
2.8 

— 0.8 
-4.0 

— 6.0 
-9.0 
-6.9 
—18.0 
—10.0 
-9.7 
-7.2 
-2.2 


^ 


asw. 


Miles 
6 


Mees 
p. s. 
2.7 




■w. 






.... 8W. 






.... W8W. 


, 




.... W- 






.... 
'95* 

62 
*78* 


w: 

w. 
nw. 

nw. 
wnw. 
wnw. 
nw. 


26 


"iY.b 
11.6 






1:00 p.m... 
1:42 p.m... 
1:65 p.m... 
8:00 p.m... 
8:80 p.m... 
4:00 p.m... 


nw. 


• •■• •'• «••• • 


nw. 

w. 

w. 

nw. 

nw. 




'••••• 




28.1 


-2.2 


25 


11.2 



December 10, 2907,^Two kites with a total lifting surface of 136 sq. ft. (13.1 sq. 
m.) were used. V^ire out, 10,000 ft. (3,018 m.); at maximum altitude, 8,500 ft. 
(2,591 m.). 

Light fog prevailed at the beginning of the flight, and the sky was partly 
covered with St.-Gu. from the southwest. Dense fog from the southwest set in at 
4:47 p. m. and a thunderstorm, also from the southwest, past over the station ; 
rain fell from 4:52 to 5:25 p. m., and sharp lightning, accompanied by thunder, 
was seen at 5:06 p. m. One discharge of lightning drew the temper from several 
thousand feet of wire nearest the head kite, coloring it a dark blue. The twisted 
splices were not discolored, indicating that they had sufficient conductivity to 
accommodate the discharge. 

At 8 a. m. high pressure lay over the western part of the country, and low pres- 
sure prevailed east of the Mississippi. In the last twenty-four hours the storm 
center moved from Arkansas to Lake Ontario, causing snow in northern, and rain 
and thunderstorms in southern districts east of the Mississippi. 

December IX, i^^.— Three kites having a total lifting surface of 191 sq. ft. (17.6 
sq. m.) were used. Wire out, 15,000 ft. (4,472 m,); at maximum altitude, 10,000 
ft. (3,048 m.). 

The sky was partly covered until about 1:30 p. m., and thereafter nearly covered 
with St.-Gu. from the west-northwest. Small amounts of Gi. and of Ci.-Cu. from 
the west were observed at intervals. The leading kite was in the clouds at 2:03 
and at intervals until 2:44 p. m. 

At 8 a. m. a well developed low was central over New England. Snow fell east 
of the Lakes and southward to Virginia. Moderately high pressure occupied the 
Mississippi Valley. 
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BE8ULTB OF KITE FLIGHTS. 



Date and 
hour. 



Dec. 18, 1907. 

liSOpiai... 

1:68 p. m.. . 

8:04 p. m . . . 

2:21p.m... 

2:29p.in... 

2:40p.m... 
2d flight 

2:62 p. m . . . 

8:07 p.m... 

8:16 pwm... 

8:88 p.m... 

8:60 p. m . . . 

4:16 p.m... 

4:27 p.m... 

4:86 p. m.. . 

4:44 p.m... 

6:20 p.m... 

6:86 p.m... 

6:64 p.m... 
Dec 18, 1907. 

4:28 p.m... 

4:80 p. m . . . 

4:41p.m... 

6:09 p.m... 

8:19 p.m... 

6:40 p.m... 
Dec. 14, 1907. 

9:66 a.m... 
10:07 a. m . . . 
10:12 a.m... 
10:28 a.m... 



On If oant Weather, Va. , j^jMt 



Air tem- 
perature. 



27.2 
28.0 
28.0 
28.0 
28.0 
2&0 

27.6 
27.2 
27.2 
28.7 
28.8 
26.0 
26.6 
26.2 
26.0 
24.0 
28.7 
28.4 

26.0 
24.7 
24.7 
24.7 
24.4 
24.6 

28.0 
28.0 
2&0 
28.8 



—2.7 
—2.2 
—2.2 
—12 
-2.2 
—2.2 

-2.6 
—2.7 
-2.7 
-i9 
-2.9 
-&8 
—3.6 
-8.8 
-8.9 
—4.4 
-4.6 
—4.8 

-8.9 
—4.1 
-4.1 
-4.1 
—1.2 
-4.2 



a 

t 



66 

66 
65 
67 



66 
66 

66 
66 
66 
69 
64 
68 
68 
66 
60 
66 

78 
65 
68 
71 
71 
75 



Dir. 



Wind. 



Velocity. 



-2.2 100 

-L2 100 

-2. 2 100 

1.8 100 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

nw. 
uw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

ae. 
se. 
ae. 
Be. 
se. 
se. 

e. 
e. 
e. 

e. 



MUeM 
p.h, 
24 
24 
84 
28 
24 
28 



81 
31 
29 
28 
21 
21 
21 
21 
26 
86 



18 
18 
18 
12 
12 
12 



10 
19 
19 
19 



Meet 

p.t. 

ia7 

10.7 
10.7 
10.8 
10.7 

ia8 

10.8 

18.9 

13.9 

l&O 

12.6 

9.4 

9.4 

9.4 

9.4 

11.2 

11.2 

11.2 

8.0 
&0 
8.0 
6.4 
6.4 
6.4 

4.6 
8.6 
8w6 
8.6 



At dlfforeot hel^te ahore sea. 



Height 



Feet. 

1,726 

2,867 

8,982 

4,646 

8,823 

1,726 

1,736 
8,024 
4,206 
6,064 
7,680 
8,686 
7,986 
6,816 
6,097 
8,886 
2,767 
1,726 

1,726 
2,717 
8,041 
8,866 
8,472 
1,725 

1,726 
8,628 
4,846 
1,786 



Meiers. 

626 

871 

1,808 

1,416 

1,166 

626 

626 
1,074 
1,282 
1,650 
2,296 
2,611 
2.246 
1,772 
1,654 
1,178 
848 
626 



828 

927 

1,176 

1,068 

626 

626 
1,106 
1,824 

626 



Air tem- 
perature. 



°F 
27.2 
18.7 
18.6 
11.8 
14.4 
28.0 

27.6 
18.0 
25.2 
25.7 
19.4 
17.6 
19.6 
23.4 
23.4 
16.0 
19.2 
23.4 

26.0 
87.4 
8&1 
88.8 
86.6 
24.5 

28.0 
28.8 
80.0 
28.8 



— 2.7 

— 7.4 
—10.8 
—11.2 

— 9.8 

— 2.2 

— 2.6 

— 7.8 

— 3.8 

— 8.6 

— 7.0 

— 8.0 

— 6.9 

— 4.8 
-4.8 

— 8.9 

— 7.1 

— 4.8 

-8.9 
8.0 
8.4 
8.5 
2.0 

— 4.2 



a 

9 



Wind. 



& 



86 



66 

73 



76 



2.2 ilOO 

6. 1 ' . . . . 

1.1 ;... 

t.8 100 



Dir. 


Velocity. 


DW. 

wnw. 


MUee MeC$ 

0. A. 0. M. 

24 10.7 


wnw. 






wnw. 






wnw. 






nw. 

nw. 
nw. 


23 
28 


ia8 

10.8 


nw. 






nw. 
nw. 






nw. 






uw. 






nw. 






nw. 
nw. 


•••••• 




nw. 






nw. 

se. 
Me. 
■■e. 


26 
18 

• • • • 


1L2 
8.0 


B. 

8. 






se. 

e. 
eae. 


12 
10 


6.4 

4.6 


eee. 







e. 19 



8.5 



December li^ 1907,— One kite havlDg a lifting surface of 68 sq. ft. (6.3 sq. m.) was 
used. Wire out, 6,000 ft. (1,524 m.); at the maximum altitude, 4,660 ft. (l,472ai.). 

A few St.-Cu. movlDg from the north-northwest were seen during the fllghtT 

At 8 a. m. pressure was low over Kova Sootla and over northern Texas, while 
high pressure, central over Ohio, extended from the Lakes to Florida. 

Second flight: Two kites with a total lifting surface of 123 sq. ft. (11.3 sq. m.) 
were used. Wire out, 15,000 ft. (4,672 m.) at the maximum altitude. 

A few St.-Gu. from the north-northwest were observed during the flight. 

At 8 a. m. an area of high pressure, central over Ohio and extending from the 
Lakes to Florida, separated low-pressure areas central over Nova Scotia and 
northern Texas. 

December 13, 1907.— Two kites having a total lifting surface of 186 sq. ft. (12.6 
sq. m.) were used. Wire used, 6,000 ft. (1,624 m.); at maximum altitude, 4,500 ft. 
(1,372 m.). 

During the flight the sky was covered with St. clouds from the southwest. 

At 8 a. m. pressure was high over Pennsylvania and low over Louisiana and 
Nova Scotia, respectively. 

December 14, 1907. — One kite with a lifting surface of 55 sq. ft. (5 sq. m.) was 
used. Wire out, 8,000 ft. (2,438 m.) at the maximum altitude. 

At the beginning of the flight the sky was covered with St. clouds from the east. 
Dense fog, also from the east, prevailed after 10 a. m. Bain ended just before the 
flight and began again at 10 :25 a. m; amount for the day, 1.74 inches. 

An active low was central over southern Indiana, with secondary lows over 
eastern North Carolina and northern Texas. High pressure occupied the St. Law- 
rence Valley. At 8 a. m. snow was falling from Missouri northward to the Lakes 
and eastward to the Atlantic. 
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BESULTS OF KITE FLIGHTS. 



Date and 
hour. 



Deo. 16, 1907. 
10:29 a.m... 
10:40 a. m. . . 
10:68 a.m... 
11:04 a.m... 
11:82 a.m... 
12:05 p.m... 
Dec 17, 1907. 

8:18 a.m... 

8:26 a.m... 

8:86 a.m... 

8:46 a.m... 

8:61 a.m... 
10:12 a.m... 
10:24 a.m... 
10:88 a. m. . . 
11:06 a.m... 
11:14 a.m... 
11:21 a.m... 
11:26 a.m... 
11:86 a.m... 
Dec. 18, 1907. 

6:48 p.m... 

6:68 p.m... 

7:08 p.m... 

7:12 p.m... 

7:18 p.m... 

7:28 p.m... 

7:82 p.m... 

7:86 p.m... 



On Meant Weather, Va., i^^^i^ 



Air tem- 
perature. 



80.6 
30.7 
80.7 
80.8 
8L4 
82.8 

29.8 
29.9 
80.0 
80.0 
80.0 
81.0 
81.0 
81.8 
81.6 
81.8 
81.8 
81.8 
82.0 

28.1 
28.1 
28.0 
28.0 
28.0 
28.0 
28w2 
28.8 



-0.8 

— a7 

-0.7 

-a 7 

-0.8 
0.2 

—1.2 
—1.2 
—1.1 
—1.1 
—1.1 
—0.6 
—0.6 
-0.4 
—0.2 
-0.1 
-0.1 
-0.1 
0.0 

-2.2 
-2.2 
-2.2 
-2.2 
-X2 
-2.2 
-2.1 
-2.1 



a 

s 



4 

72 
72 
72 
76 
67 



59 
69 
62 
62 
68 
68 
64 
61 
62 
62 
62 
61 

100 
100 
100 
100 
100 
100 
100 
100 



Wind. 



Dir. 



wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 

w. 

w. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 



Velocity. 



Miles 
p.h, 
26 
26 
26 
84 
84 
81 

10 
10 
11 
11 
16 
18 
12 
12 
16 
19 
16 
16 
16 

10 
10 
10 
10 
9 
9 
10 
10 



Meft 
p. i. 

11.2 
11.2 
11.2 
16.2 
16.2 
18.9 

1L6 
4.6 
4.9 
4.9 
6.7 
6.8 
6.4 
6.4 
7.2 
8.6 
7.2 
6.7 
6.7 

4.6 
4.6 
4.6 
4.6 
4.0 
4.0 
4.6 
4.6 



At diflfbxent heights abore sea. 



Height. 



FuL 

1,726 

8,680 

4,467 

6,224 

2,768 

1,726 

1,726 
2,846 
4,204 
6,422 
6,062 
6,180 
6,278 
4,786 
4,829 
8,786 
8,088 
2,628 
1,726 

1,726 
2,578 
8,809 
4,171 
4,489 
4,096 
2,666 
1,726 



Meier i. 

626 

1,076 

1,861 

1,602 

991 

626 

626 

867 

1,281 

1,668 

1,848 

1,884 

1,609 

1,468 

1,820 

1,188 

924 

769 

626 

826 

784 

1,008 

1,271 

1,868 

1,248 

810 

626 



Air tem- 
perature. 



OR 
80.5 
20.6 
16.7 
14.0 
24.4 
82.8 

29.8 
29.6 
21.7 
17.6 
16.4 
l&l 
17.6 
19.2 
20.8 
22.8 
24.6 
26.6 
82.0 

28.1 
28.9 
26.8 
28.2 
22.8 
2&9 
29.1 
28.8 



— 0.8 

— 6.4 

— 8.6 
—10.0 

— 4.2 
0.2 

-1.2 

— 1.4 

— 6.7 

— 8wO 

— 9.2 
-9.4 

— 8.0 

— 7.1 

— 6.6 

— 6.4 

— 4.1 

— 8.0 
0.0 

-2.2 

— 1.7 

— 2.9 

— 4.9 

— 6.4 

— 4.6 

— 1.6 

— 2.1 



s 

d 



k 



67 



61 
100 



100 



Wind. 



Dir. 



wnw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 



w. 

wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
w. 



w 
w 
w 
w 



Velocity. 



Mile* 
p,h. 
26 



81 
10 



15 
10 



• • • « • • 



10 



Meet 

p.t, 
11.2 



18.9 
4.6 



6.7 
4.6 



■ ■ • • I 



4.6 



Deamber 16, 1907,^Two kites having a total lifting surfaoe of 136 sq. ft. (12.6 
sq. m.) were used. Wire out, 8,500 ft. (2,591 m.) at the maximum altitude. 

During the flight the sky was nearly or wholly covered with St.-Gu. moving from 
the west-northwest. A few A.-Gu. from the west were observed. 

Low pressure was central over Nova Scotia, with a seoondaiy depression north 
of Lake Ontario. Pressui'e was high over Louisiana and north of Dakota. Light 
snow was falling from Kentucky northeastward. 

December 17, lOOr.^Four kites, with a total lifUng surface of 242 sq. ft. (22.4 
sq. m.), were used. Wire out, 15,000 ft. (4,672 m.); at the maximum altitude, 
13,400 ft. (4,084 m.). 

During the flight the sky was overcast, at first with St. -Chi. from the northwest, 
later with slightly lower St. from the west-northwest. The leading kite entered 
the St.-Gu. clouds in ascending at an altitude of 5,422 ft. (1,653 m.) and emerged 
from the St. clouds at the height of 4,786 ft. (1,458 m.) in descending. The kite was 
heavily coated with a compact formation of frost, extending one-half inch to wind- 
ward on some of the larger sticks. The wire also was heavily coated for several 
hundred feet from the kite. 

The barometer was high over the Middle and South Atlantic States, and was 
low over Texas and the St. Lawrence Valley. 

December 18, 1907, — One kite was used in the flight; lifting surface, 74 sq. ft. 
(6.8 sq. m.). Wire out, 5,500 ft. (1,676 m.); at maximum altitude, 4,200 ft. (1,280 m.). 

Light fog prevailed at the beginning of the flight, but it soon became dense and 
so continued until the kites were landed. The wire, especially that near the kite, 
was heavily coated with frost when reeled in. 

At 8 a. m. a moderate depression lay over lower (3anada, and a slighter depres- 
sion extended from Georgia to eastern Kentucky. The barometer was compara- 
tively high off the middle Atlantic coast and over the Bocky Mountain region. 
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i>Kember i9, i»)7.-Four kites, having a total lUtlng surface of 9G1 sq. ft. (23.3 
eq. m.), were used. Wire out, 33,700 tt, (7,323 m.); at the mailrauin altitude, 
21,000 ft. (6,400 m.). 

When tbe Bight begau the sky was partly corered with 8t.-Cu. clouds from the 
northwest. These graduallj disappeared, leaving the ekj dear during tbe latter 
part of the flight. 

High pressure oovered practically all of the United States, with centers over 
western Tennessee and Wyoming. Pressure was low north of tbe Lakes. 

Decemder 20, ;d07.— Two kites having a total lifting surface of 142 eq. tt. (13.1 
eq. m.)were used. Wire used, 7.G00 ft. (3,286 m.); at the maximum altitude 
6,900 ft. (1,739 m.) of wire was out. 

Bt.-Cu. from the west covered the sky during the eotire flight. 

At 6 a. m. presaure was high over the oountry, except over Utah and Arizona 
and hi the upper Lake region. The eastern high area was central over Virginia 
and North Carolina. 
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RESULTS OF KITE FLIGHTS. 



, On Mount Weather, Va.,J^2jrft. 



Date and 
hour. 



Dec.21,190*. 

8:06 a.m... 

8:10 a.m... 

8:14 a.m... 

8:29 a.m.. 

8:41 a. m. . . 

9:22 a.m... 

9:50 a. m . . . 

9:68 a.m... 
10:02 a.m... 
10:84 a. ro . . . 
Dec. 23, 1907. 

9:02 a.m... 

9:20 a.m... 

9:80 a.m... 

9:67 a. m. . . 
10:09 a. m . . . 
1 1 :06 am . . . 
11:67 a.m.. . 
12:11 p. m... 

1:35 p.m... 



; a 

Air tern- ^ 
perature. ^ 



OF. 

29.8 
29.4 
29.4 
29.8 
29.8 
81.0 
82.0 
82.0 
32.3 
82.0 

4S.7 

6ao 

60.0 
60.0 
49.6 
48.8 
48.0 
4&8 
47.7 



Wind. 



Dir. 



Velocity. 









Miles 


OG 
-1.5 


^ 


nw. 


p. k, 
24 


-1.4 


77 


nw. 


24 


-1.4 


77 


nw. 


26 


-1.2 


77 


nw. 


26 


—1.2 


77 


nw. 


82 


-0.6 


74 


nw. 


82 


0.0 


74 


nw. 


81 


0.0 


74 


nw. 


81 


0.2 


74 


nw. 


31 


0.0 


69 


nw. 


80 


9.8 


100 


MW. 


14 


10.0 


100 


saw. 


16 


10.0 


100 


ssw. 


14 


10.0 


100 


BSW. 


16 


9.7 


100 


saw. 


12 


9.8 


100 


s. 


12 


8.9 


100 


d. 


12 


9.1 


100 


86. 


13 


8.7 


100 


saw. 


12 



Mef$ 

p. s. 
10.7 
10.7 
11.6 
11.2 
14.8 
14.3 
18.9 
18.9 
13.9 
13.4 

6.3 
7.2 
6.8 
7.2 
6.4 
5.4 
5.4 
6.8 
6.4 



At different heights ahove sea. 



Height 



FeeL 

1,725 

3,845 

4,212 

5,588 

6,135 

4,263 

8,856 

8.629 

3,159 

1,725 

1,726 
8,884 
4,147 
6,208 
7,446 
7,020 
5.417 
8,931 
1,725 



Mel TM. 

626 

1,172 

1,284 

1,703 

1,870 

1,299 

1,176 

1,076 

963 

526 

626 
1,016 
1,264 
1,892 
2,270 
2,140 
1,651 
1,198 I 

626 , 



Air tem- 
perature. 



OF. 
29.8 
24.8 
32.0 
37.0 
32.9 
38.5 
25.7 
29.3 
23.9 
82.0 

48.7 
49.5 
60.4 
43.9 
41.7 
44.6 
49.3 
54.7 
47.7 



- 1.5 

- 4.0 
0.0 
2.8 
0.5 
3.6 

-8.5 

- 1.5 

- 4.5 
0.0 

9.3 
9.7 

10.2 
6.6 
6.4 
7.0 
9.6 

12.6 
8.7 



i 

s 



WlnO. 



Dir. 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



100 saw. 

• • ■ • EfoW^f 

• • • ) BftW* 

• • • • 8iT« 
. • • • oW» 

, , . H »», 

■ • » • 0B vT • 



100 ssw. 



Velocity. 



Mile* 
p. h. 
24 



30 
14 



12 



Mets 
p. s. 
10.7 



13.4 
6.8 



6.4 



December Jf /, 1907, — Two kites, having a total lifting surface of 136 sq. ft. (12.6 
Bq. m.), were used. Wire used, 10,000 ft. (3,048 m.), at the maximum altitude. 

At the beginning of the flight a few St. clouds were seen moving from the 
northwest. Long valley clouds then began to form. Some Gl.-Ou. from the 
west were seen Just before 10 a. m., and from that time until the end of the 
flight the sky was half covered with St.-Cu. from the northwest. 

Pressure was low over the Oanadian northwest, and over western Texas; else- 
where the barometer was high, with the eastern center over southern Ohio and 
West Virginia. 

December 2S, 1907,— Two kites having a total lifting surface of 102 sq. ft. (9.3 
sq. m.) were used. The maximum length of wire, 12,500 ft. (3,810 m.), was out at 
the maximum altitude. 

Dense fog prevailed, and light rain fell at intervals. 

A low, central over Indiana at 8 a. m., dominated the weather in the eastern 
part of the United States. 

At 8 a. m. niin was falling from Tennessee northward and eastward. High 
pressure was central over Nevada. 

BMWO 9 
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On Mount Weather, Va., J^'^^ 


At different heights ahoye sea. 


Date and 
huur. 


Air tem- 
perature. 


9 
Xi 

t 

61 
61 
64 
58 
60 
68 
62 
61 
60 
60 
58 

68 
68 
66 
65 
65 
64 

5i 

60 
51 
52 
62 
62 
62 
62 
62 
52 


Wind. 


Height 


Air tem- 
perature. 


■ 

a 

.a 

t 

• • • ■ 

• • • • 

64 

« • • • 
■ ■ • ■ 

• • • * 

• • « • 


Wind. 




Dir. 


Velocity. 


Dir. 


Velocity. 


Dre.24,1907. 
1:80 p.m. . 
1:49 p.m... 
2:10 p.m... 
8:19p.m... 
8:48p.m.. . 


87.8 
87.8 
87.4 
87.8 
87.0 
86.0 
85.5 
84.0 
83.2 
84.0 
84.0 
84.0 

87.0 
87.0 
8&6 
88.2 
88.0 
88.7 
88.8 
89.0 
89.6 
4a 2 
4a 2 
89.8 
89.5 
89.6 
39.6 
89.6 


8.2 
8.2 
8.0 
2.8 
2.8 
S.2 
1.9 
1.1 

a7 

1.1 
l.l 
1.1 

2.8 
2.8 
8.7 
8.4 
8.8 
8.7 
8.8 
8.9 
4.2 
4.6 
4.6 
4.8 
4.2 
4.2 
4.2 
4.2 


wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 

wnw. 

wnw. 

wnw. 

8. 
8. 

8. 
8. 

a. 

aae. 

88e. 

Bse. 

8e. 

se. 

sse. 

B«>e. 

sae. 

sse. 

sse. 

8. 


Mies 

p. h. 

17 

16 

16 

15 

14 

8 

7 

7 

7 

8 

8 

11 

10 
11 
8 
10 
11 
11 
10 
11 
11 
11 
10 
10 
10 
11 
11 
12 


MeC* 

P »' 

7.6 

6.7 
7.2 
6.7 
6.8 
8.6 
8.1 

ai 
ai 
a6 
a6 

4.9 

4.5 
4.9 

a 6 

4.5 
4.9 
4.9 
4.6 
4.9 
4.9 
4.9 
4.5 
4.5 
4.5 
4.9 
4.9 

a4 


FM, 

1,726 

2,601 

8,651 

1,725 

8,415 

4,691 

6,818 

8,009 

6,814 

4,264 

8,490 

1.726 

1,725 
2,915 
4,6a% 
6,418 
6,875 
7,906 
9,164 
7,990 
6,709 
5,646 
4,642 
4,188 
8,702 
8,186 
2,652 
1,725 


Meter*. 

626 

794 
1,118 

526 
1,011 
1,899 
1,772 
2,441 
1,925 
1,800 
1,064 

626 

626 

888 

1,428 

1,660 

1,948 

2,410 

2,790 

2,485 

2,045 

1,721 

1,415 

1,275 

1,128 

971 

808 

626 


OF. 

37.8 
32.5 
28.2 
87.8 
28.4 
27.9 
24.8 
17.6 
23.4 
32.0 
80.4 
31.0 

87.0 
32.0 
80.2 
81.8 
27.7 
23.5 
20.8 
28.7 
28.9 
82.7 
8a6 
81.6 
84.5 
34.9 
86.0 
89.6 


OC 
8.2 

a8 

- 2.1 
2.8 

- 2.0 
-2.3 

- 4.0 

- 8.0 

- 4.8 


wnw. 

nw. 

wnw. 

wnw. 

nw. 

wnw. 

wuw. 

nw. 

MW. 

wnw. 


Mile* 
p. A. 
17 


Mfi 
p. i. 

7.6 






16 


a7 


4:06 p.m.. 
4:45 p. m . . . 










6:27 p. m . . . 






6:88 p. m . . . 






5:50 p.m.. . 


ao !.... 
— 0.9 P 






5:58 p. m . . . 

6:36 p. m . . . 
Dec. 25,1907. 
10:02 a.m... 
10:12 a. m... 
10:22 a.m.. . 


wnw. 






1.1 
2.8 

ao 

- 1.0 

-ai 

-14 

- 4.7 

- a2 

-4.6 

-1.7 

0.4 

a 9 

-0.2 
1.4 
1.6 
2 2 
4.2 


- - - - 

66 
68 

52' 


wnw. 

8. 

sw. 

W8W. 


11 
10 


4.9 
4.6 


10:28 a. m . . . 
10:35 a. m . . . 


w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 
wsw. 


• • ■ • ■ 




10:48 a. m . . . 
10:69 a. m . . . 






11:18 a.m... 
11:35 a.m... 
11:46 p.m... 

12:00 m 

12:03 p.m... 
12:05 p. m . . . 
12:06 p. m . . . 
12:08 p.m... 
12:18 p.m.. . 






sw. 

88W. 

8. 

8. 






"ii 


• « • • 

'6.4 



December S4, 1907. —For the first part of the flight, one kite, with a lifting sur- 
face of 55 sq. ft. (5.0 sq. m.), was used. The second flight was made with four 
kites having a total lifting surface of 248 sq. ft. (22.9 sq. m.). Wire used, 12,500 
ft. (3,810 m.), and 10,000 ft. (3,048 m.) was out at the maximum altitude. 

St.-Gu. from the west-northwest nearly covered the sky during the first part of 
the flight. During the latter part they were partly replaced by Oi.-St. from the 
same direction. 

At 8 a. m. pressure was very low (28.7 inches) over the Gulf of St. Lawrence; 
another center was over Montana. High pressure was central over Texas and 
California. 

December 25, 1907.— Two kites having a total lifting surface of 142 sq. ft. (13.1 
sq. m.) were used. Wire out, 15,000ft. (4,572 m.) at maximum altitude. 

The sky was partly covered with Gi. and A.-St. from the west, but the amount 
rapidly decreased to a few A. -St. from the west after 10:30 a. m. 

Low pressure was central over Michigan, and snow was falling thruout the Lake 
region, while high pressure lay over the South Atlantic States and over the Rocky 
Mountain slope. 
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RESULTS OP KITE FLIGHTS. 



Date and 
hour. 



Dec. 26, 1907. 

7:44 a.m... 

8:06 a. m . . . 

8:80 a.m... 

8:48 a.m... 

9:12 a.m... 

9:28 a.m... 
11:12 a.in... 
12:05 p.m... 
12:16 p.m... 
12:20 p.m... 
12:46 p. m . . . 
Dec 27, 1907. 

7:47 a. m . . . 

8:06 a.m... 

8:21 a.m... 

8:65 a.m. .. 

9:05 a.m... 

9:28 a. m . . . 

9:41 a.m... 
10:16 a.m... 
10:54 a. m . . . 
11:17 a.m... 
11:44 a.m... 
12:06 p.m... 
12:14 p.m... 
12:23 p.m... 
12:80 p.m... 



On Mount Weather, Va.. f^j^ 



Air tem- 
perature. 



9 



Wind. 



OF. 

84.9 
85.0 
85.1 
85.8 
85.7 
85.8 
89.6 
41.8 
48.0 
418 
48.0 

44.4 

44.0 
44.5 
47.0 
48.8 
49.5 
49.8 
6a7 
56.0 
65.7 
54.8 
58.0 
62.8 
62.7 
52.6 



OC. 
1.6 
1.7 
1.7 
1.8 
2.1 
2.1 
4.2 
6.4 
6.1 
6.8 
6.1 

6.9 

6.7 

6.9 

8.8 

9.1 

9.7 

9.6 

10.4 

12.8 

18.2 

12.4 

11.7 

11.6 

11.5 

11.4 



76 
76 
72 
71 
70 
64 
62 
62 
68 
63 

54 
51 
47 
41 
33 
86 
86 
86 
29 
Si 
36 
85 
35 
84 
34 



Dir. 


Vela 




Milet 




p. h. 


nw. 


14 


uw. 


12 


nw. 


12 


nw. 


15 


nw. 


20 


nw. 


18 


nw. 


7 


wnw. 


1 


M. 


1 


see. 


1 


se. 


2 


sae. 


12 


B. 


9 


W8W. 


7 


WBW. 


4 


w. 


6 


w. 


5 


w. 


5 


W. 


4 


saw. 


10 


88W. 


11 


88W. 


12 


asw. 


12 


8. 


12 


8. 


12 


88W. 


13 



Mefi 

p. s. 
6.8 
5.4 
5.4 
6.7 
8.9 
5.8 
8.1 

a4 

0.4 
0.4 
0.9 

6.4 
4.0 
3.1 
1.8 
2.7 
2.2 
2.2 
1.8 
4.5 
4.9 
5.4 
6.4 
6.4 
6.4 
5.8 



At different height* abore aea. 



Height 



Air tem- 
perature. 



a 

s 

Xi 



FM. 


Meters. 


1,725 


626 


2,686 


819 


8,577 


4,090 


4,018 


1,229 


6,289 


1,902 


8,006 


2,440 


8,861 


2,701 


7,890 


2,268 


5,871 


1,789 


8,279 


1,000 


1,725 


526 


1,725 


626 


2,088 


909 


4,673 


1,423 


6,896 


2,102 


8,028 


2,447 


9,057 


8,025 


10,982 


8,832 


12,600 


8,815 


11,175 


8,406 


10,120 


8,085 


7,677 


2,840 


6,817 


1,778 


4,811 


1,466 


3,226 


984 


1,725 


626 



OR 


oa 


819 


1.6 


812 


1.2 


86.7 


2.6 


33.8 


1.0 


28.6 


— 1.9 


214 


-4.2 


25.5 


- 8.6 


80.6 


- 0.8 


82.4 


0.2 


35.6 


2.0 


4a 


6.1 


41.4 


6.9 


50.7 


10.4 


416 


7.0 


44.6 


7.0 


89.4 


11 


82.0 


0.0 


28.2 


- 2.1 


28.0 


— 5.0 


27.9 


— 2.8 


88.8 


0.7 


41.9 


5.5 


60.0 


10.0 


41.9 


6.6 


48.4 


9.1 


52.6 


11.4 



f, 



68 
61 



Wind. 



Dir. 



nw. 

nw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

nw. 

w. 

W8W. 

ae. 



aae. 

W8W. 
WBW. 
WBW. 
W8W. 
W8W. 
W8W. 
W8W. 
WBW. 
WBW. 
WBW. 
W. 

» • • • ■» • 

84 asw. 



• I 



Velocity. 



MUes 
p. h, 
14 



12 



18 



Mee$ 
p. ». 

6.8 



0.9 
6.4 



■ • • • • 



5.8 



December 26, 1907, —YivQ kites having a totol lifting; surfaoe of 316 sq. ft. (29.2 
sq. m.) were used. Wire out, 21,700 ft. (6,614 m.), and 21,000 ft. (6,401 m.) at the 
maximum altitude. 

The sky was nearly covered with Gi., Ci.-St., GI.-Gu., and A.-St. from the north- 
west during the flight. 

Pressure was high along the Atlantic coast, and north of Lake Ontario, while a 
marked depression was advancing across Montana. 

December ^, idc;/.— Three kites with a total lifting surface of 210 sq. ft. (19.4 
sq. m.) were used. Wire out, 23,500 ft. (7,163 m.) at the maximum altitude. 

The slcy was nearly covered with Gi.-St. and A.-St. from the west, but after about 
9:16 a. m. a practically unbroken sheet of A.-St. prevailed. 

A considerable depression was central over Lake Superior, while pressure was 
high over the Atlantic coast and the South Atlantic States. 
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On Mount Weather, Va., J^2?h. 


At different heights abore sea. 


Date and 
hour. 


Air tem- 
perature. 


• 

a 

a 
X 

66 
78 
72 
74 
70 
74 
75 
72 
09 
69 

69 
70 
72 
81 
81 
78 
71 
78 
78 




Wind. 




Height 


Air tem- 
perature. 


• 

a 

. ,. . 

'69* 
69 

■ ■ « • 
■ « • 

■ • 

• ■ • • 

• • • ■ 

a * • • 

78 


W 

Dir. ' 


[nd. 




DIr. 


Velo 

Mi'e* 

p.h. 

15 

12 

11 

8 

9 

7 

7 

7 

9 

10 

11 

20 
20 
18 
14 
11 
16 
14 
IS 
12 


dty. 


V^elocity. 


Dec. 28, 1907. 

9:55 a. m... 

10:08 a. m.. . 


OR 
66.6 
55.0 
68.8 
58.0 
52.8 
51.0 
54.2 
52.6 
54.1 
66.3 
53.8 

56.8 
57.0 
57.1 
51.0 
50.9 
53.8 
54.5 


18.7 
12.8 
11.8 
11.7 
11.6 
12.2 
12.3 
1U4 
12.8 
12.9 
12.9 

18.8 
13.9 
18.9 
10.6 
10.5 
12.1 
12.6 


88W. 

8W. 

ae. 
se. 
se. 

M. 

se. 
se. 
se. 

8. 

W8W. 

WSW. 

B. 

8. 

8. 

8. 

B. 

8. 

». 


Mers 
p. i. 
6.7 
5.4 
4.9 
8.6 
4.0 
8.1 
3.1 

ai 

4.0 
4.5 
4.9 

a9 

8.9 
8.0 

a8 

4.9 
7.2 
6.8 
5.8 
5.4 


1,725 
2,946 
4,602 
6,890 
6,8»3 
7,075 
6,040 
6,188 
8,863 
2,688 
1,725 

1,726 
8,840 
4,126 
4,955 
6,941 
4,626 
8,468 
2,897 
1,725 


Meter*. 

526 

898 

1,403 

1,795 

1946 

2,157 

1,841 

1,681 

1,025 

804 

526 

526 
1,018 
1,258 
1,510 
1,811 
1,880 
1,066 
883 
526 


OR 
56.6 
53.2 
49.6 
42.4 
42.4 
88.7 
41.0 
41.5 
49.8 
51 6 
55.8 

56.8 
5&2 
49.6 
48 6 
45.8 
4a6 
52.2 
52.2 
54.2 


ia7 

11.8 
9.8 
5.8 
5.8 

a7 

5.0 

5.8 

9.6 

10.9 

12.9 

las 

11.8 

9.8 

9.2 

7.4 

9.2 

11.2 

11.2 

12.8 


JfilesMefi 
p. h. p. *. 
Bsw. 15 6. 7 

W. . .r 1 


10:22 a. m... 
10:33a. m... 
10:52 a.m... 
11:03 a. m... 
11:40 a.m... 

12:00 m 

12:18 p.m.. . 
12:19 p.m... 


W. 

w. 
w. 
w. 
w. 

w. 

w. ... 

W8W. . , . 




■ ■ • • 

• ■ • • a 


12:24 p.m... 
Dec. 80, 1907. 
11:59 a. m... 
12:03 p.m... 


8. 

W8W. 
8W. . . . 


11 
20 


4.9 
8.9 


12:09 p. m . . . 


BW. ... 






12:19 p.m... 
12:32 p. m . . . 
12:42 p.m... 


8W. . . . 
8W. ... 
8W. . . . 




.... 


12:59 p. m . . . 


W8W. . . . 






lK>8p.m... 
1:12 p.m... 


54.8 12.4 


W8W. . . . 




.••... 


54.2 


12.8 


8. 


12 


6.4 



December 28, 1907.— T-^o kites with a total lifting surface of 142 sq. ft. (13.1 sq. 
m.) were used. The length of wire at the maximum altitude was 16,000 ft. 
(4,572 m.). 

At the beginning of the flight the sky was covered with Gl. from the west, and 
A.-St. and St.-Cu. from the west-southwest. The lower clouds gradually Increased 
after 11 a. m., the direction changing to west. After 11:50 a. m. the sky was 
nearly overcast. 

Pressure was high over the south Atlantic coast and over Kansas, and was low 
over the Gulf of St. Lawrence. 

December SO, 1^7.— Two kites with a total lifting surface of 136 sq. ft. (12.6 sq. 
m.) were used. The wire out at the maximum altitude was 10,000 ft. (3,048.) 

During the first part of the flight the sky was about one-third covered with Gl. 
from the west and A.-Gu. from the west-southwest. The clouds decreased during 
the latter part of the flight. 

The weather over the eastern portion of the United States was under control of 
a low central over Lake Erie, and rain or snow was falling over practically the 
whole region. High pressure, central over Golorado, covered the western part of 
the country. 
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RE8ULT8 OF KITE FLIGHTS. 



Date and 
hour. 



Dec 81,1907. 
2:86 p.m... 
3:02 p. m . . 
3:20 p.m... 
3:26 p.m... 
8:42 p.m... 
4:04 p.m.. . 
4:20 p.m... 
4:46 p.m... 
6:00 p.m... 
6:16 p. m . . . 
6:42 p.m... 



On Mount Weather, Va., J^^, 



Air tem- 
perature. 



B 

43 



Wind. 



Velocity. 




At different heights abore sea. 



Height 



Air tem- 
perature. 



Feel. 

1,726 

8,744 

6,218 

6,728 

8,716 

9,646 

9,168 

7,590 

6,478 

8,967 

1,725 



Meters. 

526 
1,141 
1,894 
2,061 
2,666 
2,910 
2,794 
2,814 
1,976 
1,210 

626 



I 



°F. 
85.7 
24.8 
16.7 
20.8 
16.7 
16.8 
14.0 
16.7 
14.9 
16.8 
84.0 



S 

s 

t 



Wind. 



Dir. I Velocity. 



2.1 

— 4.0 

— 8.5 

— 6.5 

— 8.5 

— 9.0 
—10.0 

— 8.5 

— 9.5 

— 9.0 
1.1 



^ 



47 



wnw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

wnw. 

w. 



^MiU* 
p.h. 
20 



6 



Mee$ 

p. M, 

&9 



2.7 



December 31, 1907.— Throe kites having a total lifting surface of 200 sq. ft. (19.4 
sq. m.) were used. Wire out, 20,000 ft. (6,096 m.), while 19,000 ft. (5,791 m.) was 
out at the maximum altitude. 

The sky was cloudless until near the close of the flight, when a few St.-Cu. ap- 
peared near the horizon. 

Very low pressure was central over Nova Scotia at 8 a. m., and pressure was 
high over the Middle and Southern States, with a center over western Tennessee. 
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THE LUMINOUS PARTICLE A STRONG MAGNET, AND 
THE CONSEQUENT PRESSURE SHIFT OF SPECTRAL 
LINES. 

By W. J. HUMPHBEYS. 

In the Philosophioal Magazine for November, 1907, Prof. O. W. 
Bichardson discusses, in an excellent manner, the pressure shift of 
spectral lines. In outlining his method he says: 

Briefly stated, the theory to be developed attributes the displacement of spec- 
tral lines produced by pressure to the effect of sympathetic vibrations occurring 
in the surrounding atoms. The fact that an atom A is emitting light shows that 
it is surrounded by an alternating fleld of electric force. This alternating elec- 
tric field will produce forced vibrations of equal period and, under certain condi- 
tions, of like phase in neighboring atoms. The electric field due to the forced 
vibrations will react on the emitting electron in the atom A and, as will be shown, 
in such a way as to Increase the period of the latter. It will be necessary, then, 
to calculate the reaction at A due to the forced vibrations set up in an atom at 
B by a given vibration at A, to sum this up for all the atoms B which occur, and 
«V> to find the effect of the resultant reaction on the period of A. 






1^ 



•v,» 



After detailed calculation the following equation is obtained: 



y^ in which dX is the change in wave-length A^, e the charge of the elec- 

tron, m the mass of the electron, e the velocity of light, m the refrac- 
tive index of the medium for light of the given wave-length X^, and a 
" the radius of the sphere within which it is impossible for the center 
of an atom of class B to lie. It is evident that a will be of the order 
of magnitude of the radius of the atom A and have the sum of the 
radii of A and B as an upper limit." 

This equation requires the change in wave-length to be positive, or 
toward the red, to increase directly as the density or pressure of the 
the surrounding gas is raised, and finally to be direoUy proportional 
to the third power of the wave-length examined. The first two re- 
quirements agree with the facts of experiment, but the third does 
not. The pressure shifts of different lines of even the same element 
vary greatly, but while there is an undoubted increase in the average 
shift with increase in wave-length, it is roughly proportional to the 
first and not to the third power of this value. Besides, the shifts cal- 
culated from Professor Richardson's equation are from five to twenty- 
five times greater than those given by experiment. Presumably then 

the assumed structure is not very nearly that of the actual atom. 
BMWO 10 135 
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However, some modification of it may bring the calculated and the 
obeenred results much closer together. At any rate this is a place 
where a great deal is needed both of experiment and of theory, and 
every careful experiment and every theory minutely worked up must 
bring us nearer to that important goal — the structure and the me- 
chanics of the atom. 

In another part of his paper Professor Bichardson considers the 
effect of the magnetic interaction of luminous atoms, based on the as- 
sumption " that the magnetic field of any atom is not greater than 
that which corresponds to saturated iron/' and concludes that this 
action is entirely too small to produce the observed shifts. 

But, since the magnetic permeability and the point of saturation of 
a piece of iron or other substance depends upon its physical condi- 
tion, and upon the extent to which it is alloyed or combined with 
other elements, it does not seem likely that the magnetic intensity of 
any material in bulk is the same as that of its constituent atoms. 
However this may be it is always safer to rely upon direct experi- 
mental evidence whenever obtainable, and this I believe we have for 
the magnetic condition of the luminous atom, as will be shown below. 

Experiment shows that one magnetic field can be acted on by an- 
other, and no other method of acting on it has been discovered; that 
a magnetic field always accompanies an electric current, and no other 
source of magnetism is definitely known; and that a moving electric 
charge is an electric current For these reasons it seems certain that 
the luminous particle, which is influenced by a magnetic field, pos- 
sesses a magnetic field of its own, due to moving electric charges, 
negative, as experiment assures us, in their nature. Besides, we 
know that spectral lines, when produced in a magnetic field, are split 
up into parts, one portion of the line having a greater and another a 
less wave-length than that of the undisturbed line. This means that 
the electrons are moving in such manner that their periods may be 
increased or decreased owing to the orientation of the atom to the 
disturbing field, a condition fully met by assigning to them circular 
or elliptical orbits. Therefore, assume a structure consisting of one 
or more circular rings of electrons in orbital motion, all rings co- 
planar and all revolving in the same sense around a common axis. 
The electrons in any given ring may be temporarily bunched to some 
extent or otherwise disturbed, but their normal condition will be one 
of equal angular distribution, and of equal angular velociiy, as 
viewed from a point on the axis. And all these rings will be induc- 
tively bound together, so that to change, by means of an external 
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magnetic field, the angular velocity of any one is to change in the 
same sense, but not necessarily to the same extent, the angular Te- 
locity of every other. 

For the sake of simplicity consider a single such ring of electrons. 
It has been shown by Langevin^ that only the angular velocity, and 
not the orbital radius, of such a ring will vary when it is placed in a 
field of changing magnetic strength. Therefore the value of its self- 
induction is a constant, and hence any current induced in it is given 
by the equation 

where E is the induced electromotive force, L the self-induction of 

the circuit, -=- the rate of change of the current, E the ohmic resistance 
at 

of the circuit, and t the strength of the current. But in this case the 

dN 
-circuit consists of only a single turn, and therefore E^^-^, or the elec- 
tromotive force is directly proportional to the rate of change of the 
number of lines of magnetic force linking with the ring. Besides, as 
the electrons presumably meet with no resistance in their orbits, R^O. 

dN 
•Consequently we get (fta -j-. That is, the induced current is always 

proportional to the total change in the magnetic flux thru the circuit, 
And of the same sign. And further, every induced current persists 
without change so long as the new flux thru the circuit is not allowed 
to vary. 

Such a ring of electrons will produce ether vibrations of the wave- 
length k determined by the relation 

V nto 

1-^=^^' P-) 

where V is the velocity of light, w the angidar velocity of the electrons, 
n a numerical coefficient, S the average strength of the magnetic field 
inclosed by the orbit and due to the moving electrons, and K a con- 
stant whose value is determined by the orbit, number, and charge of 
the electrons. But, whether the wave frequency of the spectral lines 
is the same as the frequency of the orbital revolutions of the electrons, 
or only some multiple or submultiple of it, is immaterial to the subse- 
quent argument, as any change in this particular would simply change 
the value of 5. It is only necessary that the wave frequency be di- 
jrectly dependent upon this orbital revolution, so that any changes in 

1 Journal de Physique, (4) 4, 678-692, October, 1906. 
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the period of this reyolution will produce proportional changes in the 
wave frequencies of the spectral lines. 

Since V is either constant or approximately so we get from equa- 
tion (1), 

- -^, « KdS. (2) 

Therefore from (1) and (2), 

dX dS 

-T-T («) 

But dS can be obtained by bringing a magnetic field of strength H to 
bear on the particle, in which case (3) becomes 

-^=^ (4) 

By substituting H for dS in (2) we get 

= C, a constant (5) 

But this is the well-known Zeeman law, and therefore it appears 
quite likely that the assumed ideal particle is closely akin in structure 
to the actual luminous particle. In general such particles, as the dis- 
tance between them changes, will be mutually affected inductively. 
When their north poles or their south poles face each other the wave 
frequency will be increased and the wave-length decreased as they 
mutually approach, since in this case the induction will be such as to 
increase the current, that is, to increase the orbital speed of the elec- 
trons; but as they recede, like poles still facing each other as before, 
the induction will be such as to increase the wave-length. When, 
however, the north pole of one faces the south pole of another, the 
wave-length will increase as they approach and decrease as they recede. 
In all cases, then, the mutual approach of luminous atoms means a 
shifting of their spectral lines to the red or to the violet, as the case 
may be, while their recession is accompanied by a corresponding res- 
toration of the lines to their undisturbed positions — their positions 
when the luminous gas is very rare, and the lines narrowest and best 
defined. Presumably, therefore, the widths of spectral lines are due 
in large measure to the mutual induction of their luminous atoms, the 
extent of which action must necessarily be independent of the abso- 
lute strengths of their magnetic fields. That is, a weak field will affect 
another equally weak field by the same proportion of itself that two 
strong ones similarly situated will affect each other. But if their 
fields are very weak, only a nearly symmetrical broadening of the spec- 
tral lines will be produced, since in this case the particles in their 
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moYements under the influence of temperature will approach almost 
equally close together, whether they face so as mutually to attract or 
to repel, that is, so as thru induction to increase or to decrease the 
orbital periods of their electrons. If, however, their magnetic fields 
are strong, the effect will be a broadening, together with a shift of the 
maximum intensity to the red, since when attracting and thus mutu- 
ally inducing counterourrents, they will get distinctly closer together, 
each into the stronger portion of the other's magnetic field, where the 
induction is correspondingly greater, than they will when the reverse 
is the case. 

It remains then to find the strength of their fields, and this is easily 
done by the use of equation (4), in which all the terms except S are 
directly measurable. By substituting known values for these terms, 
we get 5=45 xlO^ approximately, and consequently conclude that 
the magnetic field of a luminous particle is some thousands of times 
that of the most powerful electromagnet, and that therefore an unsym- 
metrioal broadening or shift of the order measured is to be expected. 

Particles with such strong fields darting about under the influence 
of temperature would face each other and whirl each other about in a 
manner analogous to that assumed by Ewing' for the molecules of hot 
iron, and to an extent well nigh independent of the relatively feeble 
field of any electromagnet And an independence of this nature seems 
to be demanded by the Zeeman effect, since the shifted portions, the 
increased in wave-length and the decreased, of any spectral line are 
of nearly if not quite equal intensity. 

' Magnetic Induction in Iron and Other Metals, p. 334. 



NOTE ON THE DIFFERENCE BETWEEN ANODE AND 

CATHODE ARCSPECTRA. 

By W. J. HUMPHBETS. 

It was noticed long ago, by Lockyer among others, that the spectrum 
produced by an electric arc depends in part upon the portion of the arc 
examined. This difference, which may be Tery pronounced when the 
regions near the opposite poles are contrasted, has been studied by 
Thomas,' Baldwin,' Foley,* and Beckmann/ 

While their results differ in minor details, due no doubt to differ- 
ences in the poles and in the methods of observation, they all agree in 
the essential point, that is, that other things being equal the metallic 
lines are most pronounced near the negative pole and least conspicuous 
near the positive pole. Further, they all agree in attributing the 
spectra of the two poles to unequal concentration of the material 
producing the lines, but they do not agree as to the cause of this 
unequal concentration. The first three attribute it chiefly to an elec- 
trolytic action in the arc causing the electropositive particles to 
accumulate on and around the negative pole. Foley, for instance, 
decides positively in favor of electrolysis, but claims that convection 
currents due to heated gases may even mask the true electrolytic 
process. 

On the other hand, Beckmann declares against electrolysis. He 
claims that if there is electrolysis in the arc, then when the poles 
contain both potassium and manganese the potassium must appear at 
the negative pole and the manganese at the positive. But he says 
that he found no such separation, and that therefore electrolysis is 
absent; that only convection, diffusion, and distillation are involved, 
and that sometimes the one and sometimes the other, as circumstances 
are changed, must predominate. 

I had often noticed differences in the intensity of metallic lines 
from regions near the two poles, and a few months ago examined 
them more minutely. Carbon poles with only impurity traces of 
metals were used, with the view of making the contrast as distinct as 
possible. When either pole is heavily charged with one or more 

> 0. B. 119, p. 728, 1894. 
< Phys. Bev. Ill, pp. 370 and 448, 1896. 
» Phys. Bev. V, p. 129, 1897. 
* Zeit. Wiss. Photog. lY, p. 335, 1906. 
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metals or their salts the entire arc becomes filled with metallic vapor, 
probably as a result of distillation, sputtering, convection currents, 
et cetera, and contrast between the spectra of the two electrodes is 
not marked. When both poles are so filled there is practically no 
difference between their spectra. Under such circumstances it is 
quite likely that minute particles of the salt or metal fill the arc, and 
that each, being conducting, is on one side the terminous and on the 
other the origin of a small arc; that is, it carries with itself both a 
positive and a negative pole, so that the whole arc is largely made up 
of a great number of infinitesimal arcs that utterly prohibit a study 
of the contrast between the two poles. Probably, however, this con- 
dition is reduced to a minimum when carbon poles with mere traces 
of metals or their salts are used. At any rate, poles of this nature 
give very marked contrasts in their spectra. 

My observations were made with a large Bowland concave grating, 
and the trouble from astigmatism was practically avoided by forming 
an image of a long arc on the screen, standing against the slit, with two 
small but equal holes in it, one just within the image of the positive 
pole, the other just within the image of the negative. These two 
sources gave each it3 own spectrum, and by using the first order they 
were kept from overlapping. Everything, therefore, was the same for 
the two spectra except the sources of the light. 

The poles contained traces of aluminium, calcium, chromium, iron, 
manganese, silicon, strontium, and titanium, all of which showed many 
times stronger next the negative pole than near the positive. On the 
other hand the cyanogen bands and the solitary carbon line were more 
pronounced at the positive pole. 

My observations are, therefore, in general accord with those of 

others, but I can not agree with them as to the sufficiency of their ex- 
planations of the reason of this difference, which really seems to sug- 
gest what is one, and it may be the only exciting cause of spectrum 
lines. 

It is shown by J. J. Thomson, "Conduction of Electricity thru Gases," 
that presumably the arc consists mainly of negative corpuscles moving 
with great velocity from the negative to the positive pole, together 
with an approximately equal number of positive ions moving much 
slower in the opposite direction. The principal part of the current 
then is due to the negative corpuscles that leave the negative pole> 
ionize the gas of the arc mainly next the positive pole, and finally by 
their bombardment keep the positive pole itself hoi The positive 
ions, in a similar manner, heat the negative pole, the most important 
condition for the maintenance of the arc. 
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Of course oonveciion, diffusion, and distillation must enter as fac- 
tors in the distribution of material in the arc, but the positive " rest- 
atoms/' in whatever part of the arc they appear, drift under the voltage 
applied toward the negative pole, in the neighborhood of which they 
are met more frequently than elsewhere by the negative corpuscles 
and that too in their first and violent rush from the cathode. The 
negative corpuscles of course move, when free, toward the anode, but 
while some may go on for a time undisturbed others will be slowed 
up or even unite with positive charges, so that the combined energy 
of the stream of corpuscles grows less and less as the positive pole is 
approached. 

The location of the strongest part of the spectrum lines next the 
negative pole is thus assumed to be due to the presence there of the 
greatest number of negative corpuscles with velocities capable of pro- 
ducing spectrum disturbances in the positive '' rest-atoms," and pos- 
sibly, but by no means certainly, to an accumulation in the same place 
of the "rest-atoms'' themselves. The mere process of ionization, if 
the structure of the arc is correctly assumed, can not produce spec- 
trum lines, since they are least conspicuous near the positive pole 
where this phenomenon is most pronounced. 

The fact that the negative part of the arc is more concentrated than 
the positive also tends to emphasize the difference between the anode 
and cathode spectra, especially when the slit of the spectrometer is 
parallel to the length of the arc, since in this case a larger proportion 
of the total light from the negative pole will get thru the slit than of 
that from the positive. However, the same difference, tho apparently 
less pronounced, persists when the light from sections at right angles 
to the arc, but near the poles, is integrated with a concave grating. 

It would appear then that one, and it may be the only origin of 
spectrum lines, is the shocks of " rest-atoms " by swiftly moving 
negative corpuscles. 

My experiments were made in the physical laboratory of the Univer- 
sity of Virginia, and I thank Professor Smith and President Alderman 
for their kindness in placing its facilities at my disposal. 



TEMPERATURE INVERSIONS AT THE MOUNT WEATHER 

OBSERVATORY. 

By AiiFBED J. Henbt. 

In Part I of this volume, page 58, the writer made some remarks 
upon the use of upper air data in weather forecasting. The present 
paper is a continuation of that subject with especial reference to the 
phenomenon of temperature inversions. 

The treatment of inversion phenomena must necessarily be some- 
what incomplete since less than a year's observations are at hand as 
may be seen from the statement below. 

TabiiE 1. — Days wUh tempercOurt inversiona (U Mount Weather^ Va, * 



Month. 



1907. 

Jaly 

Auffost 

SecAember , 

October 

NoTenber 

December 

1908. 

Janiuury 

February 

March 

ToUl 



Days with 


Days with 


flights. 


inversions. 


27 


6 


27 


10 


26 


14 


27 


13 


26 


19 


26 


17 


27 


21 


26 


23 


26 


20 


236 


148 



Per cent 



22 
87 
66 
48 
78 
65 

78 
92 
77 

61 



The frequency of inversions for the nine months, July to April, as 
above determined, is 61 per cent; that is, inversions occurred on 61 
per cent of the days on which flights were made. This figure is proba- 
bly too low since on a number of days the kites did not reach the 
stratum of most frequent inversions. Days on which isothermal con- 
ditions prevailed between any two or more levels in the free air were 
not considered. 

Inversions were most frequent in winter and least frequent in sum- 
mer. In February 92 per cent of the flights showed inversions, in 
January 78 per cent, and in March 77 per cent, or an average of 82 
per cent for the three months. At Pavlovsk, near St Petersburg, 
Russia, the average for the year 1904, as determined by M. BykatchewS 
was 43 per cent; for the nine months corresponding to the period of 

* Kote prelimlnalre sur les inversions de la temperature d'apres les observations 
faltes au moyen de cerfs-volants a'Pavlovsk en 1904.- Hann-Band der Meteorolo- 
gischen Zeitschrift 8. 174. 
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obseryations at Mount Weather it was 51 per cent At Berlin, Oer- 
many, according to Doctor Asamann,' inversionB occur on about 50 
per cent of the days in a year. At Hamburg, however, on only 88 
per cent The low percentage at Hamburg is explained on the ground 
that the flights at that point did not always reach the inyersion level. 



2SOO 



March 6. 



March?. 




Fia. l.~Temperature gradient plots, March 6-7, 1906. The broken line under 

March 7 indicates the descent. 
An inversion layer, as that term is used in this paper, is defined by 
the two points in the flight between which the vertical temperature 
gradient is plus instead of minus. In this view of the case it may 
happen that the temperature at the upper limit of the flight may be 
greater than at the earth's surface; an inversion in fact, had there 
been no intermediate readings. Suppose, however, the temperature 
at an intermediate point to be higher relatively to the earth's surface 
than the temperature at the upper level; the limits of the inversion 

' Ein Jahr simultaner Drachenaufsteige in Berlin und Hamburg, Beitr&go zur 
Physik der frelen Atmosph&re, Erster Band S. 39. 
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would then be included between the earth's surface and the interme- 
diate point. A typical case in point is afforded bj the flight of March 
6 (see fig. 1), in which the first inversion layer is reckoned from the 
ground to 1,238 meters, and the second from 1,845 to 2,196 meters, 
altho the temperature at the highest point reached by the kite was 
several degrees higher than on the ground at the same time. 

The definition of an inversion here given is not to be considered as 
final or as conflicting in any way with previous definitions printed in 
this bulletin. It would perhaps be more proper to call the inversions 
so defined Hs regions or layers of positive temperature gradients, and 
it would also be proper to speak of layers or regions of minus temper- 
ature gradients. The length of these terms is, however, objectionable. 

An international agreement on what shall constitute an inversion is 
highly desirable. 

In determining the level of an inversion the mean of its upper and 
its lower limit has been assumed as the mean level of the phenomenon; 
consequently all flights in which the upper limit of the inversion was 
not reached have been excluded from the computations. 



ZONE OF Greatest frequency. 

The zone of greatest frequency of inversion in the free air above 
Mount Weather is found in the level between 1,000 and 1,500 meters 
above sea level, or in round numbers, 500 to 1,000 meters above the 
mountain top. 

The frequency of inversions in the various altitudes above the moun- 
tain top may be seen in the following table to which have been added > 
for the sake of comparison, like results for Hamburg and Berlin. The 
values for Hamburg-Berlin were taken from Doctor Assmann's paper 
before cited. 

TABiiB 2.— Percentaj/e of iawenwM in^ ikt dyfereni levels. 



Place. 



Ewthto 
200 m. 



200 to 
500 m. 



600 to 
1,000 m. 



1,000 to 
1,000 m. 



1,600 to 
2,000 m. 



2.000 to 
2,600 m. 



Monnt Weather 


i 

21.0 
6.0 
4.6 


2S.0 
80.6 
87.6 


26.0 
81.8 
28.4 


16.0 
18.0 
21.6 


4.7 
4.6 


S.0 


Hambanr. 


8.5 


Berlin..;. 


8.4 







The above figures show wide variance in the two levels nearest the 
earth's surface and tolerably good agreement elsewhere. If, however, 
the values for " earth to 200 meters " and " 200 to 500 meters " be 
combined, the following close agreement with European stations is 
obtained, viz: 
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Mount Weather, earth to 500 meters 46. per cent. 

Hamburg, earth to 500 meters 46. 4 per cent. 

Berlin, earth to 500 meters 42. 1 per cent. 

At altitudes above 2,500 meters (above sea level) inversions were 
seldom observed, there being but nine such during the period of 
observations. 

Groups of Inversions. 

The inversions of temperature observed at Mount Weather may be 
classed in several ways; for the purpose of description, however, it 
seems convenient to classify them according to their probable origin; 
accordingly the three following groups are proposed, viz:' 

1. Inversions of purely local origin such as are produced by the 
radiation of heat from the earth's surface under certain favorable 
atmospheric conditions, the formation of fog, etc. 

2. Inversions whose origin is to be traced back to that of areas of 
low pressure which approach the mountain from the west and south- 
west, bringing with them air of higher temperature than that experi- 
enced on the mountain. The higher temperature of the air thus 
imported is observed first in the air layers at some distance above the 
mountain top, and thus a marked inversion, sometimes of great verti- 
cal extension, is produced. This group is distinctly marked and might 
be called the cyclonic type of winter, spring, and autumn. It has not 
been observed in summer. 

3. The third group is the greatest numerically, and it embraces 
inversions which doubtless arise from several different causes, chief of 
which is probably the unequal cooling of the air column on the front 
of an anticyclone, as will be discust at greater length in the con- 
cluding part of this paper. Other probable causes of inversions be- 
longing to this group are (1) the eastward drift of shallow disconnected 
masses of warmer air which pass over the station in the general 
atmospheric drift, and (2) differences of temperature which exist on 
the boundary between two differently directed wind systems, the one 
superposed upon the other. 

Under cause (1) referred to above, it may be remarked that the 
existence of shallow, disconnected bodies of relatively warm air in the 
general air currents is assumed in analogy with the occurrence of simi- 
lar phenomena on the earth's surface. 

' The Influence of humidity on inversion phenomena oould not be determined 
since the necessary data are wanting. The details as to the times the kites may 
have been in the clouds are aiso lacking in a few cases. 
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From the point of view of the weather forecaster inversions belong- 
ing to the first group are of little significance. Their number is not 
large, and their occurrence is mostly due to local conditions, altho 
fog sometimes occurs as a result of general weather conditions. Fog 
is much more frequent at Mount Weather than at stations situated on 
a plain or under less-marked surface relief; thus during the year 1907, 
excepting the month of October, dense fog was observed in Washington, 
D. C, on eight days only as against one hundred and one days on 
Mount Weather. 

Inversions of the second group are almost invariably observed when 
a region of low pressure situated in the west or southwest advances 
against a strong area of high pressure central directly over the 
Middle Atlantic States or along the Atlantic coast, with its crest 
over New England. The surface winds at Mount Weather, under 
pressure distribution as above described, are southeasterly, and 
relatively cool and moist; moreover, they do not shift to a westerly 
quarter until the approaching cyclone is well over the station. This 
fact is not peculiar to Mount Weather, but is common to the eastern 
slope of the Appalachians from northern Georgia to southern Pennsyl- 
vania. The kite observations at Mount Weather show that the east- 
erly surface current is quite shallow, and that it gives way to a west- 
erly current at a few hundred meters above the mountain. It seems 
probable that this current, after ascending the eastern slope of the 
mountain, is turned back upon itself and merges with the general 
westerly winds at a small altitude above the mountain. 

Temperature of the Surface Winds. 

At this point a digression will be made in order to show the relation 
between wind directions and local surface temperatures. 

In preparing Table 3, which appears on the next page, the self-regis- 
tering records of temperature and wind direction were used; thus for 
January 2,282 hourly observations or three years' records were consid- 
ered. The wind direction for each of the eight principal points of the 
compass and the corresponding temperatures were tabulated separately 
and the means calculated. The table consequently shows the percentage 
of the time that the wind blew from each of the eight principal points of 
the compass and also the amount of the departure of the corresponding 
temperatures from the mean for the month. Thus it will be seen that 
for the year the winds from northwest to southeast by way of north are 
cold winds, and that the west, southwest, and south winds are the warm 
winds. The chief winds in point of frequency are the northwest and the 
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floutheasty which it may be remembered blow across the summit almost 
at right angles to the general trend of the ridge. The wind rarely blows 
in a direction parallel with that of the ridge. 

The following table shows the departure of the temperature of the 
wind from each of the eight principal points of the compass from the 
mean for the month: 

Tablb S.^TempenOnre of the winds ai the Mount Weather ObienxUary. 

[From the recordi of Mlf-registering initnimenti.] 





JaDttary. 


April. 


July. 


October. 


Year. 


Dtractlon. 


11 

h 




5| 




11 




4 


^ 1 
e g 




-4 

£i 


North 


o 

-6.6 

— 2.1 

— 6.7 

— 1.7 
+ 6.6 
+18.7 
+10.9 

— 8.9 


6 

1 

8 

22 

9 

6 

12 

41 


o 

+ 2.2 
-6.6 

— 7.4 
+ 8.0 
+ 9.6 
+ 9.8 
+ 6.4 

— 4.8 


6 
1 
8 

16 
9 
6 
9 

62 


o 

- 3.1 


-2.2 

- 0.7 
+ 0.7 
+ 1.4 
+ 1.6 

- 0.2 


8 

1 

6 

24 

18 

4 

15 

84 


o 

-h 1.7 

— 2.2 

— 1.8 
f 2.2 
+ 4.8 
+ 6.2 
+ 6.9 

— 8.9 


6 
6 
10 
17 
10 
8 
11 
89 


o 

— 1.2 

— Z7 

— 4.5 
+ 0.7 
+ 6.8 
+ 7.6 

+ «.4 
-8.1 


6 


Northeast 

East 


2 
5 


Southeast. 


20 


South 


10 


Southwest 

West 


4 
12 


Northwest 


42 



Characteristics of Inversions. 

The southwest wind at Mount Weather is preeminently a warm wind, 
altho its warmth is largely drawn from lower latitudes, while easterly 
winds are relatiyely cool, since their temperatures are largely deter- 
mined by those which prevail for the time being in middle Atlantic 
coast districts. It is easily seen, therefore, that an inversion in tem- 
perature will result whenever these cold, easterly, surface winds are 
overrun by warm, southwesterly winds. 

During the winter season, but more especially in March and April, 
the drift of cyclones and anticyclones produces at times strong surface 
temperature gradients between regions of cold, northerly and warm, 
southerly winds. A difference in temperature of as much as 16.7^ 0. in 
1226 kilometers (80^ F. in 140 miles) is not unusual. The weather map 
for March 6, 1908 (8 a. m., seventy-fifth meridian time), here repro- 
duced. Chart X, illustrates the general weather conditions under which 
strong gradients are produced, and fig. 1 shows the vertical tempera- 
ture gradients between the summit of Mount Weather and 2,196 meters 
elevation (above sea level) between 1:19 and 4:07 p. m. of the day in 
question. The inversion in this case is representative of group No. 2. 

The important feature shown by the map is the existence of an un- 
usually large mass of warm air overlying as it does the whole of the 
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Ghilf States^ the middle Mississippi Valley, the Ohio Valley and Ten- 
nessee. This warm air is advancing rapidly northeastward and directly 
displacing the cold surface air which overlies New England; the Middle 
Atlantic States, and the lower Lake region. 

When the kite flight at Mount Weather on March 6, 1908, was made 
the wind at the surface was still from the southeast and relatively cold; 
at 450 meters above the summit, however, the wind had shifted to the 
south-southwest with a temperature of 9.6^ C. (17.8^ F.) higher than 
at the surface. At the highest point reached by the kite the tempera- 
ture was 12.2^ C. (22.0^ F.) higher than at the surface at the same 
time. Unfortunately this flight does not give a measure of the depth 
of the warm, southwest current, but another flight on March 18, under 
similar conditions, gives an approximate depth of 1,830 meters (6,000 
feet) on that date. 

The evidence of this map, amply supported by that of others in 
which the pressure distribution was quite similar, shows that the cold 
of a region of maximum pressure, as shown on Chart X, is confined to 
the lower layers of the air; also that the cold layer is unexpectedly 
shallow, especially on the western border of the region of maximum 
pressure. It is interesting to note, in this connection^ that the direc- 
tion of the wind, while southeast at the surface, invariably shifts to a 
westerly quarter at a small height above the station. The following 
statement, taken from eight flights under similar pressure conditions, 
brings out this fact clearly: 

TabIiB 4. — Wind dirtcHan in different aUitudea above Mount Weather, Va, 

[Altitudes aboTe Mount Wotther in meters and feet] 



Wind direction. 


Surliioe. 


224 m., 
784 ft. 


474 m., 
1,666 A. 


724 m., 
2.428 ft. 


•74 m., 
8,194 ft. 


8outh-southeMt....4 . 



7 



1 



1 

4 
1 
2 









Soutbeftst 



8 
2 
8 




2 
1 

4 
1 





South 





Soutb-southwest 





Southwest 


6 


West-southwest 


2 



From the foregoing it will be seen that at 474 meters (1,555 feet) 
above the station the easterly winds of the surface have disappeared, 
and at 974 meters (8,174 feet) all the winds are westerly. These 
warm westerly winds clearly overrun the cooler surface winds and 
are thus a source of precipitation far in advance of the center of the 
cyclone. 

A composite plat of the vertical temperature gradients in the same 
number of oases shows an inversion from the ground up to 474 meters 
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(1,555 feet) above the mountain and a very slew decrease in tempera- 
ture, with increased altitude thereafter up to about 2,474 meters above 
the earth's surface. 

The third group of inversions is numerically the largest Inver- 
sions of this class occur chiefly in the transition zone between a pass- 
ing cyclone and an incoming anticyclone, and generally with pres- 
sure above 762 millimeters (80.00 inches). The inversion layer is 
generally of small vertical extension and is nearly always found in 
the layers between the summit of the mountain and 2,500 meters 
above sea level. A good example is shown in fig. 2., February 26, 1908. 




Fig. 2. — Temperature gradient plots and wind directions, February 25-28, 1908, 

It seems probable that inversions of this class are brought about 
in several ways, chief of which is the unequal heating, or cooling, as 
the case may be, in the various atmospheric levels within the range of 
the kite flights. 

In order to determine the nature of the daily temperature changes 
in the air column over the station, all flights made on consecutive 
days were charted and the approximate temperatures at the several 
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leTels were taken out Unfortunately it was not always possible to 
reach the same altitude each day and the omission of flights on Sun- 
days still further reduced the possibility of making useful comparisons. 
In comparing the temperatures found in the higher layers, that is 
above 1,500 meters (above sea level), the effect of diurnal variation 
was disregarded. At the surface it was always possible to compare 
the temperature of any hour with that of the corresponding hour of 
the preceding or succeeding day; and this was done. 

There is, to be sure, some uncertainty as to the values for 750, 
1,000, and 1,250 meters altitude on account of the diurnal variation 
on the days when the hours of observation were widely separated. 

Warming and Cooling of air Strata— Exception to Rule. 

It was found in general that both the warming and the cooling began first 
in the higher layers and extended to the earth's surface in twenty-four hours 
or less. There appears to be, however, at least one important excep- 
tion to this rule, viz, a rise or a fall in temperature which apparently 
begins both aloft and at the earth's surface about the same time, but 
with an intermediate level of zero or a very small change. 

Thus the flight of January 29, 1908, made between 11:05 and 11:50 
a. m., as compared with the flight made on the previous day between 
7:40 and 9:25 a. m., shows the following changes, in degrees, centigrade, 
plus indicating a rise, minus a fall: 



Elevation above sea level. 



Jfetert. 

526.. 

760... 
1,000.. 
1,260.. 
1,600... 
1,760.. 
2,000... 
2,260... 
2,600.. 




Jan nary 29-80.* 



-7.8 
^9.8 
—1.9 
0.0 
—ft. 8 
-4.6 
-0.6 
-^B 
— &4 



* The flight of January 80 was made between 10:00 a. m. and 12:66 p. m. 

Here it will be observed there is a plane of zero change both on 
January 29 and 30. In one case the temperature was rising, in the 
other falling. 

The unequal heating and cooling can hardly be classed as purely 
accidental, since it occurs rather frequently and generally under similar 
conditions of pressure distribution. In this connection attention is 
called to the plot of vertical temperature gradients on February 25, 
26, 27, and 28, 1908, flg. 2, which illustrates a typical winter inversion 
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of the third group. The weather conditions on February 25 were as 
follows: A strong area of high pressure occupied New England and 
the Middle Atlantic States and a region of low pressure extended 
from the upper Lakes southward to Mississippi. The southern por- 
tion of this low was central the morning of the 26th a few miles east 
of Mount Weather, while the main depression covered Lake Huron. 
On the morning of the 27th the southern end had moved to the south- 
em New England coast, and b j the morning of the 28th it had advanced 
to the Canadian Maritime Provinces. The plot of the vertical tem- 
perature gradient on the 25th shows the most pronounced inversion 
at about 1,750 meters and southwest winds prevailing from 1,000 
meters to the upper limit of the flight, 4,496 meters. The tempera- 
ture as compared with that of the previous day had risen, as was to be 
expected. The greatest rise, so far as could be ascertained, was 8.4^ 
G. (15.1^ F.) at the 1,500-meter level, apparently just below the marked 
inversion. On the morning of the 26th, with the center of the sec- 
ondary low directly east of the station, the following changes from 
the previous day were noted. The temperature in the higher layers 
had begun to fall, there being a drop of lO"" C. (IS'' F.) at 4,000 meters 
above sea level. The fall thus begun evidently was being propagated 
downward, and at the time of the flight had reached the 1,500-meter 
level. Below that level the temperature, as compared with that of the 
day previous, had risen; therefore with falling temperature in the 
higher layers and rising temperature in the layers next to the earth there 
must naturally be an inversion layer along the surface which separates 
the air masses in which the course of the temperature is oppositely 
directed. As this phenomenon is not unusual, it may be stated as 
follows: When cooling sets in in the higher layers of the atmosphere 
at a relatively short distance in the rear of a cyclone an inversion 
layer will generally be found separating the uncooled air near the 
ground from the cooled air aloft. The temperature changes from the 

25th to the 26th follow: 

Altitude above sea level. 

526 meters (surface) + 9.6 

1,000 meters 4-7.2 

1,500 meters — 0,S 

2,000 meters — 4.4 

8,000 meters — 5.8 

4,000 meters —10.2 

As a result of the above changes, the vertical gradients on the 26th 
both above and below the inversion level more closely approach the 
adiabatic rate for dry air, viz, 1^ C. per 100 meters. It should also be 
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noted that whereas but a single system of southwest winds prevailed 
on the 25th, on the 26th there are apparently two with the inversion 
layer as a bounding surface. At the inversion level west winds prevail, 
above that level they have a southerly component, below a northerly. 
This distinction is seen even more clearly on the 27th, with, as before, 
the inversion layer as the bounding surface. 

On the 27th the changes of temperature from the day previous were 
as follows: 

AUUude above sea level. 

526 meters (surface) — 6.1 

1,000 meters —3.9 

1,500 meters +0.2 

2,000 meters —5.2 

Here, as on the day previous, the level of practically zero change is 
at 1,500 meters. The inversion layer on this date appears at a lower 
level than on the day previous. 



HORIZONTAL Extension of Warm Currents. 

As throwing additional light on the subject of inversions in general 
and in particular of that class whose origin can be traced back to a 
warm westerly or southwesterly air current, fig. 3, has been prepared. 
This illustration contains the vertical temperature gradient plots of 
March 17, 18, 19, 20, and 21, 1908, a period of generally unsettled, 
rainy weather east of the Mississippi River, with sharp surface tem- 
perature gradients, thunderstorms, and a very rapid easterly move- 
ment of the lower layers of the atmosphere. (For further details see 
a file of the daily weather maps.) The gradient plots on those dates 
have also a special interest in that they show the cycle of changes 
induced by the passage of a region of minimum pressure over the 
station followed by an area of maximum pressure. 

Table 6.— Daily changes in temperature (° C.) at the several aUUudes, 



1908. 


Time. 


Altitude above sea level (meters). 


From — 


To— 


826 


760 


1,000 


1,290 

+ 4.6 
+ 8.1 
— 4.1 
—19.6 
+ 3.7 


1,600 


1,760 

+ 6.1 
+ 9.2 
— 0.9 
—20.6 
+ 1.1 


2,000 


2,250 


2,600 


March 17 .. 

March 18 

March 19.. . 
March 20. . . . 
March 21 


9H)9a.m. 
1:00 p. m. 
9:14 a. m. 
1:40 p. m. 
7:20 a.m. 


11:40 a. m. 

2:86 p. m. 

4:16 p. m. 

8:15 p. m. 
11:18 a.m. 


— 6.1 

+ 7.9 

(+ 3.o;» 

— 4.2 

(+8.4)* 
-1L9 

(-15.0)* 
-2.8 

(- 8.3)« 


— 2.8 
+ 6.6 
+ 4.6 
—18.6 

— 0.6 


+ 0.7 
+ 7.2 
+ 0.1 
—18.8 
— 0.2 


+ 4.8 
+ 8.6 
- 2.9 
—21.6 
+ 4.8 


+ 6.1 
+ 9.6 
-1.4 
-20.6 
+ 0.8 


+ 6.8 
+10.1 
— 2.7 
-19.8 
+ 0.7 


+ 6.2 
+10.0 
— 4.0 



* Actual change from the even hour of the daj previous. 
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The plot of the 17th shows an inversion from the mountain top to 
an altitude of 1,250 meters above sea level. It is now purposed bj 
the aid of Table 5 to trace this inversion thruout the several days it 
appears in the diagram. On the 17th the temperature of the air 
column between the earth's surface and 224 meters above fell. From 
the last-named level to the upper limit of the flight it uniformly rose 
by the amounts shown in Table 5. As the center of the region of 
low pressure approached the mountain the rise in temperature in all 
levels became more pronounced, being however, relatively greatest in 
the highest levels reached. (See the 18th.) 

The gradient plot of the 18th shows plainly the effect of this in- 
crease in temperature. The inversion on that day is between 800 and 
1,200 meters and the increase in temperature above that level has 
greatly weakened the temperature gradient so that now the whole air 
column as far a9 explored is almost isothermal. This seems to be a 
characteristic feature of the front of a low. On the morning of the 
18th the center of the region of low pressure was in Oklahoma, dis- 
tant from Mount Weather about 1,770 kilometers (1,100 miles), altho 
there was a narrow trough-like northeastward extension from the cen- 
ter into the Ohio Valley. 

It seems quite probable from the evidence of the kite flights at 
Mount Weather and the isobars of the daily weather map that on the 
18th a body of warm air extended from the Middle Atlantic States to 
Oklahoma; except that over the former, including the Appalachian 
region, the warm air had not yet reached the surface. Along the 
northern border of this warm air mass thunderstorms prevailed. 
By the morning of the 19th the low center has past to the east- 
ward of the station and was central off the middle Atlantic coast. 
The surface winds at Moimt Weather had shifted to northwest and 
the upper winds had acquired more of a northerly component than 
on the 18th. The temperature gradients on both the up and the 
down flights of the 19th are given. The up flight was made between 
9:14 and 11:38 a. m. and the down flight between 1:42 and 6:21 p. m. 
The up flight showed a rise in temperature, as compared with the pre- 
vious day, in the layers next to the earth's surface, and a fall between 
1,260 and 2,600 meters. As will be seen from Table 6 the cooling at 
the 1,760-meter level was not so great as in the respective levels imme- 
diately above and below. (See also March 6 and January 80.) On the 
down flight the evidence of unequal cooling is more striking. As will be 
seen from the pV>t, there are inversions between about 2,112 and 2,286 
meters, also between the surface and 1,280 meters. The observation 
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A^Asrs 



3000 



Nov,//. 



\ 



2500 



at 2,286 meters was made at 8:12 p. m.; at 2,112 meters, 34 minutes 
later or at 3:46 p. m.; the next observation was made at 1,630 meters 
at 3:58 p. m., the next at 1,287 meters at 4:15 p. m. and finally the 
surface was reached at 6:21 p. m. The time occupied by the descent 
from 2,286 to 1,287 meters was therefore a little less than an hour and 
while the temperature of the air column was falling during the descent 
it is believed the slight cooling which must have occurred, while the 
kites were passing from one level to another, can be disregarded, except 
from 1,287 meters to the mountain top, where the difference in time 
amounted to about two hours. The surface reading at 6:21 p. m. may 
be as much as 1.0° G. too low. These details in connection with the gra- 
dient plot above referred to indicate marked irregularity in the cooling 
of the several strata between 2,286 meters and the earth's surface. 
On the 20th the fall in temperature was nearly uniform thruout the 

flight, as compared with the day pre- 
vious, therefore the gradient plot of 
the 20th should very nearly match 
that of the 19th as it actually does, 
except that the inversion is at a 
slightly lower altitude. 

On the 21st the temperature rise is 
more pronounced in the 1,250 and 
1,500-meter levels than elsewhere in 
the flight; thus, at the 1,250-meter 
level the rise is 3.7° C. (6.7° F.) against 
a rise of only 0.2° C. (0.4° F.) at the 
1,000-meter level It is easy to see 
that such inequality in the daily 
change must produce an inversion. 

Inversions have been observed 

which appear to be the result of air 

masses having different temperatures 

and different directions of motion, 

flowing along the one above the 

other. Fig. 4 contains a plot of the 

vertical temperature gradient and 

the wind direction on November 11, 

1907. In this plot a marked inver- 

Fi<^« ^* sion appears on the plane dividing 

the northwest winds from the southwest winds at an altitude of about 

2,000 meters. 
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Ab preTiouslj stated, the cooling that follows the passage of a 
region of low pressure seems to first begin in the upper layers. One 
exception only was found, and in that there appears to be no doubt 
but that the cooling was confined wholly to the layers below 1,500 
meters. The cooling was most intense at the surface, 8.4 C. (15.1 F.) 
diminishing thence upward to 4.7^ C. (8.5^ F. ) at the 1,500 meters level 
Above the latter level the temperature rose to the upper limit of the 
flight, viz, 2,000 meters. The pressure distribution on the earth's 
surface conformed to the facts as shown by the kite flight. 

The kite flight of February 22, 1908. showed a marked fall in tempera- 
ture between the 750 and 3,000 meter levels, but iiot at the surface of 
the mountain. The maximum fall, 15.4^ C. (27.7^ F.) occurred in the 
2,000 meter level. 

AIR Stratification. 

Among the surface observations incident to the kite flights at 
Mount Weather was the one described below. This observation 
clearly shows the mutual relation between pressure and temperature 
and suggests that the stratification of the air may be in a vertical as 
well as a horizontal direction. One is accustomed to think of the 
stratification of the air as regards temperature as occurring mostly in 
the layers of air which lie horizontally one above the other. In the 
case in question the air seemed to pass over the station (Mount 
Weather) in alternately warm and cold masses that must have extended 
some distance aloft> since the perturbations of the pressure curve at 
both Mount Weather and Washington were of considerable amplitude. 

The observation in question relates to the intrusion of a cold north- 
northeast wind at the surface of Mount Weather and also at Wash- 
ington, D. C, on the afternoon of March 18 during the prevalence of 
a relatively warm upper current from the west, as shown by kite ob- 
servations earlier in the day. The wind at Mount Weather had been 
southeast for the greater part of the day, when suddenly, between 4 
and 5 p. m., it abated in velocity and shifted first to northerly and 
then to easterly. The shift of the wind was attended by a sudden 
fall in temperature amounting to about 4.4^ C. (8.0^ F.). The same 
phenomenon was experienced in Washington about a half an hour later, 
altho the temperature fall at that place was but 2.2'' C. (4.0"" F.). The 
fall in temperature and the corresponding rise in pressure are shown 
in fig. 5. In a couple of hours the wind resumed the direction it had 
1>efore the occurrence of the phenomenon, but the low temperatures 
continued until the early morning of the 19th, when the wind shifted 
to a northwesterly quarter. 
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The northwest -wind is nonn&ll; a oold wind, except tinder certain 
oonditiona, one of which is that as a region of low pressure and its 
attendant high temperatare passes to the eastward of the station, the 



Fio. 5.— SjDchronous preeaure and temperature curreB, Houut Weather and 
Wsshlngton, midday March 18 to noon March 19. 
shift of the wind to the northwest is not coincident with the fall in 
temperature. In some cases, as on the da; in question, there is a 
considerable lag. The maximum temperature at Mount Weather, on 
March 18, 16.0° G. (69.0° F.) was reached at noon and at Washington, 
D. C, seTeral hour§ later, both with a northwest wind and at a time when 
the center of the area of low pressure was OTer the Atlantic some 
hundred miles off the New England coast The vertical temperature 
gradient at Mount Weather on the 19th of March (see fig. 3) was 
very weak, in fact the layers between the surface and the l,T50-meter 
level were almost isothermal, indicating, it would seem, that the 
warm surface current of air extended aloft some distance. 

The daily weather map throws no light upon the origin or the 
cause of the cold wind herein described. Had it not been for the 
characteristic thunderstorm "hump" that it produced on the pres- 
sure curve, and the appearance of a series of other "humps" during 
the early morning hours of the nest day the phenomenon would per- 
hapB have past unnoticed. 

The cause of the disturbances in the pressure curves of both sta- 
tions on the morning of the 19th doubtless can be referred to the 
temperature changes that are shown to have occurred at the higher level 
station, beginning about 2 a. m. of the I9th. These changes appear to 
have resulted from the movement, over the station, of bodies of alter- 
nately warm and cold air, which, judging from the impress left on the 
pressure curves, must have had a considerable vertical extension. 
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Tablb 6. — Iwoersions observed during the kite flights aJt Mowid Weather Observatory 

from June, 1907, to March, 1908, 



Date. 


626 to 

1,000 

meters. 


Increase 
per 100 
meters. 


1,000 to 2,000 
meters. 


Increase 
per 100 
meters. 


2, 000 to 8, 000 
meters. 


Increase 
per 100 
meters. 


8,000 to 

4,000 

meters. 


Increase 
per 100 
meters. 


4, 000 to 

6,000 

meter. 


Increase 
per 100 
meters. 


1907. 
Jane 15 


oc. 


1,006-1,874 

1,062 

1,634 

1,191* 

1,016-1,172 


.80 
.82 

'".'32' 
8.86 




oa 


OG 




OC. 


June 26 


773 




I 










June 27 


■*2,*477 ' '.'24" 










Jane 29 


626 












Jaly 8 


•• ■«••••••■•■'--'--- 










Jaly 15 


526-924* 


.38 














July 20 






2,889-2,650* 


.06 










Jaly 22 










8,681 




4,028* 


.61 


July 25 






1,274-1,687 
1,244-1,820 
1,807-1,428 
1,021-1,206 


.28 
.43 
.41 
.68 


1 




July 27 
















Aug. 7 


526-881 


.06 












Aug. 8 


■ 










Aug. 10 






2,187-2,679* 


.08 




ft 






Auft. 14. ...... 






1,669-1,844 

1,194 

1,894-1,588 

1,029 

1,221 


.81 
.54 
.98 
.92 
.66 










Aug. 16 


780 




1 






••**"■"" 




Do 












Aug. 21 

Aug. 28 


876 
526 

526-909 
626-898 


".OS* 
.88 


, 




















Ang. 26 


2,186-2,249 2.28 










Aug. 28 














Aug. 31 






2,266-2,847* 4.81 










Sept. 2 


526 




1,226 

1,172-1,806 
1,709 ...... 


.19 
.67 










Sept. 4 








••••■••• 




Sept 6 






2,116 1 .67 










Sept 9 


848 
786 




1,187 
1,624 

1,518-1,626* 
1,143 


.21 

.11 

1.48 

.85 










Sept 10 

Sept 14 


1 




















Sept 17 


896 

668-802 
626-733 
626-806 


iio" 

.89 
.89 












Sept 19 


1 










Sept 20 
















Sept 28 






I 










Sept 26 


1,436-2,443 


.49 


2.746 1 


8,666 


.16 






Sept 27 


526-867 
526-876 


.58 
.28 






Sept 28 
















Sept 80 


1,606-1,993* 

1,646 

1,007 


.60 

1.28 

.13 












Oct 1 


874 
857 
626-908 


i.'si' 












Oct 2 












Oct 8 














Oct 8 


1,640-1,867 

1,276-1,530 

1,690 

1,666 

1,084 

1,075-1, 146 

1,246 


.40 
.91 

".'45* 
.86 

2.43 
.17 














Oct 9 






2,074-2,810* 

2,286 

2,631 


1.48 
.68 










Oct 15 


626-906 

860 

626 


.16 










Oct 21 


3,009* 


.29 






Oct 22 








Oct 24 












Oct 25 


626 

878-926* 

626 

849 

526 

526-796 


"5.83* 
'".*86' 


1 










Oct 26 


1 










Oct 80 


1,312 
1,096 
1,471 


.51 

1.91 

.14 












Oct 81 












Not. 1 












Nov. 6 












Not. 7 


1,896 
1,284 


".*33* 


2.059* i-M 










Not. 8 


526 
526-909 


*;56* 


mj vw 












Not. 9 














Not. 11 


1,939 




2084 


K TQ 










Not. 12 






2,049-2,288 '!77 
2,698 .76 
2,115 1.76 










Not. 18 






1,989 

1,688 

1,146 

1,101* 

1,077 

1,4M 

1,640 

1,010 


■.'21* 
.60 

2.00 
.64 

1.10 

1.26 










Not. 14 














Not. 15 


866 
626 
766 
748 
881 
709 
628-840 


i.'ii* 










Not. 18 


1 










Not. 19 


1 










Do 


2,188-2,879* .86 










Not. 20 










Not. 21 












Not. 22 












Not. 28 






2.046-2.274* l-<» 






•••«••■■ 




Not. 25 


863 








2,240 


.47 










Not. 29 




1,847-1,936* 
1,997 
1,176 
1,171-1,810 


1.81 

'8." 76* 
1.00 










Dec. 2 






2,281 .88 










Dec. 6 


997 













Dec. 6 


1 










Dec. 7 


626-665* 
626-867 


1.68 
1.38 












Dec. 9 


.... 




1 










Dec. 11 


1,660-1,946 
1,074-1,660 
1,176* 


.78 

.90 

1.14 


.....•* .••...■,...... 










Dec. 12 






. 










Dec. 18 


526 
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Table e.^Inversiona observed during the kUe flights, 


etc.— Continued. 




Date. 


626 to 

1,000 

meters. 


: ^ Increase 
meters. 


1,000 to 2,000 
meters. 


Increase 
per 100 
meters. 


2.000 to 8,000 
meters. 


S&a 

1-4 


8, 000 to 

4,000 

meters. 


S-* 5 4, 000 to 
2^1 5.000 
g fi.S meters. 


Increase 
per 100 
meters. 


1907. 
Dec 14 


1,10»-1,824* 

1,148-1,383 

1,684-1,873 

1,199-1,404 

1,172-1,703 

1,264 

1.428-1,650 

1,091 


1.83 

1.62 

1.26 

.78 

1.28 

.12 

.41 

.62 






^a , 


<»G 


Dec 19 
















Do 
















Dec 20 
















Dec. 21 
















Doc. 23 


526 














Dec 26 












Dec 26 


818 
526-909 


**.9i' 








•••••■ •• •••• 




Pec. 27 








1 




Dec 31 


1,894 




2,061 
2,866-2,742 


1.27 
.08 




1 




1908. 
Jan. 1 








1 


..... . 


Jan. 8 






1,548-1,720 


1.16 








Jan. 4 


526-1,021 


0.49 








•••♦• 




Jan. 8 


1,413-1,614 
1,415-1,767 


.50 
1.17 












Jan. 10 


526-802 
526-870 


.72 
2.00 






• • • • • 







Jan. H 


2,188-2,211 


8.35t 








Jan. 13 


1,704-1,938 

1,166 

1,351 

1,753 

1,034 

1,187 

1,327-1,455 


.21 
2.17 

i.'is" 

3.53 
2.74 








Jan. 14 


964 
526-868 


".'56* 








, 




Jan. 15 


2,489 
2,226 


.31 
.72 








Jan. 16 








Jan. 17 


781 
966 

626-768 
851-991 


2.' si" 

.86 








Jan. 18 












Jan. 20 












Jan. 28 












Jan. 34 


1,027-1,190 

1,149 

1,398 

1,239-1,728 

1,082 

1,676 


2.64 
.50 
.43 
.97 

2.37 
.88 








. 




Jan. 25 


920 
883 










|» •■ ■ 




Jan. 28 


• ••• 






1 




Jan. 29 












Jan. 80 


778 
526 
526-847 


■".69* 












Jan. 81 












Feb. 1 












Feb. 8 


l,631^-l,771* 
1,159-1,261 
1,854 


.43 
4.80 
0.77 












Feb. 4 












*'■■■■» .... 




Feb. 5 


528 
526-878 


".'si* 












Feb. 6 








i 




Feb. 7 


1,810-1,500 
1,742 
1,675 
1,161 


1.26 

1.06 

1.05 

.53 








1 




Feb. 8 


940 

526 

626 

526-881 

526 

526-878 

898 


'i.44' 

3.66' 












Feb. 10 








1 •■• 




Feb. 11 












Feb. 12 


2,642-2,957 


2.07 




, 




Feb. 18 


1,027 


1.58 








Feb. 14 












Feb. 15". 


1,122 


1.20 












Feb. 17 


2,360 




3,062 


.24 






Feb. 18 






1,22!^-1,613« 
1,279 

1,248-1,533 
1,087 


.91 

.25 

1.65 

1.09 






Feb. 19 


626 












1 




Feb. 20 












Feb. 21 


526 














Feb. 22 


2,015-2,117 


8.14 




, 




Feb. 25 


863 




1,896 

1,499-1,768 

1,086-1,824 

1,804 

1,111-1,498 


.70 
.52 
.29 

i.'ss' 




1** 




Feb. 26 












Feb. 27 
















Mar. 2 


526-881 


.17 


2,066 


.46 




1 




Mar. 8 




1 




Mar. 5 


52»-866 
526 


.88 


2,620-2,784* 
1,845-2, 196* 
2,458* 


.06 
.85 
.24 








Mftr. 6. ., 


1,238 
1,916 

1,194-1,996 
1,202-1,456 


1.94 

'.'47* 
1.61 




i 




Mar. 7 




'•"•••*•••■•"•" 




Mar. 9 








1 




Mar. 10 






2,108-2,262 
2,057-2,247* 


.57 
.68 


...... 






Mar. 11 












Mar. 12 






1,659-1,740 

1,189 

1,242 

1,204 

1,847-1,845 

1,498-1,693 

1,069-1,308 


2.22 
1.69 

.88 
1.69 

.50 
1.28 
1.17 




. 




Mar. 14 


947 
526 
819 
526-816 


'".'28* 








1 




Mar. 17 








1 




Mar. 18 












Mar. 19 














Mar. 20 














Mar. 21 


















Mar. 23 


526-848 
526 


.47 












Mar. 26 


1,209 


1.43 














Mar. 27 


2,544-2,638 


.90 










Mar. 28 


52&-896 
526 


1.85 














Mar. 81 


1,080 


1.53 






















1 





* Highest point of flight 



t May have been due to cloud. 



THE CHANGE OF PHASE DUE TO THE PASSAGE OF ELEC^ 
TRIG WAVES THRU THIN PLATES AND THE INDEX OF 
REFRACTION OF WATER FOR SUCH WAVES, WITH 
APPLICATIONS TO THE OPTICS OF THIN FILMS AND 
PRISMS. 

By W. B. BiiAiB. 

Part II. 

The Bubjeot of refraction and reflection of light at the boundary 
plane between two transparent substances haying different indices of 
refraction has been simply treated by Stokes, who used the principle of 
reyersibility, and more elaborately by Fresnel, who follows the changes 
undergone by the components of the amplitude in and perpendicular to 
the plane of incidence. Fresnel's value for that component of the am- 
plitude of the reflected ray which is normal to the plane of incidence 
is given by 

^« '*»sin(i+r) 

and for the component in the plane of incidence 

tan (t'-r) 
-«p-^ptan(i+r) 

where A^ and Ap are the amplitudes of the respective components of 
the incident ray and i and r are the angles of incidence and refraction. 
i and r are connected by the relation, 

sin i SB n sin r, 
n being the index of refraction between the two media which, in this 
discussion, is taken so that its value is greater than 1. If i and r are 
sufficiently small angles their sines may be replaced by nr and r and 
their cosines by 1. Making these changes in the formula gives 

n— 1 
^n^-A^n+1 
and 

n— 1 

the values of the amplitudes of the two components for perpendicular 
incidence. 

If the angles r and i are interchanged in these equations, B^ and 
Bp change sign but not numerical value, indicating, as does Stokes's 
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treatment of the subject, that, on reversal of the ray, the same fraction 
of the light is reflected; but that, if in either case there is no change 
of phase at reflection, in the other there is a change of phase of it, 
Fresnel's equations further show on which side of the boundary plane 
this change of phase occurs for given values of i and n. That B^ is 
always negative for n>l shows a change of phase oi n in this compo- 
nent of the reflected ray for all angles of incidence; that B^ is positive 
taken together with its reversal of direction shows the same thing for 
values of i and n such that i + r < it 12. Ati + r^ it 12, the sign of Bp 
changes, indicating no change of phase in the reflected ray for i+r 
> r/2. It follows that were light incident upon the other side of the 
boundary plane at such angles that i+r> 7r/2, there would be a change 
of phase of n in that component of the reflected ray lying in the plane 
of incidence. The squares of i?„ and Bp give the intensities of these 
components at whatever value of i and their sum is the intensity of 
the reflected ray, while, in accord with the principle of the conserva- 
tion of energy, the intensity of the light less this sum is the intensity 
of the light passing thru the boundary plane. For values of n large, 
if n be taken so that it is greater than 1, or small, if taken the other 
way, the amount of light reflected at the boundary plane is large while 
the amount transmitted is small and vice versa. 

Fresnel's equations have been tested by experiment and very closely 
represent observed facts. The largest disagreement of observation 
with theory occurs at the polarizing angle. The change of phase here 
is not abrupt as the theory indicates, but, while sharp, is continuous, 
especially if substances having high indices of refraction be used* 
Surface Alms have been shown to account in part but not altogether 
for the disagreement. In testing these formulas light rays have been 
used almost altogether. However, assuming their validity for electric 
waves of 5 centimeters in length, Mr. Cole has obtained apparently good 
values for the indices of refraction of water and alcohol, measurements 
being made of the energy reflected from the surfaces of these liquids. 

Using the above well known facts, it is proposed to explain the 
experimentally determined phase curve described in Part I, of this 
paper, and related phenomena. The curves of transmission and reflec- 
tion mentioned in Part I, are incidentally explained. 

Fig. 10 represents a cross-section of a film of variable thickness z 
and having a specific inductive capacity K^. It is bounded above and 
below by dielectrics having specific inductive capacities K^ and K^ as 
shown. K^ is put into the formula because it nearly always happens 
that the thin film must be supported by a plate of some other dielec- 
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trie, which influflnoeB coDsidenbly the internal reflection of the film. 
The problem is to detenoine the phase and intensity of the light trans- 
mitted by such a film compared with that incident upon ita npper 
Barfaoe. Since if there is a change of phase accompanying internal 
reflection at the boundary planea of this film, it is equal to n, and 
since, in considering the effect of multiple internal refieotioDS upon 
either the reflected or transmitted light, two such reflections always 
occur between the passages of light thru a giren bonndaiy plane, the 




total change of phase, not depending on ;, occurring before the re- 
flected ray returns to the boundary plane in question, is either 2n or 
zero, and no account need be taken of it in this discussion. For this 
and the further reason that in order to apply Fresnel's equations the 
amplitude of the incident ray must be resolved into its components in 
and perpendicular to the plane of incidence, there is no loss of gener- 
ality in what follows if we consider a simple electromagnetic distur- 
bance of the form. 



=A%iii 



im^2it-^±d^ 



in either of these planea incident at A. No account need be taken of 
which of the two planes the disturbance is in and the formulas de- 
duced will be subject to treatment by either the equation for B^ or 
for B^, such treatment however giving results peculiar to the plane of 
the polarized ray, of which the plane of vibration is indicated by the 
subscript in the equation used. 



164 BULLETIN OF MOUNT WEATHER OBSERVATORY. 

Let a be the amplitude of the ray inoident at A, then ae will be the 
amplitude of the reflected ray at A and a (l—e*)^, the amplitude of 
the refracted ray, where e^ is a fraction of yalue depending on K^ and 
K^ Now if a' be the coefficient of transmission and r the distance 
AB^zlooB r thru the film of thickness z measured in wave-lengths in 
the film, then aar(l'^e^)^ will be the amplitude of the ray under con- 
sideration when it reaches B, and aa^(l— «j')* (1—6,')*, the amplitude 
of the refracted rays at B, Superposed upon this will be rays of 
amplitudes, 

aa3^e,e,(l-ej«)* (l-«,')» , aa^e^^e; (l-e^Y C^-«t)^» 
etc., due to rays incident on the upper surface at C, E, etc.; e, is a 
fraction of value depending on £, and £,. If the disturbance incident 
at A be represented by S^'^a sin 2n tfT, that incident at C will be 
represented by 5,'=»a sin 2jr(</T + 2r sin* r), at -& by 5'/= a sin 2n 
{tjT+^T sin' r), etc., 2r sin' r being the distance AA" in the unit 
above chosen. It follows, therefore, that the ray BB' is given by 

St = at I sin 27rf ^ "" M + "^^ ®^° 27r ^ ^— [3t — 2t sin' r] j 

+ a^ e* e,' sin 27rf ^— [5t — 4t sin' r]j+ ... I = ^^ sin f ^ — ^J, 

in which 

Jj cos <5e=a/ |cos ^+a*^ej c, cos {3e^2ip) + a^e* c,' cos (5^—4^)+ . . . } 

and 

At sin ^i«a/jsin d+a^^e^ e^ sin (3^— 2^)+a*^ej' e,' sin (6^—4^)+ . , . ( 

where a/=aar (1— e^')* (2— e,')* , <?=»2;rT, 

and ^=27rT sin* r. 

To sum these series, substitute in the equation, 

and multiply both members by a^ (cos+t sin 6); equate the real num- 
bers in one member to those in the other and similarly for the imagi- 
naries; simplify and get 

^t [<^8 O^a^^e^e^ cos (^— 2f )] 
At cos dt = i_2fjLe^^ , cos 2 (^-^) + a^r e^ ' 

. . . g/ [sin d^a^e^e^ sin (^-2y)] 

^' Bin J^- i_2aJ*^6j6, cos 2 (<?-sp) + a^^e^'e,' ' 

sin^+o^^gje, sin (^— 2^) 

^ *^ A = 0OS^ + a2Tc^e^cOS(<?~2?>) * 

n A^ ^-^ 

^^- ^« - 1 - 2a2r e^e, COS 2 (^-?>) -h a^r e*e^' 
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Making h siiiiilar calculation of the phase change and intensity of 
reflected light, remembering that there is a difference of phase of n 
between externally and internally reflected rays, gives 

A rr.n.^ .' COS 2 (^-y) ^ «^ ^A ^ 

^^costf^-a, i_2a2'e^e, cos 2 {0^^) + a^ e^ " " 

J . . , sin2(^-y) 

A^ Sin 0^^ ar i_2a2r e^e^ cos 2 (O^^) + a*^ e^'e* ' 

m. cot ^+ 3-; CSC S, sin 2 (7-^) ' 

, {a;y ^ 2aa;e, [cos 2 (0^^) - a^r e,e,] 
^ ^ • ^^^ - 1 - 2a2T e^e, cos 2{0^fp) + a^ e*e* ^ ® ^i ' 

where a/=aa*^tf,(l— Cj'). 

As was to be expected, if a be put equal to one, i. e., if there be no 
absorption of radiation by the film, 

This check upon the work together with the fact that the formula 
A* and ^/ appear in the proper form for direct application to the 
experimental data is considered justification for deducing them here 
along with those for d^ and d^ altho, in slightly differing forms, 
they will be found, as noted in (I) of the summary of Part L, in the 
texts on optics. 

The above formulas are quite general and simplify considerably un- 
der reduction to special cases. As they stand, however, data could 
be obtained for the determination of A^ and d^, if the transparent film 
upon which measurements are to be made were introduced in front of 
one of the plane mirrors of an interferometer in such a way that the 
angle of incidence could be varied. A series of dielectrics could be 
used to give different values of n. The thickness of the film must 
always be known and for a given dielectric could be varied. The 
smaller the absorption coefficient the thicker the films from which 
measurable effects may be obtained. Such an experiment is practicable 
if one uses electric waves of convenient length, but the construction 
of sufficiently thin uniform films for use with light waves and, since 
the usual optical methods are not available, the measurement of their 
thickness, makes the problem a difficult one. One method which sug- 
gests itself is the construction of one sufficiently thin, uniform film 
upon whic]) measurements may be taken with different wave-lengths. 
This film need not be large in extent and may be made from some 
metal, better from a more transparent substance, having as high an 
index of refraction as possible, the thickness to be determined by the 
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optioal method after a suitable wave-length or lengths have been 
found. Another method is to make three measurements on a given 

film of either ^^ or 9^ for different angles of inci- 
dence; substitute in the proper formula and 
solve simultaneously for n, 2, a. An arrange- 



X 




A ^-'' 



<r- 



'^ p ment of this sort, shown in fig. 11, could be used 




I in the determination of A^ and d^ 8 is the source 



Fio. 11. 



of radiation, G the collimator, F the film, T the 
telescope or receiver, and A a device for vary- 
ing the angle of incidence. 
For the case covered by the experiment in Part I, L e., that of per- 
pendicular incidence. 



tan ^, = i ~a2* 



e,e, 



tan 2?r£f, 



Vt 



J.^a» a^(l-0(l-0 

* 1— 2a2* efi^ cos 4 7r« + a^ e^e^ 



TabIiB 3. 



M (in A'B). 


• (in w). 


8^ (in w). 


p (ca]c.). 


z (in mm.). 


p(ob8.). 


1 


.0626 
.1260 
.1875 
.2500 


.1486 
.2474 
.8144 
.8640 


19.49 
16.66 
18.96 
12.00 


1 
2 
8 


16.00 
16.20 
13.40 


A 


.8760 


.4870 


9.40 


4 


9.10 


i 


.6000 

.6260 


.6000 
.5696 


7.92 
7.18 


5 
6 

7 


8.20 
7.20 
6.14 


1 


.7600 


.6638 


6.89 


8 


6.62 




.8750 
1.0000 


.8046 
1.0000 


7.20 
7.92 


9 
10 
11 


7.10 
7.62 
8.14 


A 


1.1260 


1.1843 


8.89 


12 


8.88 


1 


1.2600 
1.8750 


1.8154 
1.4182 


8L89 
8.17 


18 
14 
15 


8L60 
8.60 
8.10 


} 


1.6000 


1.5000 


7.92 


16 


7.87 

• 


ii 


1.6260 
L7600 


1.5915 
1.7009 


7.74 
7.67 


17 
18 
19 


7.82 
7.69 
7.68 


}| 


1.8750 


1.8889 


7.76 


20 


7.72 


1 


2.0000 


2.0000 


7.92 


21 
22 


7.86 
8.10 



Since d^ is the total change of phase due to the film of thickness z 
and ^Ttzjn {z is measured in wave-lengths in the film) the change of 
phase which would occur if the film were removed, the net change of 
phase Jf, is given by 
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V. 

and 
VI. 



J*=^,- 



27rz 



n 






where p is the change of phase per unit thickness of the film as 
measured experimentally. 
From Fresnel's formulas, 

n.-l 






where n^ is the index of refraction of water with reference to air, 8.92, 
and n, is the index of water with reference to glass, 3.38; 2.64 is taken 
as the index of refraction of glass. Evaluting these gives 

e^ = .798, 

e, = .643. 
A computation of a' from selected ordinates of the phase curve gives 
a value of about .31, which indicates that over 60 per cent of the 
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Fia. 12. 
energy of radiation is absorbed by one wave-length, 21.2 mm., thick- 
ness of water. 
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Table 3 shows the value of d^ and p as caloulated from the formulas 
up to 2 s 1 and, for comparison, the observed values of p. The curve 
shown in fig. 12 is the graph of d^^ the diagonal giving the values of 6, 
Pig. 13 shows the observed and calculated values of p. Observed 
values are marked O, calculated, X . The agreement is good with the 
exception of the third, seventh, and fourteenth points. It is evident 
that the departure of the curve in fig. 12 from the straight line, 
e 3B 2^z, depends on e^ e, unless the coefficient of transmission be much 
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Fia 13. 

less than one. This departure is considerable even with low indices 
of refraction, as will be seen from the application of the formulas I, 
y, and YI, to the experiment on the paraffin plates described in Part 1. 
Take 1.47 as the index of refraction of paraffin and assume the co- 
efficient of transmission to be 1. There can be little error in this 
assumption, even tho a* be considerably less than 1, since the plates 
used range from ^\^ to ^ of a wave-length in thickness. Formula I 
becomes 

, , 1.0362 
tan o^ B 



.9638 



tan 2m 



and the mean index of refraction for plates of the above thickness 

computed bj Y and YI is 

n= 1.665, 

an increase of almost 6^ per cent over 1.47. The block of paraffin has 
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a thickness of |^ of a wave-length. Applying the formula to this thick- 
ness gives the index to be 

n=r 1.484 

or nearly 1 per cent over 1.47. 

While the results of this experiment on the paraffin plates did not 
at the time, August, 1906, seem to justify the assertion that the differ- 
ences in the different determinations of the index of refraction were 
due to a change of phase not a linear function of the thickness of the 
plate, these theoretical considerations appear to show that such was 
the case. 

The application of the above formulas being fairly well justified by 
•experiment, may further be made to the work of Johonnott* and others 
on the thickness of thin liquid films. For an index of 1.33, neglect- 
ing the coefficient of transmission and assuming perpendicular inci- 
•dence, formula I becomes approximately 

tan d^ = -Q^ tan 27rz. 

Becomputing from Johonnott's data in a case in which he gets zk ss 
12.6 ju/i, and taking the phase change into consideration gives zAssl2.1 
./i/z, the difference being about 4 per cent The mean of 12 ixii as limit- 
ing thickness of the first black becomes 11.5 fiii. 

It is probable that this correction just accounts for the difference 
in the two values found by Beinold and Biicker'® for this same quan- 
tity and justifies the latter of the following assumptions. They used 
two methods in their determinations: an optical method based upon 
the assumption that the index of refraction as computed by the usual 
formulas is the same for any thickness of plate and an electrical method 
xmderlying which was a similar assumption with reference to the resist- 
ance of a liquid. By the first method they obtain 11.8 ixix, by the sec- 
ond 11.3 [ifx. 

The spectrometer experiment described in Part I was intended to 
serve as a check on the work with the interferometer. While it serves 
this purpose well, the formulas used in the interpretation of the results 
with thin plates can not, except in a general way, be used to account 
ior the results with the thin prism. 

Fig. 14 shows a section of the prism and the paths of the rays thru 
it. This figure illustrates the special case in which incidence is per- 
pendicular, tp is .83^ and n is 8.92. The consideration of the general 
case has not been found profitable on account of the comparatively 
complicated expressions which arise, and its limited application to 
special cases. The angle of incidence r^ of the ray AB on the second 
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face At B IB ip. Its angle of refraction i, is 7 '=' + 26'. For the ray CB, 
r, is 3v'', i, is 22^+ 48'; for Z>5, r, is 6^ and i, is 40°+ 12'; for -&i5, r, 
is l(fi and i, is 64''+ 40'. Total reflection takes place at 7}^. 



1, 1^ are 




>x 



Fig. 14. 
so large that the refracted parts of DB and EB could not enter the 
focusing cylinder at the same time as the refracted parts of AB and 
CB provided the cylinder be at the position for the maximum effect 
of the radiation upon the receiver as determined by the experiment 
The rays AB and CB are therefore the only ones to be considered. It 
is clear that a circular cylinder of appropriate curvature would have 
given a better focus of the diverging rays and consequently a better 
defined maximum than that given by the parabolic cylinder used. 

The resulting disturbance at B due to AB and CB is given approxi- 
mately by 

= A sin(2ff ^— S] 

= .3614aa't»'» '^ sin 2ff( J,— a? tan A 

+ .226aa«* «•» 4'sin2iT(j,-^ Sx tan A 

where a is the amplitude of the rays incident at A and a*, the coefficient 
of transmission. Fresnel's formulas are again used in getting values 
of e; ^ is measured in wave-lengths in water. Putting for 2r:x tan (p 
and solving gives 



tan S = 



1.6 + Sa^ — 4a^ sin' 



tan d. 



1.6 — 3a^ + 4a^ cos' 
Table 4 gives a few of the values of r, 0, and 3 for comparison. 



THE CHANGE OF PHASE. 



171 







Table 4. 






T(inA'8). 


«(inir). 


(n»). 


T (in A'8). ! 


B (in r). 


a (in w). 


^ 


.0625 


.1008 


/. 


.8760 


.8098 


A 


.1875 


.8157 


4 


1.0000 


1.0000 


i 


.2500 


. 4076 A 


1.1250 


1.1886 


A 


.8750 


.4650 i 


1.2600 


1.8480 


k 


.6000 


.6000 \i 


1.8760 


1.4688 


.6250 


.5075 } 


1.6000 


1.5000 


1 


.7000 


.6281 il 


1.6250 


1.6604 



Fig. 15 is a graph of these values and makes apparent the reason for 
the different angles of deviation found for different parts of the same 
prism. The values of d are marked O • They have a somewhat simi- 
lar relation to ^ as that shown in fig. 12, values of being given by 
the diagonal straight line. A computation of D, the angle of devia- 
tion, for that part of the prism from ^X to -^X in thickness gives 

D = 1«* + 46.6'. 
This value is 8.5' less than the value observed for D at approximately 
this part of the prism. A similar computation gives 

for the part of the prism between ^X and WX in thickness. This value 
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Fig. 15. 
is 51' greater than that observed for about the same part of the prism. 
Both experiment and calculation on the thin prism are somewhat rough 
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but of sufficient aoouracj to show that, for a thin prism of material the 
index of refraction of which differs much from one in either direction, 
the angle of deviation is different for different parts of the prism and 
can not be used in the ordinary formulas for computing the index of 
refraction from data obtained by means of a spectrometer. 

Fig. 16 shows the curre of transmission of energy as worked out 
from formula 11 for a thin film. This curve is below the observed 
curve. It has sharp maxima and broad minima compared with that in 
fig. 9, which taken with the curve in fig. 6 seems to indicate that the 
receiver responds to a limited group of wave-lengths in the vicinity 
of the one wave-length to which it is tuned. Further evidence is had 
in the fact that» when no water plate intervenes, the wave-length re- 
sponded to by the receiver is quite uniformly 19.1 cm. in air, with the 
plate intervening, wave-lengths varying from this by several milli- 
meters are obtained, as in the sample set of readings given in Part L 
This disagreement between the curves in fig. 16 and fig. 9 is due no 
doubt to the fact that the curve in fig. 16 is computed for one wave- 
length only, while that in fig. 9 is the resultant effect of a limited 
group of wave-lengths. Where the plate is almost opaque to a given 
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Fio. 16. 

wave-length, it is transparent to others either longer or shorter. The 
pulse from the gap containing a given group of component wave- 
lengths has some of these lengths sorted out by the plate so that a 
slightly different group presents itself to the receiver at every thick- 
ness of the plate. The receiver, having been tuned to the original 
group, responds less energetically to the modified groups; this re- 
sponse being in the nature of a compromise between the wave-lengths 



THE CHANGE OF PHASE. 173 

offered by a given group and the ability of the receiver to respond to 
them. 

It follows that at any given thickness of plate certain wave-lengths, 
given by r SB (2n — 1)^/4 are partially taken out of the group, while 
others given by r as nA/2 are more intense. For thin prisms, fig. 15 
shows the same sort of selection. The prism becomes a sort of trans- 
mission grating. It is seen further that a prism having a given re- 
fracting angle and composed of material having a given index of re- 
fraction vnll produce for a given angle of incidence an angle of de- 
viation depending upon the wave-length. Consider in fig. 15 the 
part of the prism between z » ^^ and z » |^. For a given wave- 
length X in the medium of the prism, the distance along the face of 
the prism will be d, for any other wave-length X\ the distance d' will 
be greater or less than X depending on whether X' is greater or less 
than X, but the change in phase between these two thicknesses will 
be the same, since z is measured in wave-lengths in the prism. This 
means that for the shorter wave-lengths the virtual face of the prism 
will make a greater angle with the real face at that part of the prism 
where, for the wave-length under consideration, the transmitted light 
is most intense, with the result that the angle of deviation of the 
shorter wave-length will be greater. Lampa's^ experiment on the 
index of refraction of water seems to support this conclusion. He 
used a prism having a refracting angle of 4^ and found the angles of 
deviation for the three wave-lengths, 4, 6, and 8 mm. The groups of 
wave-lengths in which these predominated were probably quite 
limited. From these angles he computed, by the usual formula, the 
following values of the specific inductive capacity of water: 

-^(A=4) =* 90.2, 

^(A=6) = 88.4, 

JSr(;^^8) = 80.4, 
Prof. A. Kundt*, in his experiments on thin metallic prisms, made 
two measurements on each prism. (1) Its refracting angle. This 
was measured by the reflection from the face of the prism. If we * 
may judge from formula m, above, the angle thus obtained can not 
be taken as the actual refracting angle. (2) The angle of deviation. 
As has been shown in the case of the water prism, this angle is de- 
pendent on the thickness of that part of the prism thru which the 
light is transmitted as well as upon the refracting angle, the index of 
refraction and the wave-length. No observation was made from 
which the thickness of the prism at the part in question can be de- 
termined, consequently a simultaneous computation, assuming the 
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above formulaa to hold for metals, of the actual angles of refraction 
and deyiation is impossible. 

At what refracting angle the virtual face of the prism coincides 
with the real face must be somewhat dependent upon the adjustment 
of the other parts of the spectrometer and is a subject for further ex- 
periment. A theoretically correct method of determining the index 
of refraction of a material for a given wave-length ^, is to use a plane 
parallel plate of it of thickness n^/2 and measure the retardation of 
the light due to its passage thru this plate, n is a whole number 
and X is the wave-length in the material used. Practically, n need 
not be a whole number if the plate be thick when measured in wave- 
lengths. 

To the summary given in Part I may now be added: 

5. The variable change of phase observed in the experiments with 
thin films and prisms, also the variation in intensity of the trans- 
mitted and reflected energy are interference phenomena, and are due 
to the superposition of the successive transmissions or reflections 
arising from multiple internal reflection. 

6. The text-book formulas used for computing the index of refrac- 
tion of a substance from data taken with either the interferometer or 
the spectrometer will not apply in the cases of thin films and thin 
prisms, but must be supplemented by the formulas given above. 

7. The virtual face of a thin prism is not coincident with its real 
face, but, for a given wave-length in the medium of the prism, a sec- 
tion perpendicular to the edge shows a somewhat sinusoidal curve 
which cuts the real face at those points where the thickness of the 
prism is nA/4. Its slope is least at the points (2n^l);i/4, greatest at 
nA/2, these slopes being steeper for wave-lengths shorter than >l and 
less steep for those longer. The transmitted energy is least at 
(2n— 1)^/4, greatest at ni/2, and is always dependent on the index of 
refraction. The thin prism is thus a transmission grating possest 
of properties by which, to a certain extent, it accomplishes the analysis 

' and dispersion of white light. 

For their helpful crticism of his work and the suggestions above 
mentioned, the author takes this opportunity of expressing his appre- 
ciation to Professors Michelson and Millikan. 
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UPPER AIR TEMPERATURES FOR JANUARY. FEBRUARY, 

AND MARCH. 

By the Aerial Section— W. B. Blaib in charge. 

The following oharts and tables are oonstanoted as desoribed in 
previous numbers of the Bulletin, and show upper air temperatures 
for January, February, and March. 

The mean of the highest altitudes reached daily in January is 9,925 
feet (3,034 meters), and in the three months, January, February, and 
March, 9,096 feet (2,773 meters), while the highest altitude reached is 
19,102 feet (5,822 meters). 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



1908. 
Jan. 1: 

7:07 a.m. 

7:17 a.m. 

7:26 a.m. 

7:88 a. m 

7:57 a. m . 

8:18 a.m. 

8:82 a.m. 

9:12 a.m. 

9:87 a.m. 

9:46 a.m. 
JaD. 2: 

8:86 p.m. 

8:46 p.m. 

8:66 p. m . 

4:05 p^m. 

4:14 p. m 

4:27 pu m . 

4:48 p.m. 

6KWp.m. 

6:45 p.m. 

7:28 p.m. 

8:81 p. m 

8:89 p. m 

8:54 p. m . 

9:02p.m. 

9:16 p.m. 

9:27 p. m . 



On HoQDt Weather, Va., J^^^^ 




Air tem- 
perature. 



88.7 
89.0 
89.0 
89.0 
41.2 
89.8 
89.6 
40.8 
4L8 
41.4 

42.8 
42.7 
42.6 
42.4 
42.0 
41.2 

4ao 

89.2 
38.0 
87.7 
84.0 
83.5 
88.0 
88.0 
88.0 
88.8 



8.7 
8.9 
8.9 
8.9 
5.1 
4.1 
4.2 
4.9 
5.2 
5.2 

6.0 
5.9 
5.9 
5.8 
6.6 
5.1 
4.4 
4.0 
3.3 
8.2 
1.1 
0.8 
0.6 
0.6 
0.6 
0.7 



V 



^ 



I>lr. 



, sw. 
29 I 8W. 



29 
29 
25 
82 
82 
88 
29 
80 

86 
85 
85 
84 
85 
84 
81 
33 
28 
27 
40 
40 
89 
89 
89 
1» 



8W. 
■W. 

ew. 

8W. 
8W. 
8W. 
8W. 
BW. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

nw. 

nw. 

nnw. 

nnw 

D. 

n. 

n. 
n. 



Velocity. 



p.h. 
10 
10 
10 
10 
12 
12 
12 
12 
12 
12 

15 
18 
17 
15 
15 
17 
16 
14 
16 
17 
12 
10 
12 
12 
12 
12 



MePs 
p. *. 
4.5 
4.5 
4.5 
4.6 
5.4 
5.4 
6.4 
6.4 
6.4 
6.4 

6.7 
8.0 
7.6 
6.7 
6.7 
7.6 
7.2 
6.8 
7.2 
7.6 
5.4 
4.5 
6.4 
6.4 
6.4 
5.4 



At different heights above sea. 



Height 



Feet, 

1,725 

2,874 

8,975 

6,740 

7,762 

8,995 

7,512 

6,288 

8,682 

1,725 

1,725 

8,960 

5,174 

7,208 

7,128 

11,807 

14,654 

16,917 

15,060 

12,295 

9,165 

8,624 

6.924 

6,267 

3,716 

1.725 



MeU't. 

526 

876 

1,212 

2,064 

2,866 

2,742 

2,290 

1,901 

1,122 

626 

626 
1,207 
1,577 
2,197 
2.478 
8,446 
4,467 
5,156 
4,587 
8,748 
2,796 
2,629 
2,111 
1,910 
1,188 

626 



Air tem- 
perature. 



op 

88.7 
87.4 
82.2 
26.5 
22.6 
28.2 
27.1 
23.5 
82.7 
41.4 

42.8 

30.9 

25.6 

19.0 

14.0 

6.9 

-7.6 

-18.2 

-11.6 

1.0 

10.0 

]a4 

16.6 

17.6 

26.6 

88.8 



8.7 
3.0 
0.1 

- 8.6 
6.2 

-4.9 

-2.7 

-4.7 

0.4 

5.2 

6.0 
-0.6 
-8.6 

- 7.2 
-10.0 
-14.5 
-22.0 

27.9 
-24.2 
-17.2 
-12.2 
-12.0 

- 9.1 

- 8.0 

- 8.0 
0.7 



S 

s 

I 



^ 



80 
86 



Wind. 



Dir. 



sw. 

8W. 
W. 
W. 
W. 

w. 
w. 
w. 
w. 

sw. 

wnw. 
wnw. 
wnw, 
wnw, 
wnw, 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 

B. 



Velocity. 



MUe* 

p,h. 

10 



MePi 
p.*. 
4.6 



12 
15 



12 



6.4 
6.7 



5.4 



January 1, 1908,^Two kites were used; lifting surface, 142 sq. ft. (13.1 sq. m.). 
Wire out, 18,500 ft. (5,639 m.); at maximum altitude, 18,000 ft. (5,486 m.). 

The sky was nearly oovered with St.-Cu. and a small proportion of A.-Cu. at the 
beginning of the flight. After 8 a. m. the sky was overcast, at flrst with St., with 
St.-Cu. at 8:30 a. m., and again with St. by 9:50 a. m. All clouds were moving 
from the west. 

Pressure was high over the South Atlantic States. A trough of low pressure 
extended from the lower St. Lawrence Valley to Oklahoma. 

Jannary j?, /^^.— Five kites were used; lifting surface, 345 sq. ft. (32.0 sq. m.). 
Wire out, 35,300 ft. (10,760 m.) at the maximum altitude. 

The sky was cloudless. 

At 8 a. m. a high, central over Colorado, extended over the greater part of the 
United States. Low pressure was central over Nova Scotia. 
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RESULTS OF KITE FLIGHTS. 



On Mount Weather, Va., J^gJ*^ 



Date an<l 
hour. 



1908. 
7an. 8: 

7:54 a. m. 

8:27 a. m . 

8:87 a. m . 

8:64 a. m . 
10:26 a. m . 
10:46 a. m. 
11:88 a. m J 
11:80 a.m., 
2d flight. 
12:10 p.m. 
12:60 p.m. 
12:68 p. m . 

1:07 p.m. I 

1:10 p.m. 

1:29 p.m. 

1:47 p. m . 

2:66 p. m . ' 

8:42 p. m . 

4:16 p.m. 

6:84 p.m.' 

6:82 p. m . , 

6:69 p. ra . 

7:10 p.m. 

7:18 p.m. 
Jan: 4: 

7:48 a.m. 

8:26 a. m . , 

8:87 a. m . 

8:63 a. m . 

9:15 a.m. 
10:10 a.m. 
10:82 a. m . 
10:46 a. m . 
10:51 a. m , 
11:00 a.m.' 
11:10 a.m. 
11:20 a.m. 
12:03 p.m. 
12:20 p.m. 



Air tem- 
perature. 



26.0 
27.0 
26.8 
27.0 
28.0 
29.2 
29.6 
29.9 

80.8 
81.8 
31.8 
82.0 
81.8 
82.1 
32.4 
88.0 
88.0 
8&0 
29.6 
29.0 
28.7 
28.7 
28.7 

27.3 
27.6 
28.8 
29.5 
29.0 
28.0 
27.8 
27.8 
27.9 
28.0 
28.2 
28.4 
29.0 
29.0 



- 3.3 

- 18 

- 2.9 

- 2.8 
2.2 
1.6 

- 1.4 
-1.2 



I- 






i — 



i_ 



0.7 

a4 
a4 

0.0 
0.1 
0.1 
0.2 
0.6 
0.6 
0.6 
1.8 
1.7 
1.8 
1.8 
1.8 

2.6 
2.4 
2.1 
1.4 
1.7 
2.2 
2.3 
2.3 
2.8 
2.2 
2.1 
2.0 
1.7 
1.7 



g I Wind. 

9 
jS 

^ DIr. Velocity. 



< 
57 
57 
59 
59 
65 
67 
59 
69 

61 
60 
60 
60 
50 
68 
58 
61 
61 
61 
68 
67 
70 
70 
70 

87 
87 
88 
87 
85 
92 
90 
90 
91 
92 
98 
94 
99 
100 



nw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

nnw. 

n. 

n. 

n. 

n. 

B. 
B. 

ne. 
se. 
se. 
se. 
Be. 
se. 
■e. 
se. 

a. 

s. 

8. 
8. 

a. 

■e. 

se. 

se. 

se. 

se. 

86. 

se. 
s. 

b. 



I 



MUe» 

p. h, 

9 

11 

10 

11 
14 
14 

13 
12 

11 

10 

10 

10 

12 

11 

11 

4 

4 

7 

6 

5 

5 

6 

6 

15 
12 
12 
15 
18 
11 
18 
14 
14 
14 
14 
16 
15 
14 



Mee» 

p. *, 
4.0 
4.9 
4.5 
4.9 
6.8 
6.3 
5.8 
5.4 

4.9 
4.5 
4.6 
4.5 
6.4 
4.9 
4.9 
1.8 
1.8 
8.1 
2.7 
2.2 
2.2 
2.2 
2.2 

6.7 
5.4 
5.4 
6.7 
5.8 
4.9 
6.8 
6.3 
6.3 
6.3 
6.3 
7.2 
6.7 
6.8 



At different heights above sea. 



Height 



Feet. 

1,725 

2,881 

8,718 

6,143 

6,610 

4,940 

8,660 

1,725 

1,726 

2,646 

8.677 

5,080 

5.642 

6,409 

6,415 

10,882 

18,676 

14, 748 

18, 6M 

10,873 

5,662 

8,159 

1,725 

1,726 
3,a51 
5,108 
6,489 
6,834 
7,658 
9,229 
9,819 
8,016 
6,871 
5,190 
4,256 
2,778 
1,725 



Meters. 

626 

879 

1,188 

1,668 

1,984 

1,607 

1,116 

526 

626 

806 
1,090 
1,648 
1,720 
1,969 
2,481 
8,817 
4,166 
4,496 
4,163 
8,814 
1,726 
963 
526 

626 

1,021 
1,557 
1,968 
2,086 
2,384 
2,818 
2,993 
2,448 
2,094 
1,582 
1,297 
847 
626 



Air tem- 
perature. 



a 

t 



Wind. 



Dir. Velocity. 



26.0 
25.9 
21.6 
18.5 
16.5 
18.5 
20.8 
29.9 

80.8 
26.8 
21.6 
16.7 
20.3 
19.6 
19.4 
10.8 

1.6 
- 2.4 

8.2 
12.6 
23.9 
28.4 
28.7 

27.3 
81.6 
27.3 
24.1 
22.3 
20.8 
14.9 
18.3 
18.7 
21.9 
29.5 
30.4 
82.0 
29.0 



57 



59 
61 



• • ■ k 



! 

OC. 

— 8.3 
-3.4 
-5.8 

— 7.5 

— 8.6 
-7.5 

— 6.2 
-1.2 

— 0.7 

— 2.9 

— 6.8 

— 8.5 

— 6.6 

— 6.9 

— 7.0 
—11.8 
—16.9 
—19.1 
—16.0 
-10.8 

— 4.5 
-2.0 

— 1.8 

— 2.6 

— 0.2 

— 2.6 

— 4.4 

— 5.4 

— 6.2 

— 9.5 
—10.4 

— 7.4 

— 6. 6 ' . . . , 

— 0.9 I 

0. . . . 

— 1.7 ,100 



70 

87 











\Mila 
■ p. h. 
nw. 1 9 

wnw 

wnw 


Mef* 


nnw 




nnw. 
nnw. 
nw. 
nnw. 

nnw. 
nnw. 








• 












12 
11 


6.4 
4.9 


nuw.i 


nw. 
nw. 
nw. 
nw. 


1 . 






t 



















nw. 


' 


nw. 








nw. 

nw. 

nw. 

w. 

se. 












....•• 












se. 

8. 

sw. 


6 

15 


2.2 
6.7 


■w. 








HW. 








8W. 






SW. 






aw. 




sw. 




sw. 

HW. 




1 • • • 


...... 


SW. 






SW. 






ssw. 






8. 




14 


6.8 



January S, 1908. — Four kites were used; lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 16,500 ft. (5,029 m.) at tlie maximum altitude. 

No clouds were observed. 

Higli pressure, central over Kentucky, covered the eastern half of the country. 

Second flight: Seven kites were used; lifting surface, 458 sq. ft. (42.3 sq. m.). 
Wire out, 35,300 ft. (10,760 m.); at maximum altitude, 33,500 ft. (10,211 m.). 

Between 3 and 4 p. m. a few 01. moving from the northwest formed and disap- 
peared rapidly. 

January 4, 190S,— Three kites were used; lifting surface, 216 sq. ft. (19.9 sq. m.). 
Wire out, 22,200 ft. (6,767 m.) at the maximum altitude. 

Light snow fell during the flight, except from 9:10 to 9:30 a. m., from clouds 
moving from the south. The head kite was faintly visible up to about 7,000 ft. 
(2,134 m.). Dense fog set in just after the flight. 

Pressure was high along the middle and south Atlantic coast, while low pres- 
sure was central over the Lakes. 



UPPER AIR CONDITIONS. 



179 



RESULTS OF KITE FLIGHTS. 



Dat« EDd 
hour. 



1908. 
Jan. 6: 

9:29 a. m . 
10:07 a. m . 
10:26 a.m. 
11:63 a.m. 

1:05 p.m. 
JaD. 7: 

2:20 p.m. 

2:40 p.m. 

8:08 p. m . 

8:52 p. m . 
Jan. 8: 



10:66 
11:08 
11:29 
11:41 
11J(6 
12:25 
12:59 



a.m. 

a.m. 

a.m. 

a.m. 

a.m. 

p. m. 

p. m. 
1:58 p.m. 
2:26 p.m. 
2:46 p.m. 
8:11 p. m. 
8:29 p.m.' 
8:40 p. m> 



On Mount Weather, Va., J^72?ft. 



Airtem- 
pe. ature. 



op. 
25.0 
25.0 
24.7 
29.6 
84.0 

26.0 
26.6 
27.3 
27.6 

32.2 
38.0 
3a8 
34.0 
84.2 
34.6 
35-7 
35.0 
33.7 
38*6 
84.3 
34.0 
34.1 



;oc 

- 3.9 

- 8.9 

- 4.1 

- 1.8 
1.1 

- 3.8 

- 8.1 

- 2.6 

- 2.4 

0.1 
0.6 
1.0 
1.1 
1.2 
1.4 
2.1 
1.7 
0.9 
0.9 
1.8 
1.1 
1.2 



S , 

ja 

5 Dir. 



WlDd. 
Velocity. 



* 
75 
G8 
67 
68 
50 

100 
100 
100 
100 

60 
61 
62 
62 
62 
64 
64 



8W. 
MW. 

8W, 

se. 
se. 

nnw. 
nnw. 
nnw. 
Q. 

w. 
w. 

8W. 
MW. 

«w. 

8W. 



73 ! H. 
72 I aw. 
72 i sw. 



66 
70 
67 



BW. 

W. 

W. 



p.h. 
10 
10 
10 
8 
10 

25 
24 
24 
26 

15 

18 

14 

14 

16 

12 

12 

4 

9 

9 

8 

11 

9 



p.r 
4.5 
4.5 
4.5 
8.6 
4.5 

11.2 
10.7 
10.7 
11.6 

6.7 
6.8 
6.8 
6.3 
7.2 
5.4 
6.4 
1.8 
4.0 
4.0 
8.6 
4.9 
4.0 



At difTerent heights above sea. 



Height. 



1,726 
2,980 
3,046 
2,623 
1,726 

1,725 
3,240 
8,010 
1,725 

/,725 
2,938 
3,767 
4,687 
5,297 
6,723 
8,193 
9,770 
8,915 
7,0»4 
5,510 
2,805 
1,725 



Meter*. 
526 
893 
928 
800 
626 

626 
988 
918 
626 

526 

8U6 

1,148 

1,413 

1,614 

2,049 

2,497 

2,978 

2,717 

2, 162 

1,680 

855 

526 



Air tem- 
perature. 



26.0 
25.5 
27.8 
80.4 
84.0 

26.0 
24.6 
27.9 
27.6 

32.2 
29.8 
25.5 
21.6 
23.4 
17.6 
11.8 
4.5 
8.6 

las 

17.2 
28.0 
34,1 



- 8.9 
-8.6 

- 2.6 
0.9 
1.1 

■8.3 
-4.1 
-2.8 
-2.4 

0.1 

- 1.2 

- 3.6 

- 5.8 
-4.8 

- 8-0 
11.2 

-15.8 
13.0 
11.8 

- 8.2 

- 2.2 
1.2 



S 

s 

t 



i 

75 



50 
100 



100 
60 



Wind. 



67 



Dir. 


Velocity. 


HW. 
8W. 


Mies 

p,h 

10 


p.*, 
4.6 


W8W. 






80. 

se. 

nnw. 
n. 

B. 


"io 

25 


■ "4.'6 

• 

11.2 


n. 

w. 
wsw. 


26 
15 


11.6 
6.7 


w. 




w. 
w. 


1 

1 



wsw. . 

WBW. 

WSW. 

WSW. 

WBW. 

W. 

W. 

W. 



9 



4.0 



cTiofiiiafs/ 6, 190S. ^Two kites were used; lifting surface, 142 sq, ft. (13.1 sq. m.). 
Wire out, 2,900 ft. <884 m.); at maximum altitude, 2,500 ft. (762 m.). 

At the beglunlDg of the flight the sky was nearly covered with Ci. and A.-St. 
moving from the west. Cloudiness gradually diminished, and only a few clouds 
were to be seen at the end of the flight. 

High pressure was central over eastern Maryland, while pressure was low north 
of Dakota and not so low over the northern Gulf. 

January 7, i^<9.— Two kites were used; lifting surface, 70 sq. ft. (6.3 sq. m.). 
Wire out, 4,000 ft. (1,219 m.) at the maximum altitude. 

Dense fog, sleet, and snow prevailed during the flight. The wind velocity aloft 
was apparently very high. 

At 8 a. m. a storm area was central over the North Carolina coast, and rain or 
snow was falling from Pennsylvania southward. Pressure was low also over Lake 
Superior, but increased thence to Nova Scotia. 

January 8^ 190S. — Four kites were used; lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 19,550 ft. (5,959 m.*); at maximum altitude, 18,100 ft. (6,517 m.). 

At the beginning of the fllgnt 4/10 upper and 3/10 lower clouds were moving from 
the west-southwest. About noon St.-Cu. began to move in from the west, the 
bases of some of the lower ones lying at an altitude of about 4,700 ft. (1,433m.). 
These clouds covered the sky after 2 p. m. In descending the kite emerged from 
the 8t.-Cu. clouds at an altitude of about B,900 ft. (1,798 m.). The last 4,500 ft. 
(1,372 m.) of wire came in slightly coated with frost. 

Low pressure covered the eastern United States, with a central depression of 
28.75 inches over the lower St. Lawrence, and a secondary depression over Lake 
Erie. 



180 



BULLETIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KIT;E FLIGHTS. 



Dmteaod 
hour. 



1906. 
Jan. 9: 

9:SSa.in. 

9:4S a.m. 
KhOOa.m. 
lOKWa.m. 
10:22 a*, m . 
10:44 a.m. 
11:10 a. m. 
11:19 a.m. 
11:80 a. ra. 
11:40 a.m. 
12:06 p.m. 
Jan. 10: 
11:26 a.m. 
11:80 a.m. 
11:40 a.m. 
12:00 m... 
12:80 p. m . 

1:08 p.m. 

1:40 p. m 

1:58 p.m. 

2K)2 p.m. 

2:06 p. m . 

2:17 p.m. 

2:26 p.m. 

2:86 p.m. 

2:60 p. m . 



On Mount Weather. Va., ^^^^^ 



Air tem- 
perature. 



20.2 
20.0 
19.0 
19.9 
20.0 
19.2 
18.9 
19.0 
19.0 
19.1 
19.0 

19.8 
19.8 
19.8 
21.8 
21.8 
24.3 
248 
2BlO 
26.2 
26.2 
25.2 
26.0 
26.0 
26.0 



a 

6.6 
6.7 
6.7 
6.7 
6.7 
7.1 
7.8 
7.2 
7.2 
7.2 
7.2 

6.8 
6.8 
6.8 
6.9 
5.9 
4.8 
4.8 
8.9 
8.8 
8.8 
8.8 
3.8 
8.8 
3.8 



• 

s 




s 


DiT. 


67 


DW. 


66 


nw. 


66 


nw. 


66 


nw. 


65 


nw. 


69 


nw. 


69 


nw. 


69 


nw. 


69 


nw. 


60 


nw. 


59 


nw. 


70 


Be. 


70 


se. 


72 


ae. 


72 


se. 


70 


■e. 


66 


■e. 


72 


ae. 


75 


se. 


75 


ae. 


76 


se. 


75 


se. 


64 


se. 


64 


se. 


64 


se. 



Wind. 



Velocity. 



Miles Meet 



p.h. 
82 
84 
88 
85 
36 
88 
88 
37 
86 
89 
86 

10 
10 
10 
10 
9 
8 

lo- 
ll 
13 
13 
18 
12 
12 
9 



f4.8 
15.2 
14.8 
15.6 
16.1 
17.0 
17.0 
16.5 
16.1 
17.4 
16.1 

4.5 
4.5 
4.5 
4.5 
4.0 
8.6 
4.5 
4.9 
5.8 
5.8 
6.8 
5.4 
5.4 
4.0 



At diflbrent heights aboTe sea. 



Height 



Fcft. 

1,725 

2,788 

8,525 

4,346 

5,353 

6,220 

5,219 

4,677 

4,440 

2,867 

1,725 

1,725 
2,682 

8,061 
4,641 
5,764 
6,385 
7,895 
5,851 
5,291 
4,511 
4,060 
8,382 
2,524 
1,726 



Mein-t. 

526 

848 

1,074 

1,825 

1,632 

1,896 

1,591 

1,426 

1,353 

874 

526 

526 

802 

939 

1,415 

1,757 

1,981 

2,254 

1,788 I 

1,613 

1,384 

1,288 

1,016 

769 

626 



Air tem- 
perature. 



9 
9 
9 

7 



20.2 
13.6 

9. 

5. 

3. 

2. 

7.0 

3.7 

8.7 
11.5 
19.0 

19.8 
24.8 
25.0 
23.7 
80.9 
81.1 
27.0 
32.9 
29.1 
31.6 
8a7 
22.6 
20.5 
26.0 



— 6.6 
—10.8 
—12.8 
-14.5 
—15.6 
—16.3 
—13.9 

-15.7 
—15.7 
-11.4 

— 7.2 

— 6.8 

— 4.0 

— 8.9 

— 4.6 

— 0.6 

— 0.5 
-2.8 

0.5 

— 1.6 

— 0.2 
-0.7 
-5.2 

— 6.4 

— 8.8 



S 

9 



& 



67 



Wind. 



Dir. 



69 



n 



64 



nw. 
nw. 
uw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
uw. 

9v« 

8. 

88 W. 

8W. 

8W. 

HW. 

8W. 

8W. 

8W. 

8w. ; 

88W. 
B8W. 



Velocitj. 
Milet M'tM 

p. A. D. *. 

32 14.3 






























86 

10 


16.1 
4.6 


















, ^ 
















9 


4.0 



January 9, 1908,^Two kites were used; lifting surface, 102 sq. ft. (9.3 sq. m.). 
Wire out, 12,000 ft. (3.668 m.^ at the maximum altitude. 

A few St.-Cu. and St. douas were visible during the flight, and long " standing *' 
clouds formed over the Loudoun Valley. 

Low pressure was central east of New England, and an area of high pressure 
extended from the Gulf to the Lakes. 

January 10, 1908,— Four kites were used; lifting surface, 284 sq. ft. (26.2 sq. m). 
Wire out, 13,060 ft. (4,374 m.); at maximum altitude, 10,000 ft. (3,048 m.). 

Gi. clouds moving from the southwest varied in amount from 6/10 at the begin- 
ning of the flight to 2/10 at its close. 

Centers of high pressure lay over Virginia and north of Lake Ontario. An area 
of low pressure was central in eastern Texas. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., J^j^ 



Air tem- 
perature. 



i9oa 

Jan. 11: 
8:80 a.m. 
8:48 a.m. 
8:57 a. m 
9:26 a. m 
9:88 a.m. 
9:60 a.m. 

10:06 a. m . 

10:12 a.m. 

11:80 a.m. 

11:02 a. m. 

11:21a.m. 

11:80 a.m. 

18:02 p.m. 

12:10 p.m. 

12:80 p.m. 

Jan. 13: 
7:88 a. m . 
7:80 a.m. 
8:06 a.m. 
8:20 a. m 
8:82 a. m.j 
8:88 a.m. 
9:08 a.m. I 
9:18 a.m.< 
9:25 a.m.! 
9:82 a. m . 
9:84 a.m. 
9:45 a.m. 



28.8 
22.7 
21.7 
28.5 
24.9 
27.1 
29.0 
29.0 
29.8 
80.8 
81.9 
82.9 
33.8 
82.8 
30.4 

85.6 
36.0 
86.2 
36.0 
36.2 
86.2 
36.0 
86.8 
36.6 
86.8 
86.6 
86.7 



— 4.6 
-6.2 

— 6.7 

— 4.7 

— 8.9 

— 2.7 

— 1.7 

— 1.7 

— 1.6 

— 0.7 

— 0.1 
0.6 
1.0 
Q.A 

— 0.9 

2.0 
2.2 
2.8 
2.2 
2.8 
2.8 
2.2 
2.1 
2.0 
2.1 
2.0 
2.1 



a 

s 

& 



77 
83 
79 
76 
l9 
67 
68 
75 
81 
76 
71 
62 
66 
81 

81 
80 
77 
78 
76 
76 
78 
78 
78 
78 
78 
78 





Wind. 


Dlr. 


Velo< 




Mil^t 




P-l^A 


sw. 


12 


se. 


14 


86. 


18 


86. 


10 


86. 


12 


se. 


12 


■6. 


18 


86. 


18 


86. 


12 


86. 


18 


86. 


18 


86. 


18 


86. 


16 


86. 


16 


86. 


16 


w. 


10 


w. 


11 


w. 


18 


w. 


12 


8W. 


12 


8W. 


12 


nw. 


9 


w. 


6 


nw. 


7 


w. 


8 


w. 


8 


w. 


8 



Mefs 

!>.«. 
6.4 

6.3 
6.8 
4.5 
5.4 
5.1 
5.8 
5.8 
6.4 
8.0 
8.0 
8.0 
7.2 
7.2 
7.2 

4.6 
4.9 
6.8 
5.4 
6.4 
5.4 
4.0 
2.2 
8.1 
8.6 
8.6 
8.6 



At different helghta abore sea. 



Height 



1,725 
2,866 
8,651 
5,401 
6,852 
7.015 
7,000 
7,265 
9,071 
9,666 
8,525 
6,825 
8,068 
2,480 
1,725 

1,726 
2,858 
8,848 
4,954 
5,589 
6,357 
6,071 
5,526 
4,844 
2,878 
2,800 
1,725 



Meters. 



870 

1,118 

1,646 

1,986 

2,188 

2,134 

2,211 

2,765 

2,915 

2,608 

2,080 

982 

756 

526 

526 
870 
1,178 
1,610 
1,704 I 
1,988 I 
1,860 ! 
1.684 I 
1,324 , 
876 : 
863 

528 : 



Air tem- 
perature. 



a 



Wind. 



28.8 
36w0 
84.7 
81.6 
27.5 
26.1 
87.0 
87.0 
80.9 
82.6 
38.8 
27.7 
89.0 
84.8 
80.4 

86.6 
88.8 
29.6 
23.4 
2ai 
21.2 
21.6 
19.8 
24.8 
8a4 
8L6 
85.7 



•a 

4.6 
2.2 
1.6 
0.2 
2.5 
&8 
2.8 
2.8 

ao 

0.3 
1.0 
2.4 
3.9 
1.3 
0.9 

2.0 
1.0 
1.4 
4.8 
6.6 
6.0 
6.8 
6.8 
4.0 
0.9 
0.2 
2.1 



— 4.8 I 



t 


Dir. 


Velocity. 


^ 


8^. 

»8e. 

8. 

8W. 

■w, 

8W. 
SW. 
8W. 

saw. 
saw. 

saw. 

saw. 

BSOl 

86. 
■6. 

w. 

wnw. 

wnw. 

wnw. 

wnw. 

w. 

w. 

wnw. 

wnw. 

wnw. 

nw. 

w. 


Mile* 
p.h. 
U 


MeCM 

p.*. 
6l4 










































































81 
81 


16 
10 


7.2 
4.5 


















































78 


8 


8.6 



Jcmuary 11, ISOS.—Three kites were used; lifting surface, SIO sq. ft. (19.4 sq. m.). 
Wire out, 17,000 ft. (5,182 m.); at maximum altitude, 14,500 ft. (4,420 m.). 

At the beginning of the flight the sky was nearly covered with dt.-Gu. moving 
from the southwest. By 10 a. m. the doudiness had decreased in amount, and 
part of the lower clouds had given way to Ci. from the west. Near the end of the 
flight 5/10 A.-Ou. from the west and 3/10 St.-Gu. from the southwest were present. 
Between 9:10 and 11:25 a. m. thin clouds occasionally past under the head kite, 
which was hidden at 11:12 a. m. 

High pressure was central over the region between New Jersey and the St. Law- 
rence. A well-defined depression lay over Mississippi. 

January 13, 1908,— Two kites were used; lifting surface, 142 sq. ft. (13.1 sq. m.). 
Wire out, 8,000 ft. (2,438 m.); at maximum altitude, 7,500 ft. (2,286 m.). 

At the beginning of the flight the sky was overcast with St.-Gu. moving from 
the west. By 8:20 a. m. these clouds had diminished to 3/10, and the direction 
had changed to west-northwest. A.-Gu. were observed above moving from the 
west-southwest. From this time on the St.-Gu. increased, covering the sky from 
9:30 a. m. until the end of the flight. In the ascent clouds first past under the 
head kite at an altitude of 6,367 ft. (1,938 m.). In descending the kite appeared 
below the clouds at 4,344 ft. (1,324 m.). 

Pressure was low over the eastern United States, with a center of 29.0 inches 
over Nova Scotia. 
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On Mount Weather, Va., f^"|t. 




At difTereot heights above sea 


• 


Date and 
hour. 


1 

Air tem- 
perature. 


• 

a 

i 

68 
66 

51 
58 
52 
51 
50 
48 
49 

61 
61 
61 
68 
59 
60 
61 
66 
57 
64 
56 
56 
51 
55 
54 
52 
52 

50 

48 , 

52 

52 

58 

53 

56 

58 

68 

59 

60 

62 

51 


Wind. 


Height. 


Air tem- 
perature. 


■ 

a 

a 

< 

63 

■ • • ■ 

• ■ ■ ■ 

• • • • 

• • • • 

• • • a 

• • • • 

49' 

61 


Wind. 




Dir. 


Velodtj. 


Dir. 


Veloeitf. 


190& 
Jan. 14: 
11:18 a.m. 
11:25 a. m. 
11:84 a.m. 


24.7 
24.7 
24.7 
24.9 
26.5 
26.0 
26.8 
26.5 
27.0 
27.6 

24.0 
24 
24.2 
25.0 
26.4 
26.9 
28.0 
29.8 
29.9 
3a8 
31.1 

sao 

88.6 
35.0 
84.8 
35.0 
35.0 

39.7 
89.5 
39.0 
89.5 
40.0 
40.0 
39.4 
89.8 
39.7 
84.2 
33.8 
88.5 
88.0 


— 4.1 

— 4.1 

— 4.1 

— 3.9 

— &6 
-8.8 
-2.9 
-8.1 

— 2.8 

— 14 

— 4.4 
-4.4 

-4.8 

— 8.9 
-8.1 

— 2.1 
-2.2 

— 1.6 

— 1.2 

— 0.9 

- a5 

0.6 
0.9 
1.7 
1.6 
1.7 
1.7 

4.8 

4.2 

8.9 

4.2 

4.4 

4.4 

4.1 

4.8 

4.8 

1.2 ' 

8.8 , 

8.8 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

8. 
B. 

s. 

8. 

8. 
886. 

ae. 

se. 
se. 
ae. 

86. 
86. 
86. 
86. 

se. 
«e. 

86. 

■W. 
8W. 
8W. 
HW. 
HW. 
HW. 
8W. 
8W. 

w. 

8W. 

w. 

8W. 
W. 


p.h. 
42 
88 
40 
42 
81 
80 
80 
26 
28 
30 

18 
11 
18 
16 
15 
15 
17 
16 
18 
20 
18 
18 
17 
17 
16 
15 
15 

17 
17 
17 
17 
19 
14 
14 
12 
12 
12 
10 
11 
13 


Mefi 

p.i 

18.8 

17.0 

17.9 

18.8 

18.9 

1&4 

13.4 

11.6 

12.5 

18.4 

5.8 
4.9 
8.0 
7.2 
6.7 
6.7 
7.6 
7.2 
8.0 
8.9 
8.0 
8.0 
7.6 
7.6 
7.2 
6.7 
6.7 

7.6 
7.6 
7.6 
7.6 
8.5 
6.8 
6.3 
5.4 
5.4 
5.4 
4.5 
4.9 
5.8 


Feet. 

1,725 

2,594 

8,129 

8,824 

4.752 

5,760 

8,760 

8,446 

2,748 

1,?Z5 

1.725 

2,882 

8,098 

4,482 

6,680 

8,165 

12,484 

15,082 

16,382 

17.987 

16,762 

10,266 

8,378 

5,860 

3,983 

2,763 

1,725 

1,725 
2,886 
8.388 
4,710 
5,762 
6,252 
7,308 
8,821 
7.209 
6,062 
4.001 
2,962 
1,725 


Meters. 

526 

791 

964 

1,166 

1,448 

1,766 

1.146 

1,050 

888 

526 

626 

868 
1,126 
1.851 
2,036 
2,489 
3,790 
4,588 
4,993 
5,483 
5,109 
8,129 
2,562 
1,681 
1,199 
842 
526 

526 

864 

1,033 

1,486 

1,758 

1.906 

2,226 

2,597 

2,197 

1,848 

1,220 

903 

526 


^F. 

24.7 
16.8 
14.5 
22.8 
2&7 
20.5 
21.2 
14.0 
17.6 
27.6 

240 
27.5 
25.7 


— 4.1 
-9.0 

— 9.7 

— 6.1 

— 4.6 

— 6.4 

— 6.0 

-lao 

— 8.0 

— 2.4 

— 4.4 

-2.5 


nw. 
nw. 
uw. 
uw. 
uw. 
nw. 
uw. 
nw. 
nw. 
nw. 

8. 
IWW. 


AftiM 

p. A. 
42 


Afeft 

p.$, 
18.8 


11:40 a.m. 
12:08 p.m. 
12:14 p.m. 
12:40 p.m. 
12:50 p. m . 

1:08 p.m. 

1:27 p.m. 
Jan. 15: 

7:17 a.m. 

7:28 a.m. 


• • • • • 
















80 
IS 


18.4 
5.8 


7:48 a.m. 


• • • • S w ■ 

nw. 






8:02 a. m . 


28.7 — 4.6 






8:35 a. m . 


25.3 ,— 3.7 ! 


8W. 
WHW. 






9:17 a.m. 


sao 

16.2 

11.8 

5.5 

0.7 

5.9 

23.0 

25.2 

88.1 

81.6 

27.1 

35.0 

89.7 
86.8 
88.6 


— 1.1 






9:45 a. m . 


— 8.8 
-11.2 
-14.7 
-17.4 

— n.5 

— 6.0 
-8.8 

0.6 

— 0.2 


1 W8W. 

.... WBW. 

W8W. 

.... WflW. 






10:05 a. m . 
10:35 a.m. 






11:00 a.m. 






11:81 a.m. 






12:20 p. m . 




W8W. 

8W. 

HW. 






■ • 


12:56 p.m. 

1:27 p.m. 

1:88 p.m. 

1:46 p.m. 

1:65 p.m. 
Jan. 16: 

7:20 a.m. 

7:48 a.m. 














— 2.7 i ne. 






1.7 

1 
4.8 
2.4 
0.9 


62 
50 


86. 

«W. 
WflW. 


15 
17 


6.7 
7.6 


8:00 a.m. 


W8W.' 






8:15 a.m. 


27.0 — 2.8 
28. 5 — 4. 7 


.... W8W. 






8:25 a.m. 


.... waw. 








8:40 a.m. 

9K)8 a.m. 
10:22 a.m. 
10:27 a.m. 
10:40 a.m. 


26.4 
30.0 
24.3 
28.2 
28.2 
28.9 
33.8 
38.0 


— 8L1 

— 1.8 

- 4.8 

- 2.1 

— 4.9 

- 1.7 
1.0 
8.8 


. . • • 


w. 
w. 
w. 
w. 

W- 








10:52 a. m . 


j W8W. 








1 1:06 a. m . 


...... 






12:03 p. m . 


51 


w. 


18 


5.8 



January 14, 1908, — Two kites were used: lifting surface, 102 sq. ft. (9.3 sq. m.). 
Wire out, 11,000 ft. (3,353 m.); at maximum altitude. 

Until noon a fewSt.-Gu. were moving from the west-northwest near the horizon; 
no clouds thereafter. 

Pressure was low over Nova Scotia and high over Louisiana. 

January IS, 1908.—Five kites were used; lifting surface, 352 sq. ft. (32.5 sq. m.). 
Wire out, 33,750 ft. (10,287 m.) at the maximum altitude. 

A few Gi. moving from the northwest were observed at 9:25 a. m. CI. moving 
from the west appeared Just before noon, and partly covered the sky after 12:30 
p. m. 

Pressure was high over the Atlantic coast from Pennsylvania to Florida. Low 
pressure was central over Wisconsin and thence south westward to New Mexico. 

January 16, 1908.^Four kites were used; lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude, 19,700 ft. (6,005 m.). 

During the flight the sky was overcast; at the beginning with A.-St. from the 
west-southwest, at the end with St.-Gu. moving rapidly from the west. 

A depression lay over the St. Lawrence, and a secondary over New Orleans. 
Pressure was high over Florida, and higher over Kansas and northern Texas. 



UPPER AIR CONDITIONS. 
EE8DLT8 OF KITE PLIGHTS. 



S.-07i.ni. n.S 



],nG S2S 38.7 



7,8V2 2,«» %e 



1I,1M S,719 
S,7S2 I, IBS 



I 



VelMltr. 

Milaliftrt 



Janaary 17, ISC*.— Five kites were used; lUtlng surface, 346 sq. ft. (32.0 sq. m.). 
Wire out, 33,300 ft. (10.150 m.); at maximum altitude, 31,000 ft. (9.449 m.). 

A fen CI. moving from the west nere visible until 3 p. m. About 6;30 p. m. 
3/10 Cl.-Cu. from the west were present tor a short time. 

At 8 a. m. low pressure was central over Wisooneln, while <)eDt«ts of high 
pressure lay over oentral Virginia, uorthem Mississippi and Texas. 

January IS, I90S. — Three kites were used for the flight; lifting surface, 14S sq. 
rt. (13.4 sq. m.). Wire out, 12,700 ft. (3,ST1 m.); at mastmum altitude, 11,860 ft. 
(3,612 m.). 

Cl.'Cu. moving from the west and St. from the northwest uearl; covered the 
sky at the beginning of the flight. Prom 8;30 to 10:]S a. m. about two-thirds, 
and alter 11 a. m. nearly all of the eky was bidden by St.-Cu. moving from the 
northwest. Long, heavy "standing" clouds, sometimes In three rolls, hung 
over both valleys after 8:30 a. m. 

High pressure, oentral over Kansas, occupied the Interior of the oountry. 
Belatlvely low pressure lay north of Lake Superior. 
BUWO 13 
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January fO, idOf.— Six kltea were used; liftlDg aurfaoe, 113 sq. ft. (38.3 eq. m.). 
Wire out, 33,360 ft. (10,165 m.); at maximum altitude, 32,000 tt. (9.754 m.). 

During the flight from 4/10 to 7/10 of upper clouds, mostly CI., were present. 
Bj 9.30 a. m. the cloud direction had obaoged from west-aouthwest to west. 
Ci.-Cu. and A.-Cu. oonetltuted about half of the olouda of the aftemooa. 

Preeaure was higb, except in the aztreme Northweat, the crest of the Atlantlo 
high lying over North Carolina and Virginia and of the Southwest high over 
Colorado. 

Jamiary XI, 190S.—B\i kites were used; lifting surface, 414 eq. It. (38.3 sq. m.). 
Wire out, 33,300 It. (10,160 m.); at muimuin altitude, 33,000 tt. (9,754 m.). 

Gl., d.-St., and Cl.-Cu. movliig from Iha neat. In amounts varying from B/10 to 
10/10, were present during the greater part of the flight. A.-St. appeai«d about 
1:30 p. m. and 8t.-Cu. near the end of the flight, both moving from the weet. 

At 8 a. m. high preaeurewae central over the Oarollnaa, lowpreeeure over Lake 
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On Mount Weather. Va., J^jJSft 


At dlfTereut heights abore sea. 


Date and 
hour. 


Air tem- 
perature. 


• 

s 
t 

A 

71 
71 
66 
45 

78 
78 
78 
77 
77 
71 
69 
67 
67 
68 
70 
80 
82 
96 
98 
98 

78 

74 
68 

66 
66 
68 
65 
64 




Wind. 




Height 


Airtem- 
perature. 


• 

i 

t 
7", 

• • • * 
« • ■ ■ 



45 

78 

«... 




Wind. 


Kslty. 




Dlr. 


Velocity. 


Dir. 


Yelo 


1906. 
Jan. 22: 
7:80 a. m . 
7:88 a.m. 
7:54 a.m. 
8:10 a. m . 


45.0 
45.0 
45.0 
46.0 
46.0 

28.5 
28.0 
28.0 
28.0 
28.0 
28.7 
28.8 
29.0 
29.0 
29.8 
29.8 
2aO 
27.5 
28.8 
27.0 
27.0 

17.0 
17.0 
18.0 
18.8 
18.6 
19.8 
19.8 
21.0 
21.0 


7.2 
7.2 
7.2 
7.2 

7.8 

— 1.9 

— 2.2 

— 2.2 

— 2.2 

— 2.2 

— 1.8 

— 1.8 

— 1.7 
-1.7 

— 1.6 

— 1.5 

— 2.2 

— 2.5 

— 2.0 
-2.8 

— 2.8 

-8.8 

— 8.8 

— 7.8 

— 7.6 

— 7.4 

— 7.1 
-6.8 

— 6.1 

— 6.1 


nw. 
nw. 
uw. 
nw. 
nw. 

se. 
se. 
se. 
se. 

se. 
se. 
se 
se. 

86. 

se. 
se. 
se. 
se. 
se. 
se. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 


Mile* 

16 
16 
14 
17 
16 

18 

14 

12 

12 

12 

10 

8 

8 

7 

8 

6 

8 

10 

7 

6 

6 

87 
87 
86 
82 
42 
89 
86 
86 
38 


p,: 
7.2 
7.2 
6.8 
7.6 
7.2 

6.8 
6.8 
5.4 
5.4 
5.4 
4.5 
8.6 
3.6 
8.1 
8.6 
2.7 
8.6 
4.5 
8.1 
2,7 
2.7 

16.6 
16.5 
15.6 
14.8 
18.8 
17.4 
16.1 
l&l 
17.0 


Ftitt, 

1,725 

2,968 

8,988 

5,681 

1,725 

1,725 

2,793 

3,261 

4,064 

4,668 

6.804 

7,789 

10,845 

11,996 

14,830 

10,864 

9,709 

8,287 

4,644 

3,182 

1,726 

1,725 
2,658 
3,869 
8,904 
6,282 
4,268 
8,368 
2,857 
1,725 


526 

900 

1,216 

1,701 

626 

526 

851 

991 

1,289 

1,423 

2,074 

2,869 

8,163 

8,666 

4,429 

8,312 

2,969 

2,611 

1,416 

956 

626 

526 

810 

1,027 

1,190 

1,610 

1,801 

1,179 

871 

526 


45.0 
41.9 
87.2 
30.9 
46.0 

28.5 

1 25.2 

! 27.3 

' 23.0 

! 20.3 

14.7 

14,7 

6.1 

— 1.1 

— 2.2 
2.6 
7.5 
9.8 

18.1 
22.1 
27.0 

17.0 
12.2 


«>G 
7.2 
6.6 
2.9 

— 0.6 
7.8 

— 1.9 

— 3.8 
-2.6 

— 5.0 

— 6.5 

— 9.6 

— 9.6 
—14.4 
—18.4 
—19.0 
-16.4 
—18.6 
— li.6 

— 7.7 

— 6.6 

— 2.8 

-8.3 
—11.0 


nw. 

wnw. 

wnw. 

wnw. 

nw. 

■e. 
se. 

s. 

sw. 

sw. 

sw. 

sw. 

RW. 

sw. 

SW. 

MW. 


p.h, 
16 


Mef* 

p,9. 

7.2 

• • • • 


9:18 a. m. 
Jan. 28: 
7KX>a.m. 
7:87 a. m . 


16 
18 


7.2 
5.8 


7:51 a. m . 






8K)9a. m. 
8:81 a. m . 






9:19 a. m. 






9:86 a.m. 






10:10 a. m . 






10:27 a.m. 






11:15 a.m. 






11:45 a.m. 






12:45 p.m. 


....! aw. 






1:12 p.m. 
1:87 p.m. 


98' 
78 

64' 


w. 
w. 

wsw. 
se. 

nw. 

nw. 

nw. 

n. 

n. 

n. 

n. 

n. 

nw. 






1:60 p.m. 

1:58 p.m. 
Jan. 24: 
11:27 a.m. 
11:89 a. m. 






6 

87 


2.7 
16.6 


12:04 p. m . 


10.6 ;— ii.9 
18.8 — 7.6 
18.5 1— 7.6 
18.3 — 7.6 


.. 




12:09 p. m . 
12:25 p.m. 
12:41p.m. 
12:58 p.m. 

1:27 p.m. 

1:89 p.m. 











9.3 


—12.6 


1. 


14.4 
21.0 


— 9.8 

— 6.1 


"m" 


a • « • a 

17.0 



January $2, 1908, — Two kites were used; lifting surface, 142 sq. ft. (13.1 sq. m.). 
Wire out, 10,000 ft. (3,048 m.); at maximum altitude, 7,500 ft. (2,286 m.). 

St.-Cu. moYing from the west in amounts decreasing from 3/10 at the beginning 
were visible during the flight. A few Ci.-St. from the west appeared about 8 :45 a. m. 

Pressure was highest over Missouri and a low was central over the lower St. 
Lawrence. 

JaoMtary 23, IBOS.^'Four kites were used, lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 30,000 ft. (9.144 m.); at maximum altitude, 29,000 ft. (8,839 m.). 

During the flight the sky was overcast with St.-Cu. or Nb., moving from the 
southwest, until 8 a. m., from the south-southweat thereafter. Light snow fell 
from 7:58 until 8:28 a. m., and after 11:45 a. m. In the ascent the head kite entered 
'St.-Ou. at about 5,300 ft. (1,615 m.), and In descending emerged from the Nb. at 
about 4,600 ft. (1,402 m.). 

Centers of relatively low pressure lay over the Lakes and over North Carolina, 
while an area of very high pressure occupied the Missouri Biver Valley. 

January S4, 1908,^Two kites were used; lifting surface, 98 sq. ft. (9.1 sq. m.). 
Wire out, 10,000 ft. (3,048 m.) at the maximum altitude. 

At the beginning of the flight the sky was partly covered with Ci.-St. moving 
from the northwest, but the amounts gradually decreased and only a few St.-Cu. 
from the north were visible at the end of the flight. 

High pressure, central over western Tennessee, occupied the Mississippi Valley. 
A small but active low was south of Nantucket. 
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•ranuar;/25,idc^.— Three kites were used; liFtlng surface, 174 sq ft. (IG.lsq. m.}. 
Wire out, 13,300 ft. (4,064 m.); at muimum altitude, 9,000 ft. (3,743 m,). 

During tbe flight the sky wm from 6/10 to 9/10 covered with Cl.-St., A.-Cu., and 
St.-Cu. movlDg from the nest. " Standing " clouds of moderate size hung over 
Loudoun Talley during most of the flight. 

High pressure was centra] over Florida. Areas of low pressure la; north of 
Lake Ontario and western Nebraska. 

January ST, iflO?.— Three kites were used; lifting surface, 146sq. ft. (13.4eq. m.). 
Wire out, 14,500 ft. (4,420 m.) at the maximum altitude. 

St.-Cu. moving from tbe west-north west covered two-thirds of the sky at th« 
beglnnlog of the flight. By noon the amount had diminished to 1/10 from the 
northwest. During the afternoon the clouds slowly Increased to 7/10 at the end 
of the flight. 

The bead kite was In the clouds several times at elevations between 6,300 ft. 
(1,930 m.) and 7,100 ft. (2,164 m.). 

A marked depression, with a central pressure of 2S.95 Inches over the middle 
St. Lawrence dominated the weather east of the Hlsslssippl. A center of rela- 
tively high pressure lay over Arkansas. 

JanuaryBS, iddj.— Three kites were used; lifting surface, SIO sq.ft. (19.4 sq. m.). 
Wire out, 13,500 ft. (4,116 m.) at the mailmum altitude. 

During the first halt of the flight the sky was nearly covered with Ci.-Cu. aod 
A.-Cu. moving from the west. Between 3:16 and 9:60 a. m. these clouds were re- 
placed by St., also from tbe west, which overcast the sky at the end of the flight. 

High pressure was central over Cape Hatterae, Areas of low pressure were 
over Nova Scotia and Michigan, and a secondary depression was over Hiaaouri. 
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On Mount Wtnhm, V», . ^J'f^ 


At diBbient helghU «boTe •«>. 
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■y », 190ft.— Three kites were used; lifting surface, 146 tiq. ft. (13.6 sq.m.). 
Wire out, 16,000 ft. (4,572 m.); Qtmailmum altitude, 12,500 ft. (8,810 m.l. 

8t.-Cu. and some CI. -St. nearl; obscured the sky at the beginning o( the flight. 
The proportion of lower clouds slowly decreased, and A. -St. appeared just after 
noon, inoreaslcg to 8/10 by 12:30 p. m. At 1:30 p. m. 4/10 CI. -St., and 6/10 A.-Cu. 
were visible. By 2:15 p. m. the aloud amounts had decreased to 6/10. The clouda 
were moving from the northwest thruout the flight. The head kite was In St.-Cu., 
vlalble ocoaeloQally thru rifts, between the altitudes of 3,349 ft. (1,021 ra.) and 
8,714 ft. (3,666 m.) In ascending. 

High pressure, central over Iowa, covsred the country from the Bocky Houn- 
taluB to the Blue BIdge. Low pressure was central over the lower St. Lawrence, 
and a secondary depression was over Cape Hatt«raB. 

JaniiarySO, /90V.— Four kites were used; lifting Burf ace, 278 eq. ft. (36.7 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum attitude the same. 

CI. -St. appeared at II a. m. and Increased gradually to 4/10 moving from the 
weet at the end of the Sight. A eolar halo was seen at 1:26 p. m. A few Cl.-Gu. 
from the west-northwest were observed at 12:25 p. m. 

Pressure was relatively tow over Nova Sootia, while high pressure, central over 
the Lakea, covered the United States east of the Kooky Hountalns. 
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On Mount Weather, Ya., f^i^^ 



Date and 
hour. 



1908. 
Jan. 81: 

7:80 a. m . 

8:87 a. m . 
10:88 a. m . 
10:48 a.m. 
ll:0ffa.m. 
11:46 a.m. 
12:16 p^m. 
12:87 p.m. 

lKMp.m. 

1:86 p.m. 

2H)4p.m. 

2:82 p.m. 

2:62 p.m. 

8K>7 p.m. 

8:26 p. m . 
Feb. l7 
11:28 a.m. 
11:49 a.m. 
11:66 a.m. 
12:10 p.m. 
12:61p.m. 
12:68 p. m.i 

1:06 p. m. 
Feb. 8: 

9:46 a. m . 

9:64 a.m 
10:06 a. m . 
10:17 a.m. 
11:16 a.m. 
12:04 p. m . 
12:14 p. m . 
12:82 p.m. 



Airtem- 
peratoxe. 



Ojp 


OC 


4.0 


—16.6 


6*6 


-14.7 


11.0 


—11.7 


11.0 


—11.7 


18.0 


—10.6 


16.0 


— 8.9 


17.0 


— 8.8 


18.6 


— 7.6 


19.2 


— 7.1 


19.4 


- 7.0 


19.8 


— 6.8 


18.4 


— 7.8 


18.9 


- 7.8 


19.0 


-7.2 


19.0 


- 7.2 



88.0 
81.4 
80.7 

m.8 

88.2 
88.6 
84.0 

16.0 
17.0 
18.0 
18.8 
22.0 
26.4 
24.0 
24.6 



0.6 
0.3 

a7 

0.9 

a7 

0.9 
1.1 

8.9 
8.8 
7.8 
7.8 
6.6 
3L7 
4.4 
4.2 



Wind. 



mm 



84 

78 
69 
67 
64 
60 
68 
68 
60 
68 
68 
68 
68 
63 
62 

93 

100 

100 

100 

88 

86 

82 

88 
85 
86 
82 
89 
42 
41 
89 



Dir. 



ae. 

e. 

ee. 

se. 

ee. 

ee. 

ee. 
se. 
se. 
He. 
se. 
se. 
se. 
se. 

w. 

nw. 

nw. 

w. 

w. 

nw. 

nw. 

8W. 

8W. 

HW. 

HW. 

■. 

8. 

S. 

8. 



Velocity. 



MUet 
p. h, 
9 
IS 
12 
12 
18 
16 
16 
16 
18 
19 
17 
17 
22 
17 
19 

17 
16 
16 
26 
88 
40 
46 

12 
10 
9 
11 
6 
7 
7 
7 



Met'* 

p. 9. 

4.0 
6.8 
6.4 
6.4 
5.6 
7.2 
7.2 
7.2 
8.0 
8.6 
7.6 
7.6 
9.8 
7.6 
8.6 

7.6 
6.7 
6.7 
11.2 
17.0 
17.9 
20.1 

6.4 
4.6 
4.0 
4.9 
2L2 
8.1 
8.1 
8.1 



At different heighta above 



Height 



FesL 

1,728 

2,886 

3,892 

6,497 

9,991 

18,273 

14,880 

16,887 

15,271 

13,189 

11,808 

8,886 

6,648 

8,810 

1.726 

1,726 
2,778 
4,080 
4,869 
8,494 
2,726 
1,725 

1,726 
8,017 
4,160 
6,868 
6,810 
4,646 
8,411 
1,726 



Meter*, 

626 
864 

1,186 
1,676 
8,046 
4,046 
4.620 
6,182 
4,666 
4,006 
3,446 
2,641 
2,026 
1,161 
626 

626 

847 

1,244 

1,484 

1,065 

880 

626 

626 
920 
1,266 
1,638 
1,771 
1,416 
1,040 
626 



Air tem- 
perature. 



4.0 

9.5 

9.8 

211 

9.5j 

- 1.3; 

-1.7| 
-8.1 

- 1.8' 

- 1.3, 
6.8. 

16.8 
29.3 
19.0 
19.0 

88.0 
88.6 
28.2 
24.6 
27.1 
3a4 
84.0 

16.0 

16.1 

10.8 

8.4 

9.6 
10.4 
14.9 
24.6 



—16.6 
—12.6 
—12.6 

— 6.6 
—12.6 
—18.5 
—18.7 
—19.6 
—18.8 
—18.6 
—14.8 

— 8.7 

— 1.6 

— 7.2 

— 7.2 

0.6 
0.9 

— 2.1 

— 4.1 

— 2.7 

— 0.9 
1.1 

— 8.9 

— 9.4 
—11.8 
—18.1 
—12.6 
—12.0 

— 9.5 

— 4.2 



a 

9 



Wind. 



Dir. 



L 



62 



82 
88 



se. 
■w. 

WBW. 
WSW. 

w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 
w. 



se. 

w. 

w. 
w. 
w. 
w. 
w. 
nw. 

8W. 
W. 

w. 

wnw. 

w. 

w. 

w. 

s. 



Velodtj. 



MUes 
p. A. 
9 



19 
17 



4.6 
12 



M6ft 

p. i. 

4.0 



8.6 
7.6 



■ • • • ■ 

» • • • « 
» ■ • » • 

20.1 
5.4 



8.1 



January SI, i^<9.— Five kites were used; lifting surface, 276 sq. ft. (32.0 sq. m.). 
Wire out, 30,000 ft. (9,144 m.); at maximum altitude, 29,000 ft. (8,839 m.). 

From 1/10 to 3/10 of Gi. or Gi.-Cu. moving from the west were present until 11 
a. m. Similar clouds appeared after noon and had nearly covered the sky by 
1 p. m. Two- thirds of these clouds had given place to St., also from the west, by 
2:30 p. m. After 2:50 p. m. the sky was nearly overcast with A.-St. moving from 
the west. At 2:28 p. m. the head kite past into A.-St. and emerged therefrom at 
2:32 p. m. at an altitude of 8,836 ft. (2,541 m.). 

High pressure was central over eastern Maryland and New Jersey, low pressure 
over Oklahoma. 

February 1, 1908,^0ne kite was used; lifting surface, 59 sq. ft. (5.4 sq. m.) 
Wire out, 8,000 ft. (2,438 m.); at maximum altitude, 7,350 ft. (2,240 m.). 

Light fog, and 9/10 St. from the west-southwest, were present at the beginning 
of the flight. Fog was dense from 11:50 a. m. to 12:15 p. m., and was light there- 
after until 1 p. m. The kite was visible at intervals thru rifts in the fog. Snow 
fell from 11:58 a. m. until 12.47 p. m. At 12:53 p. m. the sky was overcast with 
St. moving from the west-southwest. 

A severe storm was central over Lake Huron and rain or snow was falling from 
Yirgisia to Tennessee northward. Pressure was high over Kansas and higher 
over the northern Bocky Mountain region. 

February 5, 1908. > Two kites were used; lifting surface, 142 sq. ft. (13.1 sq m.). 
Wire out, 10,300 ft. (3,139 m.); at maximum altitude the same. 

During the flight a few Ci. were moving from the west. 

Pressure was relatively low over Lake Ontario, and was high over the South 
Atlantic and Gulf States. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



1906. 
Feb. 4: 

7:28 a. m . 

7:80 a. m . 

7:48 a. m . 

7:08 a.m. 

8:12 a.m. 

8:44 a. m 

9:87 a.m. 
10:12 a.m. 
10:85 a. m . 
10:46 a.m. 
10:53 a. m . 
11:06 a.m. 
11:07 a.m. 
11:16 a.m. 
Feb. 6: 

7:82 a.m. 

7:41 a. m . 

7:67 a.m. 

8:16 a. m. 

8:80 a. m . 

9:40 a.m. 
10:28 a. m . 
10:48 a.m. 
10:61 a. m . 
Feb. 6: 

8:28 a.m. 

8:86 a.m. 

8:48 a.m. I 

9:09 a.m.! 

9:27 a.m. 

9:60 a. m 
10:28 a.m. 
10:40 a.m. 
10:46 a. m . 
11:10 a.m. 



On Meant Weather, Va., f^^ 



Air tem- 
perature. 



OR 
12.0 
12.0 
12.0 
12.0 
11.8 
18.0 
14.0 
14.8 
16.6 
16.6 
16.8 
16.0 
16.0 
16.8 

6.8 
8.6 
8.6 
6.7 
7.0 
9.0 
8.9 
8.0 
8.0 

82.0 
82.0 
80.0 
82.0 
81.4 
82.8 
88.0 
82.4 
82.6 
88.6 



-11.1 
—11.1 
—11.1 
-11.1 
-11.2 

— lai 

10.0 
-9.8 

- 9.1 
-9.1 
' 9.8 

- 8.9 

- 8.9 
-9.0 

14.8 
-14.2 
-14.2 
-14.1 
-18.9 
-12.8 
-1Z8 
-18.8 
-18.8 

0.0 
0.0 

- 1.1 
0.0 

-0.8 
0.4 
0.8 
0.2 
0.8 
0.8 



9 



Wind. 



Dir. 



I 



78 
78 
78 
80 
71 
71 
78 
78 
78 
66 
66 
66 
61 

88 
88 

90 
88 
96 
82 
88 
95 
96 

100 
100 
100 
98 
97 
92 
90 
77 
77 
80 



nw. 
nw. 
nw. 
nw. 
uw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

se. 
■e. 

se. 
se. 

se. 
se. 
se. 
se. 
se. 

nw. 

uw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. ' 

nw. 



Velocity. 



Miles 
p. h, 
16 
17 
22 
24 
27 
16 
22 
22 
22 
26 
26 
26 
26 
26 

18 
18 
18 
19 
20 
23 
24 
24 
20 

8 
9 
9 
11 
14 
10 
14 
18 
14 
12 



MefM 

p. 9. 

6.7 

7.6 

9.8 

10.7 

12.1 

6.7 

9.8 

9.8 

9.8 

11.2 

11.2 

11.6 

11.6 

11.6 

8.0 
8.0 
8.0 
8.6 
8.9 

ia8 

10.7 

10.7 

8.9 

8.6 
4.0 
4.0 
4.9 
6.8 
4.6 
6.8 
6.8 
6.8 
5.4 



At different heights aboTe 



Height. 



Reet, 

1,725 

2,888 

8,808 

4,187 

6,718 

7,068 

9,770 

7,496 

6,688 

4,876 

8,887 

8,207 

2,669 

1,726 

1,726 
2,687 
8,010 
4,093 
6,188 
6,088 
4,949 
8.128 
1,725 

1,725 
2,882 
8,882 
6,876 
7,198 
7,781 
6,697 
5,827 
3,681 
1,725 



MeUrt. 
526 
888 

1,160 

1,261 

1,741 

2,154 

2,978 

2,285 

1,784 

1,486 

1,170 

978 

777 

526 

626 

819 

917 

1,248 

1,666 

1,864 

1,506 

952 

526 

526 
878 
1,186 
1,688 
2,194 
2,866 
2,041 
1,624 
1,122 
526 



Air tem- 
perature. 



12.0 
4.6 
0.9 
9.7 
7.6 
2.1 
0.7 
2.8 
7.5 

10.4 
4.8 
6.5 
9.0 

15.8 

6.8 
10.0 
11.8 
16.1 
16.3 
24.6 
14.9 
11.1 

6.0 

82.0 
87.6 
82.4 
26u5 
22.6 
21.6 
22.8 
26.2 
28.8 
88.5 



—11.1 
—15.2 
—17.8 
-12.4 
—18.6 
—16.6 
-17.4 
1—16.5 
-18.6 
-12.0 
-15.1 
1—14.7 
— 1Z8 

- 9.0 

—14.8 
—12.2 
—11.2 
-9.4 
)— 9.8 

- 4.1 
-9.6 
—11.6 
—18.8 

0.0 

8.1 

0.2 

-8.6 

-6.2 

- 5.8 

- 5.4 

- 8.2 

- 1.8 
0.8 



i 

76 



61 



96 
100 



80 



Wind. 



Dir. 


Velocity. 


nw. 
nw. 


miM 

ph. 

16 


Met* 

p. 9, 

6.7 


nw. 






nnw. 






nnw. 






nnw. 






nnw. 






nnw. 






nw. 






nw. 






nw. 






wnw. 






wnw. 






uw. 

se. 

s. 


26 
18 


11.6 
8.0 


s. 






sw. 

8W. 






sw. 






sw. 






sse. 

se. 

nw. 
wnw. 


20 
8 

■ • • • • 


8.6 

. 


w. 

wsw. 


1 - - - 
1 
• •••■•i • 


w. 
wsw. 


1 


wsw. 


, 


wsw. 


.::::j:.:::: 


wsw.i 1 



nw. 



12 



5.4 



February 4f 1908, --Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude the same. 

A few St. were moving from the northwest during the flight, and a few Gi., also 
from the northwest, were visible at its close. 

High pressure, central over the Lalie region, covered the Eastern States, while 
low pressure was centered over Yellowstone Park. 

February S, 1908, — Three kites were used; lifting surface, 146 sq. ft. (13.5 sq. m. ). 
Wire out, U,000 ft. (4,267 m.); at maximum altitude, 10,000 ft. (3,048 m.). 

The sky was overcast with A.-St. from the southwest until about 8 : 15 a. m., 
when the clouds became lower. Snow fell after 8:88 a. m. 

A low, central over Iowa, dominated the weather conditions from the Rocky 
Mountains to the AUeghanies, and rain or snow was falling over the Mississippi 
Valley and eastward to central Virginia. High pressure occupied the St. Lawrence 
Valley. 

Fdmrnry 6, 1908.— Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 11,700 ft. (3,666 m.); at maximum altitude, 11,200 ft. (3,414 m.). 

Light fog, and 7/10 St.-Gu. from the west were present at the beginning of the 
flight. The fog was dense from 8:42 to 8:45 a. m.; light fog continued thereafter 
until 8:59 a. m. The clouds were moving from the west-southwest when the fog 
lifted, and they decreased rapidly after 10 a. m. Only a few were visible at the 
close of the flight. 

The flight was made in the southeast quadrant of a low central over Lake 
Huron. The barometer was high over the Gulf of St. Lawrence and over Texas. 
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BULLETIN OF MOUNT WEATHER OBSERVATORT. 



RESULTS OF KITE FLIGHTS. 



Date and 
hoar. 



On Mount Weather, Va., j^^ 



Air tem- 
perature. 



1908. 
Feb. 7: 

2:18 p.m.; 

2:16 p.m. 

2:28 p.m.' 

2:43 p.m.; 

2:fiSp.m. 

8:22 p. m.{ 

8:41 p. m.l 

8:08 p. m . 

4:10 p. m . 

4:20 p. m . 

4:80 p. m . 
Feb. 8: 

7:89 a. m . 

7:50 a.m. 

8:01 a. m . 

8:19 a. m . 

8:88 a. m . 



a.m. 
a. m. 
a. m. 
a. m. 
a.m. 
a. m. 



9:18 
10:05 
10:47 
11:26 
11:44 
11:56 
12:00 m . . . 
Feb. 10: 

7:86 a.m. 

7:45 a. m . 

8:01 a.m. 

8:80 a.m. 

8:47 a.m. 
10:00 a.m. 
10:50 a. m. 
11:45 a.m. 
12:00 m . . . 
12:12 p 
12:28 p 
12:40 p 
12:45 p 
12:58 p 



m. 
m. 
m. 
m. 
m. 



24.0 
24.0 
24.0 
24.2 
24.3 
24.0 
24.1 
24.2 
24.0 
24.0 
24.0 



1.0 
0.8 
0.2 
0.0 
9.8 
0.5 
1.2 
1.9 
8.2 
8.8 
8.5 
4.0 

2.0 
1.8 
1.8 
1.6 
2.0 
8.6 
6.8 
6.9 
7.0 
7.6 
9.8 
9.4 
9.0 
9.0 



- 4.4 

- 4.4 

- 4.4 

- 4.8 
-4.8 

- 4.4 
-4.4 

- 4.8 

- 4.4 
-4.4 
-4.4 

-11.7 
-11.8 
-12.1 
-12.2 
-12.8 
-11.9 
-11.6 
-11.2 
-10.4 
-10.1 
-10.8 
-10.0 

-11.1 
-11.2 
-11.2 
-11.8 
-11.1 
-10.2 
-8.4 
-8.4 

- 8.3 

- 8.0 
-7.1 

- 7.0 

- 7.2 

- 7.2 



a 

s 



Wind. 



i 

63 
58 
54 
66 
56 
56 
56 
56 
58 
61 
59 

75 
78 
79 
79 
79 
68 
65 
60 
60 
58 
56 
56 

52 
54 
54 
60 
60 
59 
48 
51 
66 
63 
54 
52 
49 
46 



Dir. 


Velo 




MiUt 




p. A. 


nw. 


34 


nw. 


84 


nw. 


84 


nw. 


85 


nw. 


86 


nw. 


29 


nw. 


80 


nw. 


29 


nw. 


81 


nw. 


80 


nw. 


81 


nw. 


20 


nw. 


24 


nw. 


26 


nw. 


80 


nw. 


82 


nw. 


28 


nw. 


25 


nw. 


18 


nw. 


24 


nw. 


20 


nw. 


20 


nw. 


20 


86. 


9 


»e. 


10 


Be. 


11 


se. 


14 


86. 


15 


8. 


10 


8. 


9 


»e. 


15 


»e. 


12 


86. 


12 


86. 


11 


86. 


11 


86. 


12 


86. 


11 



?i 



Meta 

5.2 
15.2 
15.2 
15.6 
16.1 
18.0 
18.4 
18.0 
18.9 
18.4 
18.9 

8.9 

10.7 

11.6 

13.4 

14.8 

12.5 

11.2 

8.0 

10.7 

8.9 

8.9 

8.9 

4.0 
4.5 
4.9 
6.3 
6.7 
4.5 
4.0 
6.7 
5.4 
5.4 
4.9 
4.9 
6.4 
4.9 



At dlArent heights aboTe 



Height 



FeeL 

1,725 

2,706 

8,586 

4,298 

4,922 

6,840 

4,708 

8,858 

8,176 

2,687 

1,725 

1,725 
2,687 
3,088 
4,406 
6,718 
7,223 
10,004 
8,411 
6,449 
4,803 
2,665 
1,725 

1,726 
2,793 
8,790 
5,166 
5,687 
6,969 
8,518 
9,960 
8,865 
7,278 
5,501 
3,514 
2,524 
1,725 



Melera. 

526 

825 

1,098 

1,810 

L6O0 

1,988 

1,485 

1,174 

968 

S19 

526 

526 

819 

940 

1,848 

1,742 

2,202 

8,049 

2,664 

1,966 

1,464 

812 

626 

526 

851 

1,155 

1,575 

1,718 

2,124 

2,596 

8,036 

2,702 

2,218 

1,677 

1,071 

769 

526 



Air tem- 
perature. 



210 
18.7 
14.4 
15.1 
19.4 
18.9 
19.4 
18.8 
16.2 
18.9 
24.0 

11.0 

6.1 

6.4 

10.2 

14.9 

18.8 

7.8 

10.9 

12.9 

2.8 

8.8 

14.0 

12.0 
26.6 
81.8 
81.8 
80.4 
28.4 
28.0 
16.2 
21.0 
26.4 
85.2 
28.0 
28.7 
19.0 



-4.4 

- 7.4 

- 9.8 

- 9.4 

- 7.0 
-7.8 

- 7.0 
—10.1 

- 8.8 

— 7.8 

- 4.4 

—11.7 
—14.4 

—14.8 
-12.1 
-9.5 
-10.4 
-18.4 
—11.7 
—10.6 
—16.5 
—12.9 
-10.1 

— ll.l 

— 8.0 

- 0.4 

— 0.1 

- 0.9 

— 2.0 

- 5.0 

— 8.8 

— 6.1 

— 8.1 
1.8 

- 2.2 

- 4.6 
-7.2 



i 



Wind. 



t 


Dir. 


Velocity. 


i 

58 


nw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

wnw. 


MUu 
p. h. 
84 


'Mef9 

p. 9. 

15.2 




























wnw. 
wnw. 








nw. 
nw. 

nw. 
nnw. 






59 

75 


81 
20 


18.9 
8.9 




nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

86. 
88W. 
ftW. 
8W. 

«w. 

W8W. 

















































56 
52 


20 
9 


8.9 
4.0 
















W8W. 








W8W. 








W8W. 








W9W. 








W8W. 








BW. 

MW. 

■6. 












46 


11 


4.9 



February?, 1908. — ^Two kites were used; lifting surface, 99 sq. ft. (9.1 sq. m.). 
Wire out, 12,000 ft. (3,658 m.) at the maximum altitude. 

A few St.-Gu. from the northwest were present during the flight. 

Low pressure was central over Nova Scotia at 8 a. m.; and high pressure, central 
north of Minnesota, reached in a broad ridge southeastward thru the United States. 

FebrtuiryS, 1908,— Three kites were used; lifting surface, 174 sq. ft. (16.0 sq. m.). 
Wire out, 20,000 ft. (6,096 m.) at the maximum altitude. 

At the beginning of the flight half of the sky was covered with 8t.-Cu. from the 
northwest, but only a few clouds were present after 8:10 a. m. Some Ci.-St. from 
the northwest were seen at 9:18 a. m. 

Very high pressure, central over the Lakes, extended over practically all of the 
United States. 

Febrtuiry 10, 1908,— Five kites were used; lifting surface, 346 sq. ft. (32.0 sq. m.). 
Wire out, 22,000 ft. (6,706 m.); at maximum altitude, 18,000 ft. (5,486 m.). 

At the beginning of the flight the sky was overcast with A. -St. from weet-south- 
west. These gradually diminished, and about 3/10 Ci. and 4/10 A.-St. from the 
same direction were present at the end of the flight. A solar halo was visible 
from 10:18 a. m. until 1 p. m. 

Very high pressure was central over New England, and the barometer was rela- 
tively low over the Gulf. 
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S^Harg 11, 190S.—TW6 kites vare used; lifting eurtaoe, 3468q. ft. (32.0 eq. m.). 
Wire out, 17,000 ft. (6,182 m.); &t ntulmum altitude, 14,000 ft. (4,267 m.). 

During the flight the sbj was overcast with St. trom the vest. The head kite 
disappeared Into tbe olouda at 10:39 a. m. at an altitude of 5,763 ft.(l,75e m.), and 
was visible only at intercala until 1:3G p. ta., when It fell below the cloud level at 
an elevation of 5,089 tt. (1,551 m.). 

High pressure, central over New York, (»vered the eastern TJnlted States. 

Ftbmary It, 1903.~¥lvt> kftee were used; lifting surfaoe, 34B sq. ft. (39.0 sq. m.). 
Wire out, 26,000 ft. (7,620 m.); at maxtmum altitude, 20,000 ft. (6,096 m.). 

St.-Cu. from the southwest obsoured the sby uatU near the end of the flight, 
when St. clouds from the same direction prevailed. Tbe head kite entered St.-Cu. 
at B:10 a. m. at an elevatloD of 6,413 ft. (1,650 m.) in aaceoding. In ths descent 
the kite emerged from St. clouds only GOO ft. (143 m.) attove the ground. 

The barometer was high over New England, while an area of low preMure oc- 
cupied tbe Missouri Valley. 

February 13, 19OS.—Thr06 kites wore used; lifting surface, 904 aq. It. (18.9 sq. m.). 
Wire out, 6.000 ft. (1,694 m.); at maximum altitude, 4,300 ft. (1,280 m.). 

Dense fog prevailed during most of tbe flight. Light rain fell after 5 p. m. 

High pressure, central over New England, extended westward over the Alle- 
ghany Mountains. Low pressure was centered north of Lake Superior. 
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Abniary i.^ 790S. - Four kites were used; Urtlng eurf»<w, 376 sq. ft. (3G.7 eq. m.). 
Wlr« out, 30,000 tt. (6,096 m.); at mulraum altitude, 19,000 ft. (5,791 m.). 

Dense fog prevailed during the flight. 

\a active low was central over Arlcansas, and raJn was general east of tbe His- 
sisalppl. Preasure wae relatively bigh over New England. 

February IS, 1908.— Tno kites were used; lifting surface, 87 sq. ft. (B.l eq. m.). 
Wire out, 9,000 ft. (2,743 m.); at maximum altitude, 8,000 ft. (2,438 m.). 

From 3/10 to 7/10 of tbe sky was covered with St.-Cu. from the southweet natll 
1 p. m., from the west thereafter. 

Ter; low pressure was oeutral over Lake Ontario at 8 a. m., and rain was falling 
from North Carolina northward. 

Ftbruary 17, 1908.— Blx kites were used; lifting surface, 414 eq. ft. (36.3 sq. m.). 
Wire out, 2B,000 tt. (7,630 m.); at maximum altitude, 32,500 ft. (6,B58 m.). 

Bt.-Cu. moving rapldl; from the west-northwest varied In amount from 1/10 at 
the beginning to 9/10 at the end of the flight. Early In the flight the altitude of 
the oloud bases was about 4,160 ft. (1,368 m.); later they were about 5,376 tt. 
(1,636 m.). Light snow feU from 10:10 to 10:30 a. m. 

Pressure was high over the Miseisslppi Valley and low over New York. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



1906. 
Feb. 18: 
1:01 p. m. 

1:88 p. m. 

2:08 !». m . 

8:20 pk m . 

8:28 p. m . 

8:46 p.m. 

8:51 p. m . 
Feb. 19: 

7:45 a. m . 

8:06 a. m. 

8:16 a. m 

8:25 a.m. 

8:47 a. m. 

9H)2a. m. 

9:27 a.m. 
10:20 a.m. 
10:88 a. m. 
Feb. 20: 

1:45 p. m . 

1:50 p.m. 

2:00 p.m. 

2:06 p. m . 

2:12 p.m. 

2:26 p. m . 

2:47 p.m. 

8:04 p. m . 

8:18 p.m. 

8:26 p.m. 



On Mount Weather. Va., J^^^ 



Air tem- 
perature. 



OR 
27.0 
27.3 
27.8 
27.6 
27.6 
27.5 
28.0 
27.7 

2&0 
24.0 
24.0 
24.0 
24.5 
24.8 
25.4 
27.2 
28.5 



2.8 
2.6 
2.6 
2.5 
2.6 
2.5 
2.2 
2.4 

5.0 
4.4 
4.4 
4.4 

4.2 
4.0 
8w7 
2.7 
1.9 






Wind. 



24.9 


— 8.9 


25.0 


-8.9 


25.0 


— 8.9 


25.0 


— 8.9 


25.6 


— 8w6 


25.6 


— 8.6 


25.6 


— 8.6 


26.0 


— 8.3 


26.0 


— 8.3 


26.0 


U 8.8 



58 
58 
58 
54 
66 
55 
66 
66 

100 
100 
100 
100 
100 
100 
100 
100 
100 

63 
68 
68 
68 
56 
56 
67 
64 
64 
64 



Dir. 


Yeloi 




Mile* 




p. h. 


a. 


11 


86. 


11 


se. 


11 


8. 


12 


se. 


18 


se. 


18 


se. 


12 


se. 


12 


se. 


18 


se. 


15 


se. 


14 


se. 


15 


se. 


16 


pe. 


16 


e. 


15 


e. 


12 


e. 


15 


nw. 


45 


nw. 


40 


nw. 


44 


nw. 


45 


nw. 


45 


nw. 


46 


nw. 


47 


nw. 


47 


nw. 


47 


nw. 


46 



Meet 
p. t. 

4.9 
4.9 
4.9 
6.4 
6.8 
6.8 
6.4 
6.4 

6.8 
6.7 
6.8 
6.7 
7.2 
7.2 
6.7 
6.4 
6.7 

20.1 
17.9 
19.7 
20.1 
20.1 
20.6 
21.0 
21.0 
21.0 
20.6 



At different heights aboTe sea. 



Height 



Feet 

1,726 

2,476 

8,886 

4,008 

5,298 

4,118 

8,067 

1,725 

1,726 
2,688 
8,442 
4,197 
6,048 
6,996 
6,141 
4,867 
1,726 

1,726 
2,818 
8,567 
4.095 
4,564 
5,029 
4,495 
8,525 
2,755 
1,725 



Jifeters. 

626 

764 

1,017 

1,220 

1,618 

1,264 

985 

626 



804 
1,049 
1,279 
1,587 
1,828 
1.872 
1,880 

A26 

a 

526 

867 

1,067 

1,248 

1,891 

1,538 

1,870 

1,074 

884 

528 



Air tem- 
perature. 



OR 

27.0 

19.4 

1&8 

16.1 

21.6 

18.6 

18.9 

27.7 

28.0 
23.6 
27.1 
28.9 
28.4 
27.1 
27.7 
80.6 
28.6 

24.9 
19.2 
16.9 
17.6 
24.1 
28.1 
18.8 
17.6 
20.1 
26.0 



oa 

— 2.8 

— 7.0 

— 9.8 
-9.4 

— 5.8 

— ia8 

— 7.8 
-2.4 



a 
I 



& 



Wind. 



66 



— 6.0 100 
-4.7 
-2.7 

- 1.7 

- 2.0 
-2.7 

- 2.4 
-0.8 

- 1.9 



8.9 
7.1 
8.4 
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4.4 
8.8 
7.6 
8.0 
6.6 
8.3 
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February IS, IQOS.^Four kites were used; lifting surface, 142 sq. ft. (25.7 sq. m.). 
Wire out, 10,000 ft. (3,018 m.); at maximum altitude, 6,600 ft. (1,981 m.). 

Ci. from the west were present during the flight In amounts averaging about 
1/10 before 2:30 p. m. and 8/10 thereafter. 

An active low was central over Arkansas at 8 a. m., while the barometer was 
high over the Middle Atlantic States. 

February 19, 1908. — Two kites were used; lifting surface, 87 sq. ft. (8.1 sq. m.). 
Wire out, 16,000 ft. (4,672 m.) at the maximum altitude. 

Dense fog prevailed thruout the flight and light snow gave place to rain and 
sleet at 9:50 a. m. 

A storm area was central over Ohio, while pressure was high over Nova Scotia, 
and rain or snow was falling over the greater part of the eastern United States. 

Ftbruary 20, 1908,— Tyro kites were used; lifting surface, 87 sq. ft. (8.1 sq. m.). 
Wire out, 10,000 ft. (3,018 m.) at the maximum altitude. 

A few St.-Cu. from the north-northwest were present during the flight. 

An area of low pressure was passing eastward over the Maine coast at 8 a. m. 
and high pressure was central over Louisiana. 
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mbruary SI. I90S.—mve kites were used; IlfttDR eurtac«, 340 eq. ft. (31.6 sq. m.). 
Wire out, 19,000 It. (5,761 m.) 4t the mulmum altitude. 

At the beginning ol the Sight 2/10 Ci. Irom the west were seen, but after B 
a. m., B/10 or more Ci.-8t., also from the west, were present. 

Preeeure was low over the upper Lakes, and was high over the Gutf States. 

Pfbruary «, 1908.— Tour kites were used; lifting surface, 213 sq. ft. {19.8 eq.tn.). 
Wire out, 22.000 ft. (PiJOG m.]; at maximum altitude, 20,500 ft. (6,248 m.). 

At the beginning of the Sight 8/10 CI. from the west were oljeerved. About 
8 a. m. 8t.-Cu. from the northweat appeared, and were present until the end of 
the flight In amouote varying from 1/10 to 9/10. Light snow flurries ooourred be- 
tween 9:10 and 10:15 a. m. The laat 3,500 ft. (1.067 m.) of wire to oome In was 
lightly coated with frost. 

Centers of low pressure lay over Maine and over MItiDesota, while the barom- 
eter was high over Texas. 

Fibniari/t4, ida¥.— One kite was used; lifting surface, 68 sq. ft. (6.3 sq. m.). 
Wire out, 6,000 ft. (1,829 m.)i at maximum altitude, 5,000 ft. (1,594 m.). 

8t.-Cu. from the northwest varied in amount from 6/10 to 10/10 until after 11 
a. m., then decreased to 4/10. Light snow fell from 7:41 to 8:10, and from 8:55 to 
10:45 a. m. 

High pressure, central north of the lower Lakes, occupied the country east of 
the Mississippi, while pressure was low east of New England. 
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fe6ntary.S5. JW5.—Fourb!te8 were used; llltlog BurTace, 273 eq. ft. (25.2 eq.m ). 
Wire out, 25,000 tt. (7,620 m.) at the maximum altitude. 

From 6/10 tolO/lOof CI., a.-St., and CI. -Cu., moving rrom the west were fol- 
lowed after 11:45 a. m. by about 9/10 of A. -St., also Irom the waet. Some St. 
from the southeast were present durlni; the latter half of the flight. 

Low preeeure, central over Lake Mlohlgan, oocupled the MIeelasippI Valley; 
while high pressure, central over Nova Scotia, extended southward along the 

February 16, J90?.— Five kites were used ; lifting surface, 330 sq. ft. (30.6 sq. m.). 
Wire out, 28,000 ft. (8,634 m.) at the maximum altitude. 

St. from the west-northwest were present to amounts ranging from 1/10 before 
3.30 p. m. to 6/10 or more after 5.30 p. m. 

A disturbance wae central over Lake Huron, with a secondary low reaching 
down into Virginia, while pressure was high over Nova Scotia. 
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Fdtrwirytr, lastf.— Four klt«s were UMd; lirtlng eurfaoe, aT3sq.ft. (35.3 eq. m.}. 
Wire out, 13,160 ft. (4,009m.)at the maximum altitude. 

A few Cl,-8t., Cl.-Cu., A.-Cu., and St.-Cu. movlog from tbe southwest were ob- 
served before 10 ft. m. Lower clouds then increased, coming Brst from the weet- 
northweet, later from the northwest, and had overcast tbe eky b7 1 p. m. Light 
enow began at 3:16 p. m. 

Low pressure was central off Bbode Island and snow was falling from Yli^lnia 
and Tennesaee northward. High preoaure was central over Lake Winnipeg. 

Ftbrvary2S, 1908.— Two kites were used; lifting surface, 105 sq. ft. (0.6 sq. m.). 
■Wire out, 6,000 ft. (1,829 m.}; at mailmum altitude. 5.500 ft. (1.876 m.). 

A tew St. from the west-north west were visible during the flight. 

Frpssure was low over the lower St, Lawrence, and a ridge ot high f 

extended from the Gulf to eastern Kentucky. 

February S9, 190S.-1vo kites were used; lilUng surface, 142 eq. ft. (13.1 
Wire out, 4.0O0 R. (1,219 m.) at the maximum altitude. 

A tew Cl.'Cu. moving from the west and A, -St. from the northwest n 

until about 8:IG a. m. ■ • ™ -• ■--■ 

*fter. 

Pressure was low ( 
along the coast. 



1 aq. in.). 

e visible 
A tew Cl.-St. moving from the west were observed there- 

' Nova Sootia and high over tbe Lakes and southward 
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MartA t, I90S.—Vo\ir kites were used; Uftlng surTaoe, 273 sq. ft. (36.3 aq. m.). 
WIr« out, 17,000 ft. (5,182 m.); at maiimum altitude. 16,600 ft. (5.039 m.). 

During the flight the sky wbb overcast with A. -St., direction Indeterminable, 
and with St.-Cu. movlDg from the weat-eouthweet. 

Low pressure was central over Lake Ontario, high pressure over Nov* Sootla. 

March 3, 79Uf.— Three kites were used; lifting surface, 304 eq. ft. (IB.S sq. m.). 
Wire out, 35,000 ft. (7,630 m.); at maximum altitude, 21,000 ft, (6,401 m.). 

During tbe Sight the sky was partly covered with CI. moving from the weat. A 
few St. from the west-nori^hwest were seen at 11:30 a. m. 

HIgb pressure, oentml over the Lake region, occupied the greater part of the 
country. Freaeare was relatively low over northern New England. 

MarA i, ;90«.— Three kites were ueed; llitlng surfaoe, 310 eq. ft. (19.4 sq. m.). 
Wire out, 3,000 rt. (914 m.); at maximum altitude. 

During the flight the aky was partly oovered wltb CI. moving from the north- 
west Mid A.-Cu. from tbe west-northwest. 

High pressure oovered the United States, except the soathweat. 
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JfarcA i, ISO.?.— Sevan kltep were used; lifting Burfac«, 487 sq. ft. (45.1 sq. m.), 
W[re out, 35,000 Ft. (7,620 m.) at the maxlmam altitude, 17,300 ft. (5,313 m.). 

St.-Cu. moving from the southwest covered the sky until after S a. m. At 8;37 
a. m. 4/10 A.-St. and 6/10 St.-Cu. were moving from the weat. After 11 a. m. the 
sky W88 overcast with St.-Cu. moving from the weat- eouth weat. By 1:30 p. m. 
these had given place to St. from the south- south west. Snow fell sftOT 1:13 p. m. 
The head lilte wa« at the base of the St.-Cu. at 8:01 a. m. In aecendlng; in descend- 
ing It emerged from the Nb. Ht 1:48 p. ro. The Inst 1,500 ft. (457 m.) of wire woe 
coated with Ice. 

High pressure, central over eaatem New York, overlay the Eastern and North- 
ern States. An energetic low was centered over Coloroda. 

March 6, /90.S.— Two kites were used; lifting surface, 13fl sq. (t. (11.7 sq. m,). 
Wire out, 10,000 ft. (3,048 m.); at maximum altitude, 9,B00 ft. (9,BS6 m.). 

Dense tog prevailed thruout the Qlght. 

An active disturbance was central over Wisconsin at 8 a. m., and rain or snow 
was falling eastward to the Atlantic. Pressure was high over New England, lees 
high over Florida. 

March 7, J9(W.— Three kltee were ueed; lifting surface, 146 sq. ft. (13.5 sq. m.). 
Wire out, 15,000 ft. (4,672 m.) at the maximum altitude. 

CI. -St. and Cl.-Ou. moving from the west were observed In amounts diminishing 
from 8/10 at the beginning to 2/10 at the end of the flight. 

Low preeaure occupied the St. Lawrence valley at 8 a. m., while centers of Ugh 
pressure lay over Florida, western Tennessee, and Eaneae. 
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jlfarM 9, i905.— Four kites were used; lifting aurfaoe, 372 sq. ft. (25.2 aq. m.). 
Wire out, 22,000 tt. (6,706 m.); at mulnium olUtude, 20,000 ft. (6,096 m.). 

Fog, generally dense, prevailed for more than twelve hours preceding the flight, 
became light at 12:49 p. m,, and had disappeared at 1:08 p. m. The sky at this 
time was covered with low St. moving from the northwest. The leading kite 
entered these oloude at an altitude of 2,e6B ft. (904 m.). Toward the end of tb« 
flight the St. disappeared and the sky was covered with 6/10 Cl.-St. troro the west 
and 5/10 A.-Cu. from the west-northwest. 

Preesure was low over the Gulf of St, Lawrence, with a secondary low over 
North Carolina, and was high over Eaneas and over Florida. 

March 10, 190S.—To\it kites were used; lifting surface, 211 sq. ft. (22.1 aq. m.). 
Wire out, 20,000 ft. {6,096 m.); at maximum attitude the same. 

One or two-tenths of 8t.-Cu. clouds, moving from the west>-northwest. were 
visible during the flight. 

High pressure covered th« Dnfted States. 
BIfWO U 
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RESULTS OF KITE FLIGHTS. 
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hour. 
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1:14 p.m. 

2:07 p.m. 
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8:20 p. m . 
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March 11, i^<V. — Four kites were used; lifting surface, 278 sq. ft. (26.7 sq. m.). 
Wire out, 12,000 ft. (3,658 m.); at maximum altitude the same. 

During the flight the sky was partly covered with Gi., Ci.-St. or Gi.-Gu. moving 
from the west. 

High pressure was central over North Garolina at 8 a. m., and pressure was 
relatively low over the lower Mississippi Valley and north of the Lakes. 

March 12, 1908.— %\il kites were used; lifting surface, 398 sq. ft. (36.9 sq.* m.). 
Wire out, 27,000 ft. (8,382 m.); at maximum altitude, 23,400 ft. (7,132 m.). 

The sky was cloudless, except for a few A.-Gu. moving from the northwest 
before 8 a. m. 

Pressure was high over the lower Mississippi Valley and low over Manitoba 
and Nova Scotia. 
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4§.(l 

JVarch IS, i9uf.— Five kites were used; lifting Burfaoe, 310 aq. ft. (31.6 eq. m.). 
Wire out, 23,000 tt. (7.010 m.); at maximum altitude, 32,500 ft. (6,B5B m.). 

From a ten to l/^d <^- ^^<^ visible near the horizon durlnf; the fllgbt. Oc- 
casional St.-Cu. from the aouth-eouthwest past below the upper kites. 

A high was central over Kova Bootia and a low over Lake Huron. 

HarcK 14, 1908 Six kites wer« used; lifting surface. 346 eq. Ft. (32.1 aq. in.). 

Wire out, 19,700 ft. (6,006 m.); at maximum altitude, 15,000 tt. (4,573 m.). 

From 1/10 to 3/10 A.-Cu. were visible until about 8 a. m., after which onl; a few 
Ht.-Cu. were to be seen until about 10 a. m. Thereafter CI. -St. and Cl.-Cu. were 
present In amounts varying from 1/10 to 6/10. All clouds were moving from the 
north weet. 

Low preeeure areas were central over Wisconsin and over Nova Bootlo. Pres- 
sure was high over the eastern Oulf States. 

March iff.— Four kites were used; lifting surface, 272 sq. tt. (25.2 sq. m.). 
Wire out 15,000 ft. (4,672 m.); at maximum altitude the same. 

The sky was overcast with St.-Cu. moving from the west-nortbweet early In 
the flight, but by the end the amount bad decreased to 1/10. 

Pr«eaure was high over Lake Superior and low over tbe Gulf of St. Lawrence. 
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BULLETIK OF MOUNT WEATHEB OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



1906. 
March 17: 

9:09 a. m . 

9:26 a.m. 
10:04 a. m. 
10:48 a. m . 
11:10 a. m. 
11:52 a. m. 
12:80 p. ID. 
12:09 p. ID . 

1:06 p.m. 
Much 18: 

1:00 p.m. 

1:09 p.m. 

1:20 p.m. 

1:88 p.m. 

1:47 p. m. 

2:00 p. m . 

2:20^. m. 

2:85 p.m. 

8:08 p. m . 

8:15 p. m. 

4:00 p. m . 
March 19: 



9:14 
9:24 
9:87 
9:68 
11:18 
11:88 



a. m 
a.m 
a. m 
a. m 
a. m 
a. m 
1:42 p.m 
8:12 p.m. 
8:46 p. m 
8:08 p.m. 
4:10 p.m. 
6:21p.m. 



On Moant Weather, Va., |^f|^ 



AirtenH 
peraiure. 



81.4 
81.0 
82.6 
84.0 
30.0 
86.0 
87.0 
40.5 
41.0 

45.6 
46.5 
47.2 
47.5 
47.8 
47.0 
47.8 
47.4 
48.0 
48.0 
46.8 

08.8 
02.8 
02.2 
62.5 
54.1 
50.7 
60.9 
01.6 
47.6 
46.0 
45.0 
87.5 



0.8 

■ 0.6 

0.8 

1.1 

1.7 
2.2 
8.1 
4.7 
5.8 

7.6 
8.1 
8.4 
8.6 
8.5 
8.8 
8.5 
8.6 
8.9 
8.9 
7.4 

11.8 

11.6 

11.2 

11.4 

12.3 

18.2 

18.8 

10.9 

8.7 

7.8 

7.2 

8wl 



a 



f 

100 
100 
100 
90 
84 
86 
89 
82 
79 

100 
96 
92 
90 
92 
98 
91 
91 
90 
90 
90 

91 
94 
94 
90 



Wind. 



Dir. Velodtf. 



He. 
He. 
He. 
He. 

BO. 

He.' 
Me. 

HO. 
HO. 

HO. 
HO. 

HO. 

He. 

HO. 

Be. 
so. 

HO. 
80. 
HO. 
80. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



JHUes 

p. h. 
17 
18 
22 
21 
21 
20 
18 
18 
17 

19 
21 
21 
20 
28 
28 
24 
24 
26 
24 
22 

16 
10 
16 
16 
24 
28 
80 
42 
46 
39 
88 
04 



Mefi 

p. t. 

7.6 
8.0 
9.8 
9.4 
9.4 
8.9 
8.0 
8.0 
7.6 

8.0 

9.4 

9.4 

8.9 

12.5 

10. .3 

10.7 

10.7 

11.6 

10.7 

9.8 

7.2 
6.7 
7.2 
7.2 

ia7 

10.8 
13.4 
18.0 
20.6 
17.4 
17.0 
24.1 



At different helghU abore 



Height 






1,725 
2,765 
4,076 
6,794 

6,715 
8,852 
2,385 
1,725 

1,726 
2,687 
8,950 
0,888 
6,260 
7,800 
9,108 
10, 102 
9,607 
4,005 
1,725 

1,725 
2,678 
8,529 
4,420 
6,008 
10,488 
8,589 
7,001 
6,980 
0,847 
4,221 
1,725 



Meltri. 

526 

843 

1,242 

2,071 

2,043 

2,047 

1,022 

712 

026 

526 
819 
1,204 
1,627 
1,906 
2,226 
2,776 
8,095 
2,928 
1,221 
526 

026 

816 
1,076 
1,847 
1,845 
8,180 
2,618 
2,286 
2,112 
1,630 
1,287 

026 



Air tem- 
perature. 



81.4 
80.6 
42.8 
84.7 
80.0 
35.6 
46.4 
86.5 
41.5 

45.6 
45.9 
07.6 
019 
58.6 
51.8 
40.0 
42.8 
46.4 
58.6 
45.3 

08.8 
54.8 
51.1 
48.9 
58.4 
29.1 
86.5 
41.4 
86.5 
42.4 
48.6 
87.5 






-0.8 
2.0 
6.0 
1.5 

- 1.1 
2.0 
8.0 
2.5 
5.8 

7.6 

7.7 

14.2 

12.7 

12.0 ' 

10.7 I 

7.2 

5.7 

8.0 

14.8 

7.4 

11.8 
12.4 
10.6 
9.4 
11.9 

- 1.6 
2.5 
5.2 
2.5 
5.8 
9.2 
8.1 



»& 



79 
100 



Wind. 



Dir. 


Velocity. 


se. 

■8W. 


Milet 
p. h, 
17 


Meet 

p. M. 

7.6 


MW. 






W. 
W. 






w. 

8W. 
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Be. 

BO. 


17 

19 


7.6 
8.5 


HW. 






WSW. 






W«W 





90 
91 



w. 
w. 

w. 

sw. 

HO. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

nw. 



22 
16 



54 



9.8 
7.2 



24.1 



Maareh 17 ^ i^5.— Three kites were used; lifting surface, 194 sq. ft. (18.0 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude, 19,500 ft. (5,9il m.). 

Dense fog prevailed until 10:07 a. m. During the remainder of the flight the 
sky was overcist with A. -St. and St. from the west, and with low St. from the south. 

A ridge of high pressure extended from the St. Lawrence to New Jersey, and 
areas of low pressure were central over northern Michigan and Oklahoma. 

March 18, 1908, —Yi^e kites were used; lifting surface, 234 sq. ft. (21.7 sq. m.). 
Wire out, 22,800 ft. (6,949 m.); at maximum altitude, 17,500 ft. (5,334 m.). 

Dense fog prevailed until 1:00 p. m. During the remainder of the flight the 
sky was overcast with St., except for an occasional break in the clouds when 
small patches of blue sky were visible. 

Pressure was high over the lower St. Lawrence. An area of low pressure was 
central over Oklahoma. 

March 19, 1908. -^Five kites were used; lifting surface, 340 sq. ft. (31.5 sq. m.). 
Wire out, 14,950 ft. (4,557 m.); at maximum altitude the same. 

Dense fog preceded the flight but had disappeared by 8 a. m., at which time the 
sky was overcast with St. moving from the west. The St. soon disappeared and 
were succeeded by Gl.-Gu. and A.-Gu. from the west and St.-Gu. from the west- 
northwest. From 11 a. m. to 4 p. m. the sky was generally clear, except for a 
long stationary cloud over the Loudoun Valley, the nearest edge about 5 miles (8 
km.) southeast of the station and the elevation of the base about 3,500 ft. (1,067 m.). 
After 4 p. m. the sky was partly covered with A.-Ou. moving from the west and 
St.-Gu. moving from the northwest. 

An area of low pressure was central off the southern New England coast, and 
areas of high pressure were over Florida and the Missouri Valley. 
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JUarcA A?, 190S.—T\it«« kites were used; Ufttng eurfaoe, 210 sq. ft. (19,4 eq. nt.). 
Wire out, 8,500 ft. (2,691 m,); at muimum altitude, 7,000 ft. (3,134 m.). 
The sky was covered with St. from the nortbweet. Snow tell from 2:33 to 3:60 

At 8 a. m. lows were central over Lake Superior and Georgia, A high was over 
the Gulf of St. Lawrence. 

Marehtl, /9a?.- Five kites were used; lifting surface, 341 sq. ft. (31.6 sq. m.). 
Wire out, 18,600 ft. (5,639 m.); at maximum altitude, 11,000 ft. (3,353 m.). 

The sky was cloudless until 10:30 a. m., and only a few St.-Cu., moving from 
the northwest, were present thereafter. 

High pressure was central over eastern Eentuchy and western Tlrglnla; low 
pressure over northern Minnesota. 

March tS, J9C^.— Four kites were used; lifting surface, 273 sq. ft. (25.7 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude, 17,000 feet (5,183 m.). 

Dense fog and light mist prevailed until 1:10 p. m., at which time the mist ended 
and the tog became light. Light fog oontlnusd until the end of the flight. 

A trough of low pressure extended from Lake Superior to the mouth of the 
Misolssippl, acoompanled by rain from the Ohio Tallej' southward. Pressure was 
high off the Florida coast. 
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Marckt4.19CIS.~Two klt«s were used; llftlns Burface. US oq. ft. (13.1 sq. m.)- 
Wire out, 10,660 ft. (3,246 m,); at maximum altitude the same. 

6/10 CI. were visible moving from tbe weet and 3/10 St. from tbe west-nortbweet. 

A low w«s central over tbe Gull ot St. Lawrence aod a eecoodary low over 
Georgia. 

March to, IQOS.—'Foyii kites were used; lltting surface, 378 sq, ft. (35.7 eq. m.). 
Wire out, 30,000 It. (6,096 m.); at maximum altitude tbe same. 

At tbe beginning the eky was overcast with A. -St, moving from tbe west. Light 
rain l>^aD at 3:05 and ended at 3:5S p. m. Tbe clouds deoreasett from 10 8t.-Cu. 
at 3:58 to few St.-Cu. at 6:48 p. m. 

Ad area of high pressure, central over eastern Canada, occupied tbe region east 
of the Mississippi, An extensive low was central over Wyoming. 

March S6, 190S. —Voar kites were ueed; lifting surface, 378 sq, ft. (35.7 sq. m.). 
Wire out, 15,000 ft. (4,573 m.); at maximum alUtude, 11,000 It. (3.353 m.). 

CI. moving from the west-northwest were present in amounts varying between 
1/10 and 8/10. 

Pressure was low over the I^ke region and high off the middle Atlantic coast. 



UPPER AIB CONDITIONS. 
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BESULTS OP KITE FLIGHTS. 



Date and 
hour. 



1908. 
March 27: 

1:04 p.m. 

1:12 p.m. 

1:28 |Km. 

2:00 p. m . 

2:87 p.m. 

2:46 p. m . 

8:07 p. m . 

3:20 p. m . 

8:46 p. m . 

4:82 p. m. 

4:44 p. m . 

6:11 p.m. 

5:22 p. m 

5:40 p. m . 

5:51 p. m . 

5:57 p. m . 
March 28: 

7:27 a. m 

7:87 a. m . 

7:47 a. m . 



On Mount Weather, Va., J^^Sft 



Air tem- 
perature. 



I'JSl a m . 


8:11 a.m. 


8:40 a. m . 


8:58 a. m . 


9:66 a. m 


10:20 a.m. 


10:81 a. m. 


lO'Jtta.m. 


March 80: 


9:09 a. m . 


9:16 a.m. 


10:80 a.m. 


10:42 a.m. 


10:48 a.m. 



78.0 
74.8 
78.2 
74.5 
75.0 
75.0 
75.0 
75.0 
74.5 
74.0 
73.0 
7a 
72.5 
71.0 
70.8 
70.0 

56.8 
56.0 
56.0 
57.2 
58.0 
59.8 
59.4 
62.0 
57.0 
57.0 
57.0 

86.2 
37.0 
88.2 
88.3 
89.2 



22.8 
Xi 5 
22.9 
23.6 
2:1.9 
23.9 
23.9 
23.9 
28.6 
23.3 
22.8 
22.8 
22.5 
21.7 
21.3 
21.1 

13.8 
13.3 
13.3 
14.0 
14.4 
15.2 
15.2 
16.7 
13.9 
18.9 
13.9 

2.3 
2.8 
8.4 
8.6 
4.0 



a 

B 
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4.0 
4.9 
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8.5 
6.3 
6.4 
4.9 



At different heights ahoye sea. 



Height 



FeeL 

1,725 

2,836 

3,889 

6,262 

8,293 

8,637 

11,581 

18,944 

17,014 
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9,194 
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1,726 
2,988 
4,022 
6,313 
6,421 
8,001 
6,687 
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2,905 
1,725 
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2,886 
8,002 
2,278 
1,726 
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1,909 
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3,520 
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8,940 
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1,226 
1,629 
1,957 
2,489 
2,088 
1,494 
1,186 
886 
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879 
915 
694 
626 



Air temp- 
perature. 
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March 27^ iOOft.—FlvB kites were used; lifting surface, 346 sq. ft. (32.0 sq. m.). 
Wire out, 25,000 ft. (7,620 m.); at maximum altitude, 24,500 ft. (7,468 m.). 

Gi. moving from the west were visible at the beginning and end of flight. From 
3:46 to 5:15 p. m. the slcy was cloudless. 

At 8 a. m. highs were central over the south Atlantic coast and the upper Lakes. 
A low was central over Ck)lorado. 

March 28, 1908,— Four kites were used; lifting surface, 272 sq. ft. (25.2 sq. m.). 
Wire out, 15,000 ft. (4,572 m.); at maximum altitude the same. 

At the beginning two-thirds of the sky was covered with A.-St. moving from the 
west and one-third with St. from the west-southwest. The proportion of St. 
gradually increased to 8/10, moving from the west, at 8:30 a. m. Light rain fell 
from 8:50 to 10:25 a. m. 

Low pressure was central over Lake Ontario and rain was falling southward to 
Virginia. High pressure lay over the South Atlantic States and over Nova Scotia. 

March SO, 1908,— Three kites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 4,900 ft. (1,494 m.); at maximum altitude, 3,000 ft. (914 m.). 

From 7/10 to 10/10 Oi.-St. and A.-St. were present, moving from the west-north- 
west. A solar halo was observsd at 9:25 a. m. and was visible during the remain- 
der of the flight. 

An extensive area of high pressure, central over West Virginia, overlay the 
eastern half of the country. 
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March 31, 190S.— Four kltea wara u»d; lifting surface, 272 eq. ft. (25.2 sq. 1 
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PYRHELIOMETER AND POLARIMETER OBSERVATIONS. 

By H. H. EimbaIjIj. 

Reduction of Pyrheliometric Observations. 

In a paper in Part 2 of this Bulletin are given the results of the 
interoomparison of pyrheliometers that have been employed at the 
Central Office of the Weather Bureau, Washington, D. C, and at the Be- 
searoh Observatory, Mount Weather, Va. Frequent reference will here 
be made to this paper under the title '' Comparison of pyrheliometers." 
Since December, 1905, pyrheliometric observations have been confined 
to days when the sky was practically free from clouds, and on such 
days the object has been to obtain observations over as great a range 
of air mass as was practicable. 

The latitude of Washington is 38'' 54' north. The altitude of the 
sun at noon at the time of the summer solstice is 74^ 33', and at the 
time of the winter solstice, 27^ 39'. The corresponding air masses are 
1.05 and 2.15, respectively, unit air mass being the length of path of 
the sun's rays thru the earth's atmosphere with the sun in the zenith. 
Air masses have been computed from Laplace's extinction formula 

refraction in seconds (from Bessel's tables) 

ffl sss i 1 

• 58.36 X sin -^ 

where m =s the air mass, and Z = the zenith distance of the sun. 
Observations in Washington are made from the roof of the Weather 
Bureau Building, about 118 feet above sea level. Variations in baro- 
metric pressure have been disregarded. 

In winter, observations are frequently continued until the sun is 
within 10^ of the horizon, the corresponding air mass being about 6.0. 
In summer, observations are rarely taken with the sun at a greater 
hour angle from the meridian than 6*" 30"", the corresponding air mass 
being about 3.0. 

The scale errors of the milammeters employed have been determined 
by the U. S. Bureau of Standards to the nearest 0.6 milUampere. 
These, and a temperature correction amounting to 0.25 per cent of the 
scale reading for a change in the temperature of the coils of 20^ F., 
have been applied to all milammeter readings. It has been assumed 
that the temperature of the milammeter coils is the same as the tem- 
perature of the shelter in which the pyrheliometer with its auxiliary 

apparatus is exposed. 
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In Table 1 are given the pyrheliometer readings that correspond to 
certain air masses, reduced to the scale of Angstrom pyrheliometer 
No. 104. Since it is not practicable to obtain readings at the exact 
moment corresponding to these air masses, the indications of each 
instrument^ have been plotted on millimeter cross-section paper as 
shown in figs. 2 and 3, where abscissas represent air masses and ordi- 
nates represent the value of the second decimal figure in the logarithm 
of the pyrheliometer readings. The first decimal figure for the read- 
ings on any day may be determined from the value of the logarithm 
for zero atmosphere on that day. 

The logarithms of the readings corresponding to any desired air 
mass have been read off from the smooth curve that appears to best 
fit the observations, and then corrected by the amount necessary to 
reduce the readings to the scale of Angstrom pyrheliometer No. 104, 
the amount of the correction being obtained from the ratios given in 
Table 4, Comparison of pyrheliometers. Generally the curve repre- 
senting the probable mean of the observations approximates very 
closely to a straight line. 
Table 1. — WfishingUm pyrheliometer recuUnga reduced to the scale of Angtttr&m No, I04. 



Date. 


Air mass. 


5.0 


4.6 


4.0 


3.5 


3.0 


2.5 


2.0 


1.6 


1.0 


1905. 
Deoeniber 22. d. m 










•1.019 
1.014 

1.069 
1.097 
1.002 
0.774 
1.062 
1.093 
0.919 
0.979 


1.111 
1.104 

1.165 
1.175 
1.106 
0.854 
1.154 
1.180 
1.032 
1.075 
0.850 
0.865 


1.211 
1.200 

1.279 
1.259 
1.228 
0.972 
1.237 
1.281 
1.108 
1.180 
0.971 
0.966 
0.960 
0.776 
1.096 
1.130 
1.036 
1.086 
1.141 
1.074 
1.284 
1.266 
1.245 
1.290 
1.292 
1.227 
1.265 
1.300 
1.246 
1.296 






December 26. p. m 


0.794 
" '6.'87i' 


0.827 

0.770 
0.912 


0.902 

0.a52 
0.956 


0.960 

0.943 
1.024 
0.930 
0.675 
0.992 
1.016 






1906. 

January 9, p. m 

Janaarr 10. p. m 










JanuarT 29. p. m 






Janaary 80. p. m 












February Id, p. m 

February 15. p. m 




0.862 


0.921 
0.948 


1.880 
1.398 
1.214 
1.296 
1.110 
1.097 
1.117 
0.980 
1.230 
1.244 
1.119 
1.235 
1.218 
1.188 
1.413 
1.357 
1.348 
1.878 
1.896 
1.872 
1.393 
1.881 
1.858 




March 22. p. m 








April 2. p. m 












April l7. a. m 










1.268 


April 17. p. m 












1.267 


April 18b a. m 












1.290 


May 18. p. m 












0.647 
0.977 
1.057 


1.114 


May 29, a. m 












1.880 


May 29. p. m 












1.874 


S6Dt6mber 26. p. m 














October 8. p. m 










0.838 
1.000 
0.879 
1.083 
1.101 
1.068 
1.130 
1.107 
1.008 
1.061 
1.151 
1.060 
1.139 
0.801 


0.954 
1.068 
0.970 
1.176 
1.181 
1.153 
1.208 
1.196 
1.110 
1.169 
1.224 
1.143 
1.216 
0.894 




October 12. p. m 


0.769 


0.822 


0.878 
0.735 
0.981 


0.987 
0.804 
1.005 




October 15. p. m 




Noyember 1. p. m 


0.801 


0.868 




Noyember 2. a. m 




Noyember 2. p. m. 


0.786 


0.848 


0.916 


0.989 




Noyember a, a. m 




Noyember 8. p. m 


0.843 


0.904 


0.970 


1.040 




Noyember 6. a. m 




Noyember 6. p. m 


0.747 


0.815 


0.891 


0.972 




N oyember 7. a. m 




Noyember 7. o. m 


0.748 
0.914 


6.810' 
0.964 


0.88S 
1.017 
0.641 
0.783 


0.962 
1.073 
0.717 




Noyember 22, p. m 

Noyember 24. p. m 








Noyember 27, p. m 


0.632 


6.704 


"i.'ioi 

















^ See p. 84, Part 2, Vol. I of thiB Bulletin for a description of tiie method by 
whioh instrumental observations have been reduced. 
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TABIiE 1.— 


WashingUm pyrheliotMter readingSt 


etc. — Ck>ntinued. 




Dmte. 


Air mass. 


6.0 


4.5 


4.0 


8.5 


8.0 


2.6 


2.0 


1.6 


1.0 


1907. 


0.844 


0.901 
a 914 


0.960 
0.978 


1.026 
1.048 


1.102 
1.123 
0.780 
0.860 
1.029 


1.186 
1.202 
0.880 
0.912 
1.119 
0.986 
1.211 
1.248 
0.696 
1.188 
1.024 
1.107 
0.780 
1.108 
0.615 


1.276 
1.311 
0.992 
0.980 
1.217 
1.165 
1.297 
1.387 
0.848 
1.206 
1.131 
1.197 
0.922 
1.200 
0.756 
1.020 
1.276 
1.197 
0.846 
0.813 
1.018 
0.871 
0.991 
0.965 
0.982 
0.901 
0.874 






January 23. p. m 






January 28, a.ni 








January 28, p. m 


0.648 


0.688 


0.738 


0.792 






February 12, a. m 






February 15. a. m 










1.876 
1.887 




February 15. d. m 






1.003 


1.067 


1.132 
1.154 
0.689 
1.064 
0.928 
1.022 




February 18. a. m 








February 25. d. m 








0.612 


1.170 
1.2R2 
1.308 
1.299 




March 2, p. m 










March 15, p. m 




0.702 


0.766 
0.884 


0.886 
0.960 




March 20. p. m 






March 23, p. m 








March 25, p. m 










1.022 


1.300 




March 29. p. m 












March 30. a. m 














April 2. a. m 










1.107 
1.005 


1.188 
1.097 


1.370 
1.806 
1.112 
0.982 
1.168 
1.014 
1.099 
1.110 
1.128 
1.062 
1.070 
0.783 
0.520 
0.886 
1.165 
1.084 
1.005 
0.950 
1.146 
1.098 


1.471 


April 2, p. m 












April 3. a. m 












April 3. p. m 












0.674 




April 24, p. m 






******** 






1.828 


April 26. a. m 












0.749 
0.898 
0.840 
0.855 




April 26. p. m 










0.805 


1.210 


Mkj 18, a. m 










1.276 


May 13, p. m 










0.745 




May 14. p. m 










1.192 


May 21 . p. m 
















May 22.a.m 
















June 17. p. m 
















0.766 


July 1 . p. m 


















July 27, a. m 












0.918 


1.034 


1.818 


July 81, a. m 














July 81. p.ni 


















Auffust 2, p.m 


















October 2. p. m 








0.781 


0.862 


0.931 
0.860 
1.066 
1.062 

"o.'m 

0.818 

"i.ooe' 

0.980 
1.167 

0.822 
1.060 
1.117 
0.717 
1.020 
1.145 
1.180 
0.953 
1.086 
1.118 
0.846 
1.082 


1.083 
0.971 
1.186 
1.158 
1.060 
0.944 
0.941 
0.951 
1.122 
1.012 
1.259 




October 7. p.m 










October 8. p. m 


0.668 


0.786 


0.850 


0.916 


0.993 
0.975 
0.837 
0.714 
0.712 
0.741 
0.959 
0.866 
1.081 

0.673 
0.978 
1.023 




October 9. a. m 






October 9. p. m 




0.702 
0.469 
0.469 
0.511 

■ '6.' 682 
0.861 

0.474 
0.773 
0.787 


0.743 

■*6.'639* 
0.578 
0.805 
0.724 
0.929 

0.534 
0.886 
0.868 


"*6.'62i" 
0.620 
0.655 
0.886 
0.786 
1.002 

0.599 
0.904 
0.937 


1.182 
1.085 
1.081 




October 10, p. m 






October 15. p. m 


0.407 
0.451 
0.568 
0.612 
0.797 

0.422 
0.754 
0.721 




Norember 15, p. m 

December 6l p. m 








December 6. p. m 






December 31. p.m 






1908. 
January 8L p. m 






January 9. p. m 


1.146 
1.220 
1.012 






January 14. p. m 






January 17. a. m 






January 17. p. m 






0.688 
0.907 
0.952 


0.742 
0.980 
1.022 


0.921 
1.060 
1.098 
0.826 






Jaonary 30. a. m 






1.238 
1.267 
1.047 






January 80. p. m 










February 6. p. m 










February 8. a. m 














February 8. p. m 








0.949 


1.087 


1.241 
a 977 
1.198 


1.857 
1.131 
1.301 
1.048 
1.267 
1.052 
1.243 
1.133 
1.185 




April 4. p. m 










April 11. p.m 


• 






0.888 


0.978 




April 18. p. m 










April 16. p. m 






0.788 


0.811 


0.900 
0.735 
0.817 


0.998 
0.828 
0.940 
0.845 
0.908 


1.106 
0.984 
1.081 
0.979 
1.088 


1.403 


April 17.a.m 








April 21. p. m 










1.428 


April 29. p. m 










1.812 


May 1. a. m 














May 26. p. m 




• • • « 








1.268 


June 2. a. m 










0.856 
0.696 
0.928 


0.959 
0.806 
1.018 


1.078 
0.934 
1.111 


1.201 
1.061 
1.197 
1.086 
1.052 


1.346 


June 8. p. m 










1.801 


June 16, p. m 

June 24. p. m 








■ ■ « • 


1.820 
1.198 


June 27, a. m 










0.740 


0.754 


0.901 


1.268 
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Curves a, c, and 6. h, are plotted on the normal apectrum 

ficale, the values of i being given at the bottom of the 

diagram, 
rhe remaining curves are plotted on tho scale of a solar 

spectrum of constant intensity, the devialiona, x^ being 

given at the top of the diagram. 
The ordinatee represent percentages lor tha tnnsniaaion 

curves, and are relative values only for the cnrra a, o. 
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The data in Table 1 show the actual variations that occur in the 
amount of solar radiation that reaches the surface of the earth on clear 
days. In Table 2 the pjrheHometer readings have been reduced to 
the Smithsonian actinometric standard by means of the ratios given 
in Table 6, Comparison of pyrheliometers, and also to mean solar 
distance. These data, therefore, more clearly show the effects of the 
seasonal variations in atmospheric transparency than do the data in 
Table 1. The readings are reduced to the Smithsonian standard in 
order that the values of the solar constant that are to be computed 
may be comparable with the values that have been published by Mr. 
Abbot and Mr. Fowle of the Smithsonian Institution.* 

In fig. 1, a, a, is the intensity curve for the normal solar spectrum 
outside the earth's atmosphere, as derived from Abbot's Mount Wil- 
son determinations,' and b, b, is a curve showing the mean vertical 
transmission of the atmosphere at Washington,* also plotted on the 
normal spectrum scale. 

Table, 2 — Waahington pyrhsUometer readinga reduced to the SmUfiaonian actmameiric 

standard, and to mecun solar distance. 



Date. 








Air masfl 


. 








6.0 


4.6 


4.0 


8.6 


8.0 


2.6 


2.0 


1.6 


1.0 


1905. 
December 22. d. m 










l.OBS 
1.090 

1.122 
1.179 
1.080 
0.885 
1.161 
1.186 
1.014 
1.087 


1.194 
1.187 

1.288 
1.268 
1.192 
0.922 
1.249 
1.280 
1.118 
1.194 
0.962 
0.969 


1.802 
1.290 

1.874 
1.862 
1.834 
1.048 
1.840 
1.890 
1.228 
1.811 
1.090 
1.071 
1.076 
0.882 
1.262 
1.288 
1.167 
1.212 
1.274 
1.266 
1.404 
1.884 
1.360 
1.410 
1.412 
1.838 
1.880 
1.418 
1.869 
1.403 






December 26ip. m 

Jsnaftrr 9. i>. m 


0.863 


0.909 

0.827 
0.980 


0.969 

0.916 
1.028 


1.082 

1.013 
1.101 
1.008 
a 696 
1.074 
1.101 










JanuarT 10. d. m 


0.996 






Jamiary 29. p. in 






Janaary 80. d. m 












February 18, p. m 

February 15. p. m 




0.982 


0.998 
1.028 


1.441 
1.610 
1.840 
1.489 
1.243 
1.229 
1.261 
• 1.068 
1.406 
1.420 
1.260 
1.879 
1.860 
1.402 
1.645 
1.4B8 
1.468 
1.506 
1.626 
1.497 
1.520 
1.506 
1.481 




March 22. p. m 








April 2. p. m 












April 17. a. m 










1.420 


April 17. p. m 












1.409 


April 18. a. m 












1.466 


May 18. p. m 












0.786 
1.116 
1.207 


1.267 


May 29, a. m 












1.676 


May 29. p. m 












1.669 


September 25. p. m 














October 8. p. m 










0.986 
1.117 
1.088 
1.186 
1.204 
1.167 
1.286 
1.209 
1.100 
1.168 
1.266 
1.144 
1.284 
0.870 


1.066 
1.198 
1.144 
1.286 
1.291 
1.260 
1.320 
1.806 
1.211 
1.264 
1.886 
1.247 
1.816 
1 0.968 




October 12. p.m 


a889 


0.918 


0.980 
0.867 
1.018 


1.046 
0.949 
1.099 




October 16l p. m 




Noyember 1, p. m. 

Noyember 2. a. m. 


0.876 


0.944 




November 2. p. m 


a859 


0.927 


1.002 


1.081 




Noyember 8. a. m 




November 8, p. m 

Noyember 6. a. m 


0.921 


0.967 


1.060 


1.186 




November 6, p. m 

November 7. a. m 


0.816 


0.890 


0.972 


1.060 




November 7. p. m 


0.810 
0.990 


0.883 
1.044 


0.968 
1.102 
0.694 
0.847 


1.060 
1.162 
0.776 




November 22, p. m 

November 24. p. m 








November 27, p. m 


0.688 


6.761 


1.298 

















* Annals of the Astrophyslcal Observatory of the Smithsonian Institution, Vol. 
II, p. 96-98. 

* Ibid., p. 105. For convenience In plotting. Abbot's figures for the mean Inten- 
sity, normal scale, have been multiplied by 0.06. * Ibid., p. 113. 
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Tabuz 9.^ Wa&hmgUm pyrhMm/Oer 



, efc. — Continaed. 



Dtte. 



1907. 
Januaiy 21, p^ m . . . 
January 28, p. m... 
January 28, a. m . . 
January 28, p. m . . 
February 12, a. m. 
February 16, a. m . 
February 16, p. m . 
February 18, a. m . 
February 26, p. m . 

March 2, p. m 

March 15, p. m 

March 20, p. m 

March 28, p. m 

March 25, p. m 

March 29, p. m 

March SO, a. m 

April 2, a. m 

April 2, p. m 

April 8, a. m 

April 8, p. m 

April 24, p. m 

April 25, a. m 

April 25, p. m 

May 18, a. ni 

May 18, p. m 

May 14, p. m 

May 21, p. m 

May 22. a. m 

June 17, p. m 

July 1, p. m 

July 27, a. m 

July 81, a. m 

July 31, p. m 

August 2, p. m 

October 2, p. m 

October 7, p. m 

October 8, p. m 

October 9, a. m 

October 9, p. m 

October 10, p. m . . . . 

October 15, p. m 

November 16, p. m. 
December 5, p. m . . 
Decembers, p. m .. 
December 81, p. m . 

1906. 
January 8, p. m . . . . 
January 9, p. m . . . . 
January 14, p. m . . . 
January 17, a.m ... 
January 17, p. m . . . 
January 80, a. m . . . 
January 80, p. m . . . 
February 6, p. m . . . 
February 8, a. m . . . 
Februarys, p. m... 

April 4, p. m 

April 11, p. m 

April 13, p. m 

April 16, p. m 

April 17, a. m 

April 21, p. m 

April 29, p. m 

Mayl. a.m 

May 26, p. m 

June 2, a. m 

June 8, p. m 

June 16, p. m 

June 24, p. m 

June 27, a. m 



Air mi 



6.0 



0.908 



0.601 



4.6 



4.0 



0.1 
0.964 



1.088 
1.068 



0. 741 a 796 



1.068 



0.772 



0.841 
0.976 



8.6 8.0 



1.104 
1.128 



0.864 



1.146 



a 677 



0.917 
1.047 



1.186 
1.209 
0.840 
0.916 
1.114 



1.227 
1.256 
0.641 
1.162 
1.020 
1.127 



1.180 



, 1.229 
.' 1.182 



0.741 



0.906 



0.872 



0.460 
0.490 
0.618 
0.660 
0.860 

0.468 
0.810 
0.775 



0.778 
0.520 
0.518 
0.665 



0.735 
0.928 

0.510 
0.880 
0.846 



0.845 



2.6 



1.276 
1.294 
0.948 
0.988 
1.212 
1.069 
1.313 
1.849 
0.767 
1.287 
1.126 
1.220 
0.861 
1.224 
0.681 



1.820 
1.286 



a 760 



0.842 
1.006 
0.958 
0.971 



0.866 



0.948 



0.948 . 1.026 



0.823 



0.595 
0.628 
0.869 
0.781 
1.002 

0.578 
a 856 
0.928 



0.735 
0.978 
1.026 



a688 
0.684 
0.711 
0.984 
6.848 
1.081 

0.644 
0.971 
1.007 



1.101 
1.080 
0.927 
0.790 
0.786 
0-805 
1.034 
0.928 
1.167 

0.723 
1.050 
1.099 



1.051 



1.012 
0.954 
1.203 
1.177 



0.909 
0.904 



0.797 
1.067 
1.102 



0.990 
1.148 
1.184 
0.891 



0.821 



1.026 



0.986 



0.908 



1.121 



1.092 



1.008 
0.823 
0.917 



1.087 
1.008 
1.259 

0.882 
1.137 
1.200 
0.771 
1.007 
1.234 
1.272 
1.029 
1.175 
1.209 
0.941 
1.209 



1.118 
0.928 
1.056 
0.954 
1.025 



0.979 I 

0.797 

1.058 



1.096 
0.928 
1.161 



0.850 ' 0.866 



2.0 



1.878 
1.411 
1.069 
1.006 
1.818 
1.264 
1.406 
1.462 
0.924 
1.816 
1.248 
1.320 
1.041 
1.826 
0.838 
1.180 
1.417 
1.848 
0.989 
0.916 
1.145 
0.980 
1*115 
1.095 
1.115 
1.023 
0.985 



1.184 



1.149 
1.077 
1.814 
1.284 
1.175 
1.045 
1.088 
1.084 
1.210 
1.092 
1.858 



1.281 
1.311 
1.088 



1.834 
1.366 
1.131 



1.841 
1.087 
1.888 



1.238 
1.046 
1.214 
1.104 
1.172 



1.227 
1.069 
1.274 



1.034 



1.5 



1.491 
1.603 I 



1.274 
1.400 
1.437 
1.482 



1.437 



1.621 
1.471 
1.236 
1.106 
1.808 
1.141 
1.287 
1.260 
1.281 
1.195 
1.218 
0.891 
0.896 
0.960 
1.835 
1.241 
1.150 
1.086 
1.274 
1.218 



1.810 
1.201 
1.194 



1.467 
1.258 
1.462 
1.166 
1.407 
1.1T9 
1.885 
1.278 
1.340 



1.374 
1.237 
1.878 
1.189 
1.208 



1.0 



1.684 



1.498 



1.S71 
1.440 



1.858 



0.865 
'i.'666 



1.070 



1.608 
1.479 

1.447 
1.538 
1.489 
1.514 
1.870 
1.466 
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As suggested' by Angstrom^, if we express the coefficient of general 
atmospheric transmission for any wave length by the equation 

yA-?« (1) 

and the corresponding intensity of solar radiation by 

Ix=1'W (2) 

then the radiation received at the surface of the earth after the solar 
rays have past thru an atmospheric diffusing layer of thickness m will 
be exprest by 

Since the function 9** (X) is not exprest by any known law, the prob- 
lem may be simplified by assuming a dispersion, x, that will give a solar 
spectrum of constant intensity. 

If we were able to integrate the equation of the curve a, a, 

A, A, 

Jh^f^{X)dX, 

Aj Aj 

the ratios between the integrals for successive values of X and the 
integral for the total range of wave lengths in the solar spectrum 
would give the relative quantities of radiant energy, or heat, received 
by the earth from different parts of the solar spectrum. These 
\ ratios would also give the relative distances on the axis of x between 
the corresponding values of X, or the deviations, a^x^ in a spectrum of 
constant intensity. A graphical integration has been effected by 
counting the number of squares on millimeter cross-section paper 
included between the portions of the curve a, a and the axis of x cor- 
responding to the values of X given in Table 3. Following Abbot* 
there has been added to the total number of squares included between 
the limits X s 0.387 fi and X = 2.428 fi, 1.3 per cent for ultraviolet 
radiation and 0.55 per cent for infra-red radiation, outside these limits. 
In column 2 of Table 3 are given the deviations of Xx thus computed, 
and in columns 3 and 5 are given Abbot's^ corresponding values of 
the mean atmospheric transmission above Washington and above 
Mount Wilson, as derived from bolometric observations. These latter 
are also plotted, on fig. 1, as the ordinates of the curves o, c and d, d, 
the abscissas, Xx, representing the deviations in the spectrum of con- 
stant intensity. 

^ M6thode nouvelle pour Tdtude de la radiation solalre par Knut l.ngstr((m. 
Nova Acta BegieD Socletatls Solentiarum Upsallensls. Ser. lY. Vol. 1, N. 7. 
•Ibid., p. 56. ^ Ibid., p. Ill and 113. 
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Table 3. — Vertieal troMmissum of atmosphere. 



% 


'A 


Abore WMhiogton. 


AboTe Mount Wilson. 


A 


Obaenred. 


Computed. 


Obwrrod. 


Computed. 


1* 
0.387 


0.0133 


0.430 


0.438 


0.6844 


0.6599 


0.390 


0.0171 


0.445 


0.454 


0.6S97 


0.6754 


0.3942 


0.0245 


0.499 


0.482 


0.7090 


0.6981 


0.3967 


0.0334 


0.535 


0.510 


0.71HO 


0.7183 


0.4037 


0.0435 


0.563 


0.538 


0.7301 


0.7360 


0.4091 


0.0541 


0.664 


0.555 


0.7411 


0.7509 


0. 4147 


0.0641 


0.575 


0.572 


0.7504 


0.7627 


0. 4210 


0.0751 


0.587 


0.588 


0.7654 


0. i /39 


0.4275 


0.0866 


0.594 


0.603 


0.7728 


0.7841 


0.4843 


0.0987 


0.611 


0.617 


0.7852 


0.7936 


0.4417 


0.1122 


0.631 


0.631 


0.7917 


0.8030 


0.4494 


0. 1267 


0.639 


a 645 


6.8054 


0.8120 


0.4578 


0.1427 


0.647 


0.659 


0. 8165 


0. 8210 


0.4666 


0.1595 


0.666 


0.672 


0. 8-'74 


0.((294 


0.4762 


0. 1777 


0.674 


0.685 


0.8308 


0.8877 


0.4861 


0.1962 


0.689 


0.697 


0.8878 


0.6454 


0. 4974 


0.2144 


0.702 


0.708 


0.8469 


0.8523 


0.6094 


0.2352 


0.710 


0.720 


0.8591 


0.8596 


0.5226 


0.2576 


0.717 


0.732 


0.8645 


0.8668 


0.6370 


0.2818 


0.725 


0.743 


0.8683 


0.8740 


0.6525 


0.3073 


0.740 


0.755 


0. 8751 


0.8810 


0.5697 


0.3346 


0.745 


0.766 


0.8742 


0.8879 


0.5889 


0.3641 


0.761 


0.778 


0.8785 


0.8948 


0.6098 


0.3943 


0.768 


0.789 


0.8890 


0.9015 


0.6;)33 


0.4280 


0.791 


0.800 


0.9068 


0.9082 


0.6610 


0.4636 


0.815 


0.812 


0.9235 


0. 9149 


0.6925 


0.5013 


0.835 


0.823 


0.9340 


0.9216 


0.7280 


0.5408 


0.850 


0.834 


0.9149 


0.9280 


0.7600 


0.5819 


0.860 


0.845 


0.9522 


0.9343 


0.818 


0.6250 


0,871 


0.856 


0.9588 


0.9404 


0.877 


0.6707 


0.883 


0.867 


0. 9631 


0.9466 


0.946 


0.7148 


0.892 


0.876 


0.9675 


0.9521 


1.034 


0. 7610 


0.906 


0.886 


0.9687 


0.9576 


1.127 


0.8010 


0.912 


0.894 


0.9706 


0.9621 


1.239 


0.8407 


0.915 


0.902 


0.9711 


0.9664 


1.867 


0. 876? 


0.917 


0.909 


0. 9746 


0.9702 


1.608 


0.9082 


0.923 


0.914 


0. 9775 


0.9733 


1.648 


0.9337 


0.933 


0.919 


0.9756 


0.9758 


1.786 


0.9545 


0.926 


0.922 


0.9724 


0.9778 


1.924 


0.9709 


0.916 


0.925 


0.9800 


0.9793 


2.060 


0.9817 


0.904 


0.927 


0.9600 


0.9803 


2.196 


0.9880 


0.909 


0.928 


0.9740 


0.9809 


2.316 


0.9919 


0.894 


0.929 


0.9649 


0. 9812 


2.428 


0.9945 


0.875 


0.929 


0.9251 


0. 9815 



Equation (3) may now be ezprest in the form — 



JftL 
[f (x)] d X 



(4) 



and equation (1 ) may be written 

yx^9{!^) (5) 

Assuming that ^ (a?) has the exponential form, we may express (5) by 

y,=pj?» (6) 

Substituting for y^ the mean atmospheric transmission factors for 
Washington, given in column 3 of Table 3, and solving equation (6) by 
the least-squares method, we obtain 

t/^=0.93a;0J« (7) 
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Similarly, substituting the mean atmospheric transmission above 
Mount Wilson given in column 5 of Table 3, we obtain 

y^^O.dSaP-^ (8) 

The difference in the constants of these two equations is without 
doubt due to the difference in the general atmospheric absorption, viz, 
the scattering by the gas molecules and dust particles, above the two 
observing points. The transmission is the complement of the absorp- 
tion, and Angstrom suggests that we consider the general transmission 
as depending on the density of the atmospheric diffusing layer. Rep- 
resenting this density by d, we may introduce this term in equation 

(6) as follows: 

y^=p«x»W) (9) 

Assuming that for the mean conditions at Washington ^ » 1, from 
equations (7^ and (8), we find that for the mean conditions at Mount 
Wilson ^=0.25, and 9> {d)^d^ . 

Equations (7) and (8) may therefore be ezprest by the general 
equation 

y, = 0.93«a?oiM* (10) 

In columns 4 and 6 of Table 8 are given the computed transmission 
coefficients when ^ = 1 and 0.25, respectively. These values have been 
plotted on fig. 1 as the ordinates of the curves c\ c' and d\ d\ 
respectively. 

It therefore appears that this equation enables us to compute the 
general atmospheric transmission corresponding to any wave length 
and to densities of the diffusing atmospheric layer representing the 
mean conditions at Washington and at Mount Wilson. The equation 
is now to be tested to see if it is applicable to other values of ^. 

For observations thru any air mass m, equation ( 10 ) takes the form 

3^=0.93'"^ a?o-i8^ (11) 

Integrating this equation between the limits x^s^(S and a?»l, and at 
the same time multiplying by the solar constant, since we have assumed 
the ordinate of our spectrum of constant intensity to be 1, we obtain 

*i 

0.93-* (^. W) d^ = Q^ iq^;i8^ , (12) 

where Qf^»the total radiation that would be received at the surface 
of the earth after it had been depleted by passing thru a diffusing 
atmospheric layer of thickness m and density ^, disregarding the losses 
due to such absorption by gases as is represented by the bands of the 
solar spectrum. 
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Abbot* Btaies that the percentage of depletion of solar radiation due 

to absorption by water vapor above Mount Wilson may be exprest by 

the equation 

-F«,«6.7+0.12 J&^m (13) 

and above Washington by 

-P,«6.2+0.12 E^m (14) 

He also states that the difference between the .first terms of the 

second members of these two equations is probably due to the fact that 

" Owing to the general absorption being greater above Washington than 

above Mount Wilson there is less radiation available to be absorbed 

by water vapor above Washington." 

In other words, 

^o=K^)+012 Ejn (15) 

where i^^ss2.d«^ represents the depth in millimeters to which the 
earth's surface would be covered by water if all the aqueous vapor were 
precipitated, e^ representing the vapor pressure at sea level in milli- 
meters. 
Equation (15) takes the form 

i?;=(5.9-0.8^)+0.12 Ejm (16) 

Equation (16) does not allow for the slight band absorption by 
atmospheric gases other than water vapor. From an examination of 
holograms made at the Astrophysical Observatory, Washington, this 
apparently amounts to only about 0.2 per cent of the solar radiation. 

The total band absorption may, therefore, be exprest by 

/;'=:Q,[(.061-.008 ^)+.0012 Ejni] (17) 

Subtracting equation (17) from equation (12) we obtain 

/ 0.93"»« r 1\ 

^«* ^« ( l + 0.18m^ - [(.061-.008^)+.0012J&.m.J j . . . (18) 

Equation (18) represents the total radiation received at the surface 
of the earth after the rays have been depleted both by general atmos- 
pheric absorption or scattering and also by selective gas absorption. 
From observations thru two air masses, as thru m and m-|-l, we obtain 

0.93«(n^+») r ,J 

(.061— .00aJ)4-.0012 EAm-^-l) 

^ J. (19) 

(.061 -.008^) 4- .0012 Ejm 



0m+i_l+0.18(m-|.l)(J« 



Qm 0.93*- 



H-0.18m^ 

from which d may be computed. Having determined ^, the solar con- 
stant is found at once from equation (18) in the form 

•Ibid., p. 130. 
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C?.= 



Q 



m 



0.93«~ 



l+0.18m^« 



— [(.oei-. 



008<J)+.0012 E. 



>] 



Table 4.— i2a«o, Q, / Q,. 



TabijE 5. — Evaluation of 



1+0.86 6^ 



F'« 



a 


eo (mm). 


1.0 


2.0 


8.0 


4.0 


6.0 


6.0 


0.26 


.900 


.895 


.891 


.887 


.882 


.877 


0.80 


.890 


.885 


.881 


.876 


.871 


.865 


0.85 


.888 


.878 


.878 


.868 


.868 


.857 


0.40 


.876 


.870 


.865 


.860 


.866 


.849 


0.46 


.868 


.862 


.867 


.862 


.847 


.841 


0.60 


.861 


.865 


.850 


.844 


.889 


.838 


0.66 


.854 


.o%o 


.842 


.886 


.881 


.825 


0.60 


.847 


.841 


.885 


.830 


.824 


.817 


0.65 


.841 


.835 


.829 


.1'24 


.817 


.810 


a 70 


.836 


.829 


.828 


.817 


.811 


.804 


0.75 


.829 


.822 


.816 


.810 


.804 


.796 


0.80 


.828 


.815 


.809 


.808 


.797 


.789 


a85 


.817 


.809 


.803 


.796 


.790 


.782 


0.90 


.811 


.803 


.797 


.790 


.788 


.775 


0.95 


.806 


.797 


.791 


.784 


.777 


.769 


1.00 


.800 


.792 


.785 


.778 


.771 


.763 


1.05 


.796 


.788 


.780 


.778 


.766 


.768 


1.10 


.791 


.783 


.775 


.768 


.761 


.753 


1.16 


.786 


.778 


.771 


.768 


.756 


.748 


1.20 


.781 


.773 


.766 


.768 


.750 


.742 


1.26 


.776 


.768 


.760 


.752 


.744 


.786 



8 


eg (mm). 


1.0 


2.0 


8.0 


4.0 


6.0 


6.0 


0.26 


.749 


.744 


.788 


.733 


.727 


.722 


0.80 


.788 


.728 


.722 


.717 


.711 


.706 


0.85 


.718 


.718 


.707 


.702 


.696 


.691 


0.40 


.703 


.698 


.692 


.687 


.681 


.676 


a46 


.690 


.685 


.679 


.674 


.668 


.663 


0.50 


.678 


.678 


.667 


.662 


.666 


.661 


a56 


. 666 


.661 


.666 


.600 


.644 


.689 


0.60 


.655 


.660 


.644 


.639 


.633 


.628 


0.66 


.644 


.689 


.638 


.628 


.622 


.617 


0.70 


.634 


.629 


.623 


.618 


.612 


.607 


a 75 


.624 


.619 


.618 


.606 


.602 


.697 


0.80 


.614 


.609 


.603 


.698 


.602 


.587 


0.85 


.606 


.601 


.5a; 


.590 


.684 


.679 


0.90 


.697 


.592 


.586 


.581 


.675 


.670 


0.96 


.589 


.684 


.678 


.573 


.567 


.662 


1.00 


.680 


.675 


.669 


.564 


.658 


.668 


1.06 


.572 


.567 


.661 


.556 


.550 


.646 


1.10 


.664 


.559 


.553 


.548 


.642 


.687 


1.15 


.656 


.551 


.645 


.640 


.534 


.629 


1.20 


.549 


.644 


.538 


.683 


.627 


.522 


1.26 


.642 


.687 


.581 


.626 


.620 


.515 



(20) 
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Table 4 is a section of a more extensive table that has been com- 
puted, giving the values of -^^^ where m » 2, for values of d ranging 

from 0.20 to 2.20, and for values of e^ ranging from 0.25 to 20.0 milli- 
meters. Table 5 is a section of a similar table giving the values of the 
denominator of the second member of equation (20) corresponding to 
the range of values for d and e^ indicated above. As an illustration of 
the use of these tables, from Table 2 it is seen that on December 22^ 

1905, the ratio ^3 = ^'^^^ = 0.841. From observation, e^ = 4.17, and 

from Table 4, the value of d corresponding to these values of V* and e^ 

93^' 
is found to be 0.514 From Table 5 the value of = — ' ,^ ,, — F' cor- 

1-1-0.36^* • 

responding to ^ » 0.514 and e^ s 4.17, is 0.658, and consequently, 

« <?. « 1.302 _ ^ -g 
^' 67658 "" 0658 "" ^•^^^• 

By similar computations the value of the solar constant has been 
determined from observations made with the Angstrom pyrheliometer 
at the Central Office in Washington on sixty-nine different occasions 
between December 22, 1905, and June 30, 1908, generally on different 
days but occasionally in the morning and again in the afternoon of the 
same day. These values are given in column 5 of Table 6. The mean 
value is 2.015, or within 0.3 per cent of the mean value computed by 
Abbot from bolometric observations made on Mount Wilson.* The 
highest value obtained was 2.335 on April 21, 1908, and the lowest 
value was 1.812 on April 17, 1908. On neither of these days were the 
meteorological conditions considered good. On the afternoon of April 
21, while the observations plotted very nearly in a straight line, there 
was a tendency to convexity rather than to concavity, indicating that 
the atmospheric transmission became less as the day advanced. There 
was also a steady falling off in the percentage of polarization of blue 
sky light,^* while usually it increases as the sun approaches the horizon. 
On the morning of April 17 observations were discontinued at 9 a. m. 
on account of the approach of cirrus clouds. It is therefore probable 
that on this day also, altho the pyrheliometric observations plotted in 
a fairly straight line, the atmospheric transmission was steadily de- 

>Ibid., p. 96 and 97. 

'^ For a brief reference to the relation between atmospheric transmission and the 
percentage of polarization of blue sky light, see Proceedings of the Third Conven- 
tion of Weather Bureau Oificlals, held at Peoria, 111., September, 1904, p. 69-73. 
The subject will be more fully considered at another time. 
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creasing. Diminisbiiig atmospheric transmission during the afternoon 
hours will cause the computed value of the solar constant to be too 
high, while diminishing atmospheric transmission during the morning 
hours will cause the computed value of the solar constant to be too 
low. Correct values can be obtained only when the atmospheric con- 
ditions are constant during the period of observation, which is usually 
about two hours. 

On only five occasions did the computed value of the solar constant 
exceed 2.15 and on only six occasions was it less than 1.90. In most 
cases the departure from the mean value does not exceed 3 per cent. 

Table 6. — Solar constant computoHona from Waakinffton ohaervationa. 



Date. 



1905. 
December 22, p. m . 
December 26, p. m. 

1906. 
Januiry 9, p. m. . 
Janaary 10, p.m. 
January 29, p. m. 
January 80, p. m., 
February 13, p. m 
Februar? 15, p. m 
March 22, p. m. 
April 2, p.m. . 
April 17, a. m.. 
April 17, p. m . . 
April 18, a. m . . 

Bfay 18, p.m 

May 29, a.m... 
May 29, p.m... 
October 15, p. m 
NoTembi'r 1, p.m 
Norember 2, a. m 
Kovember 2, p.m 
Novembers, a.m 
MoTember 3, p. m 
November 6, a. ro 
November 6, p. m 
November 7, a. m 
November 7, p. m. . . 
November 22, p. m . 
November 27, p. m. . 

1907. 
January 21, p. m — 

January 23, p. m 

January 28, a. m — 
February 12, a. m. . . 
February 15, p. m. . . 
February 18, a. m . . . 
February 25^ p.m.. . 

March 2, p.m 

March 15, p. m 

March 20, p. m...... 

March 2^ p.m 

March 25, p. m 

March 29, p.m 

April 2, a.m 

April 2, p.m 

April 3, p.m 

April 24, p. m 

April 25, a. m 

April 25, p. m 



Qa/Qi- 



0.841 
0.845 

0.817 
0.872 
0.816 
0.773 
0.859 
0.858 
0.829 
0.829 
0.766 
0.760 
0.789 
0.696 
0.794 
0.821 
0.819 
0.841 
0.870 
0.858 
0.876 
0.857 
0.822 
0.839 
0.886 
0.842 
0.879 
0.807 

0.868 
0.857 
0.786 
0.845 
0.873 
0.868 
0.694 
0.883 
0.820 
0.854 



0.852 



a 867 
0.840 



0.789 



«o 



4.17 
2.87 




1.96 
1.32 
8.80 
5.86 
4.17 
2.16 
1.78 
2.62 
4.57 
4.44 
4.80 
8.50 
6.60 
9.90 
7.06 
3.20 
8.45 
3.68 
4.57 
8.38 
4.95 
3.68 
8.15 
8.02 
4.95 
4.57 

1.75 
0.99 
1.45 
0.91 
1.45 
1.32 
2.79 
4.44 
8.88 
3.62 
7.62 
4.60 
9.96 
2.86 
1.80 
8.83 
8.66 
6.76 
6.27 



0.514 
0.540 

0.785 
0.415 
0.785 
0.960 
0.400 
0.510 
0.710 
0.660 
1.080 
1.150 
1.315 
1.395 
0.750 
0.440 
0.555 
0.530 
0.356 
0.420 
0.290 
0.440 
0.620 
0.545 
0.270 
0.550 
0.265 
0.750 

0.455 
0.580 
1.105 
0.620 
0.400 
0.480 
1.960 
0.255 
0.710 
0.450 



1.979 
1.960 

2.249 
1.940 
2.153 
1J)58 
1.953 
2.075 
1.947 
2.071 
1.989 
1.994 
2.100 
1.838 
2.104 
2.000 
2.006 
2. 131 
1. 966 
1.991 
1.966 
2.076 
2.129 
2.113 
1.942 
2.075 
1.942 
2.145 

2.004 
2.101 
1.902 
2.024 
2.006 
2.129 
2.076 
1.920 
2.006 
1.958 



0.440 


1.970 


a 410 

a620 


2.089 
2.088 






1.176 


1.881 



2.068 
2.039 

2.818 
1.996 
2.176 
2.060 
2.016 
2.128 
1.999 
2.136 
2.081 
2.081 
2. 211 
2.000 
2.229 
2.146 
2.012 
2.166 
2.054 
2.078 
2.062 
2.081 
2.201 
2.201 
2.030 
2.155 
2.014 
2.232 

2.068 
2.061 
1.948 
2.067 
2.070 
2.241 
2.122 
1.925 
2.074 
2.088 
2.288 
2.055 
2.118 
2.121 
2.121 
2.196 
2.192 
2.014 
1.898 



Rela- 
tive 
weight. 



Quadrant. 



4 
5 

8 

4 
8 
2 
6 
6 
6 
6 
9 
9 
5 
8 
9 
7 
4 
5 
4 
8 
4 
8 
6 
8 
1 
6 
6 
2 

6 
4 
1 
1 
6 
1 
1 
2 
2 
8 
1 
2 
1 
8 
4 
1 
2 
2 
1 



High 


Low 


area. 


area. 


9 




3 




16 




3 




5 






13 


2 


4 


16 


12 


15 




7 




2 




2 




2 




8 




14 


20 


6 




11 




14 




2 




2 




14 




14 




14 




14 




2 




2 




16 






12 


7 




14 




7 




7 




16 




5 




14 




16 




7 




14 




17 




12 




16 




2 




2 




2 




7 




S 




8 





Wind. 



Dir. Vel. 



sw. 

B. 

nw. 

8. 

nw. 

8. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

ne. 

nw. 

nw. 

nw. 

nw. 

nw. 

n. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

8. 

Be. 

n. 
n. 
nw. 
nw. 

8. 
8. 



12 

8 

18 

9 

5 

12 

9 

16 

18 

13 

12 

12 

7 

6 

17 

12 

10 

11 

9 

9 

7 

6 

10 

10 

10 

9 

14 

18 

12 
7 

7 
9 

7 
7 

10 

9 

6 

9 

4 

4 

4 

10 

5 

4 

18 

10 

18 
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Table 6.— Solar eonMant eompuUUions firam Washington obeervations^Oontinued, 



Date. 



Qi/Qi- 



1907. 

Ma7 13, a. m.. 

Maj 18, p. m 

May 14, p. Di 

Jane 17, p. m 

July 27, a. m 

July 81, a. m 

October 8, p. m. 

October 9, a. m. 

October 9, p. m 

October 10, p. m . . . 
October 16, p. m. . . . 
November 1ft, p. m. 
December 81, p. m. 

1908. 

January 9, p. m 

January 14, p. m. . . 
January 30, a. in . . . 
January 80, p.m... 

February 6, p. m 

February 8, p. m. . . 

April 4 p.m 

April 11, p.m 

April 16, p.m 

April 17, a. m 

April 21, p.m 

April 29, p. m 

May 1 . a. m 

June 2, a. m 

June 8, p.m 

June 16, p.m 

June 27, a. m 



\ 



(W. B.) 



(Fowle.: 



0.757 
0.758 



0.787 



Means. 



0. 

0.841 

0.789 

0.756 

0.767 

0.7T9 

0.859 

0.868 
0.889 
0.866 
0.867 
0.787 
0.836 
0.748 
0.816 
0.814 
0.787 
0.755 
0.746 
0.766 
0.798 
0.745 
0.832 
0.710 



7.57 

6.76 

12.21 

11.86 

9.47 

12.68 

6.27 

5.16 

8.00 

8.18 

6.36 

8.45 

1.09 

1.45 
2.49 
1.02 
1.07 
3.30 
1.62 
1.96 
3.16 
2.74 
8.81 
1.96 
4.76 
3.63 
8.18 

12.68 
7.87 

18.61 



0.966 
1.000 



0.600 



I 



0.460 
a480 
0.965 
0.945 
1.110 
1.020 
0.485 

0.535 
0.690 
0.686 
0.400 
0.965 
0.670 
1.440 
0.740 
0. 775 
0.930 
1.870 
1.250 
1.160 
0.650 
0.783 
0.460 
0.955 



1.991 I 
2.035 ; 



.1 



1.987 



1.997 
1.945 
2.043 
1.900 
1.922 
1.887 
2.000 

1.843 

2.018 

1.9M 

1.988 

1.970 

2.102 

2.127 

2.179 

2.081 

1.812 

2.836 

2.115 

2.170 

2,028. 

1.933 

] ■ 94v 

1.992 
2.015 



2.174 
2.174 
2.131 
2.063 
2.146 
2.068 
2.097 
2.032 
2.082 
2.051 
2.082 
1.916 
2.064 

1.899 

2.091 

2.046 

2.046 

2.041 

2.149 

2.185 

2.254 

2.203 

1.898. 

2.878 

2.224 

2.246 

2.166 

2.164 

2.070 

2.192 

2.099 



Bela- 

iive 

weight 



Quadrant 



Wind. 



10 
10 
1 
1 
3 
1 
8 
2 
1 
8 
4 
2 
4 

2 
8 
8 
7 
8 
4 
1 
1 
4 
2 
6 
8 
1 
8 
1 
2 
2 



High 
area. 



4 
4 
3 
2 
7 



Low 



DIr. 



15 
1 
1 



3 

12 
20 



18 



2 
12 , 

7 

16 
16 

5 

6 



5 
8 
15 
14 
4 
6 



16 
6 
8 
6 
2 



20 



20 



20 
6 



■. 

8. 

8W. 

nw. 
nw. 
nw. 
ne. 

8. 

ae. 
nw. 

8. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

ne. 

ae. 

nw. 

8. 

nw. 
nw. 

86. 

I nw. 

8W. 



VeL 



8 

12 
9 
6 

12 
7 

22 
7 
6 
7 
8 
8 

12 

27 

20 

14 

10 

9 

14 

16 

26 

11 

6 

17 

8 

17 

7 

8 

9 

8 



In column 6 of Table 6 are given the yalues of the solar constant, 
computed from Fowle's formula." The pyrheliometric observations 
were extrapolated to zero atmosphere by means of the straght line 
that appeared to best fit them, as shown in figs. 2 and 3, the results 
thus obtained being multiplied by 1.124. Thus, from fig. 2 it is seen 
that on November 6, 1906, the logarithm of the pyrheliometer readings 
for both a. m. and p. m. observations, extrapolated to zero atmosphere, 
equals 0.2640. To this is to be added 0.0457 to reduce the readings 
to the Smithsonian actinometric scale, and 0.0079 is to be subtracted 
to reduce the readings to mean solar distance. Finally adding 0.0508, 
the logarithm of the factor 1.124, we obtain for the value of the solar 
constant the number whose logarithm is 0.3426, or 2.201. The values 
of the solar constant computed by Fowle's formula are generally 
higher than the values computed by means of equation (20). 



"Ibid., p., 114. 




Fia. 2. — Pyrheliometer observations, Washington, D. C. 
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TABLB 7.— CbmpoHMm qf computed values of the solar eon8ta$U. 




Date. 


Bolometric determinations. 


Fyrhelfometrlc 
determinations. 




• 

Mount Wilion. 


Astrophyslcal 
Obserratory. 


Weather Bureau. 


January 9. . . . 


1906. 


Solar constant. 


Solar constant. 
2.252 
2.216 
2.154 

I 


Solar conttant. 
2.249 


Februarr 16 




2.075 


May 29 


2.006 
1.984 


2.000 


October 18 




October 16 


2.006 


October 16 


2.048 


2.093 
2.046 

1.972 
2.119 

2.122 




NoYember 6. , 




2.118 


NoTember 22 






1.942 


February 15. 


1907. 




2.006 


May 18 




2.085 


Means 




2.068 









Table 7 gives oomparisons between computaidons made by equation 
(20) from pjrheliometrio observations obtained at the Weather Bu- 
reau in Washington, and bolometric determinations made by the 
Smithsonian Institution at the Astrophysical Observatory in Wash- 
ington, and on Mount Wilson." These ten days are the only ones on 
which simultaneous observations were obtained, due to the fact that 
atmospheric conditions at Washington are unfavorable for pyrhelio- 
metric measurements during the summer months. 

It will be noted that on May 29, and again in October, 1906, the 
agreement between the Weather Bureau pyrheliometric and the 
Mount Wilson bolometric determinations is very close. The agree- 
ment with the Washington bolometric determinations is not so good, 
but in most cases the cause is apparent. 

Thus, on February 15, 1906, the pyrheliometric observations at the 
Astrophysical Observatory" extended from air mass 1.678 to 2.836 
only, while my own observations, as shown in fig. 2, extended to air 
mass 4.0. Evidently quite a different result is obtained from the ob- 
servations as plotted from what would have been obtained if the obser- 
vations had ceased at air mass 2.8 or 2.9. The ratio ^ is larger, and 

in consequence d and Q^ are smaller. Similarly, on May 29, 1906, at 
the Astrophysical Observatory observations ceased with air mass 2.197, 
while at the Weather Bureau observations were extended to air mass 
2.480. Figure 2 shows relatively higher readings between air masses 
2.20 and 2.48 than were obtained with smaller air masses, and 
the consideration of these also gave a lower value of the solar con- 
stant than would have been obtained if observations had ceased with 
air mass 2.2. On May 13, 1907, the consideration of both a. m. and 



»Ibld., p., 97 and 98. 



"Ibid., p. 93, 94. 
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p. m. observations gave a lower value of the solar constant than would 
have been obtained from consideration of the p. m. observations alone. 
The only discrepancy of any considerable amount left unaccounted 
for is one of 5 per cent on November 22, 1906. 

Equation (10) enables us to compute the atmospheric transmission 
for different wave lengths, provided d is known. In Table 8 are given 
the results of such computations, and also comparisons with the trans- 
mission coefficients obtained at the Astrophysical Observatory of the 
Smithsonian Institution'^ by means of bolometric measurements. 

Table 8. — dympuled atmospheric tranamisaUm, and departure from Smithsonian bolo- 
metric determinations. 



.887 
0.390 
a3942 
0.8M7 
0.4087 
0.4091 
0.4147 
0.4210 
0.4275 
0.4843 
0.4417 
0.4494 
0.4878 
0.4666 
0.4762 
0.4861 
0. 4974 
0.5094 
0.5226 
0.5870 
0.6525 
0.5697 
0.6889 
0.6098 
0.6383 
0.6610 
0.6925 
0.7280 
7690 
0.818 
0.877 
0.946 
1.034 
1.127 
1.289 
1.867 
1.508 
1.648 
1.786 
1.924 
S.060 
2.196 
2.316 
2.428 



Feb. 16. 1906. 



'^^"■" Depart- 
sion. 



0.552 
0.570 
0.597 
0.622 
a 643 
0.661 
0.676 
0.690 
0.703 
0. 715 
0.727 
0.788 
0.760 
0.760 
0.771 
0.781 
0.790 
0.799 
0.809 
0.818 
0.828 
0.887 
0.846 
0.855 
0.864 
0.873 
0.881 
0.890 
0.899 
0.907 
0.915 
0.928 
0.980 
0.986 
0.942 
0.947 
0.952 
0.965 
0.958 
0.9G0 
0.961 
0.962 
0.962 
0.968 



+.074 
4-. 128 
+.089 
+.180 
+.180 
+.119 
+.111 
+ .087 
+.086 
+ .100 
+.087 
+.110 
+.110 
+.070 
+.053 
+.070 
+.076 
+.088 
+.078 
+.072 
+.064 
+.075 
+.064 
+.050 
+.058 
+.062 
+.036 
+.029 
+.014 
+.010 
+.009 
+.005 
+.007 
+.020 
+.032 
+.031 
+.010 
+.026 
+.046 
+.048 
+.090 
+.095 
+.099 
+.133 



May 29. 1906. 



Not. 6, 1906. 



"'mil- ^^^ 
sion. 



ure. 



0.577 
0.594 
0.621 
0.644 
0.665 
a682 
0.696 
0.710 
0.722 
a 784 
0.745 
0.756 
0.767 
0.777 
0.787 
0.796 
0.806 
0.814 
0.823 
0.832 
0.841 
0.849 
0.868 
0.866 
0.876 
0.883 
0.891 
0.900 
0.908 
0.916 
0.923 
0.930 
0.937 
0.943 
0.948 
0.908 
0.957 
0.960 
0.968 
0.965 
0.966 
0.967 
0.968 
0.968 



+.310 
-»-.274 
+.284 
+.182 
+.214 
+.186 
+.129 
+.189 
+.130 
+.128 
+.144 
+.165 
+ .148 
+.092 
+.060 
+ .064 
+.045 
+.078 
+.098 
+ .075 
+.078 
+.069 
+.048 
+.014 
±.000 
—.004 
+.008 
4-. 019 
+.024 
+.019 
+.080 
+.017 
+.001 
±.000 
±.000 
+.017 
+.083 
+.076 
+.051 
+.028 
+.082 
+.089 
+.033 



tiOD. 



are. 



Nov. 22, 1906. 



Feb. 15, 1907. 



"isir D^p?'^ ■'.sjr d;?!''- 



slon. 



I ure. 



0.514 
0.660 
0.687 
0.612 
0.683 
0.652 
0.667 
0.681 
0.694 
0.706 
0.718 
0.730 
0.742 
0.753 
0.764 
: 0.774 
. 0.783 
0.798 
^.803 
0.812 
0.821 
0.881 
0.840 
0.849 
0.858 
0.868 
0.877 
0.886 
0.894 
0.908 
0.911 
0.919 
0.927 
0.933 
0.939 
0.944 
0.949 
0.952 
0.965 
0.967 
0.969 
0.960 
0.960 
0.960 





0.657 




0.678 




0.696 


+.030 


0.716 


—.013 


0.734 


+.006 


0.749 


+.078 


0.760 


+.064 


0. 772 


+.001 


0.782 


+.117 


0.791 


+.026 


0.801 


-.003 


0.810 


+.044 


a 819 


+.045 


0.827 


+.080 


0.835 


+.081 


0.84S 


+.099 


0.850 


+.075 


0.858 


+.101 


0.865 


+.126 


0.872 


+.062 


0.879 


+.058 


0.886 


+.025 


0.893 


+.028 


0.900 


+.016 


0.907 


-.011 


0.913 


—.020 


0.920 


—.014 


0.927 


—.083 


0.983 


—.030 


0.939 


-.031 


0.946 


-.016 


0.951 


—.006 


0.956 


+.008 


0.961 


+.023 


0.965 


+.019 


0.969 


+.026 


0.972 


+.004 


0.975 


—.004 


0.977 


+.004 


0.978 


—.003 


0.979 


+.022 


0.960 


+.022 


0.980 


+.012 


0.980 



+.094 
+.147 
+.149 
+.119 
+.076 
+.092 
+.096 
+ .068 
+.058 
+.042 
+.065 
+.037 
+.045 
+.031 
+.050 
+.026 
+.036 
+.029 
+.029 
+.018 
+.025 
+.082 
+.029 
+.016 
+.020 
-.018 
—.006 
—.022 
—.008 
-.006 
—.006 
-.012 
—.007 
—.012 
+.003 
+.080 
+.020 
+.018 
—.006 
+.067 
+.062 
+.097 
+.062 



slon. 



0.594 
0.611 
0.636 
0.660 
0.679 
0.697 
0.710 
0.723 
0.785 
0.746 
0.757 
0.768 
0.778 
0.788 
0.798 
0.807 
0.815 
0.824 
0.832 
0.840 
0.849 
0.867 
0.866 
0.874 
0.882 
0.890 
0.898 
0.906 
0.913 
0.921 
0.928 
0.985 
0.942 
0.947 
0.952 
0.967 
0.961 
0.964 
0.966 
0.968 
0.960 
0.970 
0.970 
0.971 



are. 



—.072 
—.113 
—.039 
—.031 
—.081 
—.062 
-.001 
+.012 
+.011 
+.002 
-.004 
-.030 
—.088 
—.019 
—.022 
—.018 
—.013 
+.008 
+.006 
+.012 
+.008 
—.001 
+.007 
—.026 
—.001 
—.004 
—.012 
—.014 
-.010 
—.007 
—.026 
-.010 
-.008 
+ .006 
+.006 
+.007 
+.018 
+.066 
+.040 
+.037 
+.045 
+.068 



May 13, 1907. 



sion- "'«• 



0.433 
0.464 
0.482 
a 510 
0.588 
0.555 
0.572 
0.588 
0.008 
0.617 
0.681 
0.645 
0.659 
0.672 
0.685 
0.697 
0.708 
0.720 
0.782 
0.743 
0.765 
0.766 
0.778 
0.789 
0.800 
0.812 
0.828 
0.884 
0.846 
0.866 
0.867 
0.876 
0.886 
0.894 
0.902 
0.909 
0.914 
0.919 
0.922 
0.925 
0.927 
0.928 
0.929 
0.929 



+.066 
—.081 
— w084 
—.028 
+ .080 
+.060 
+.060 
+.081 
+.106 
+.061 
+.060 
+.062 
+ .046 
+.018 
+.024 
+.021 
+.044 
+.061 
+.079 
+.078 
+.076 
-4-.117 
+.078 
+.048 
+.006 
+.008 
—.004 
—.002 
+.007 
—.014 
-.082 
—.049 



—.086 
-.018 
±.000 
+.080 
+.06S 
+.028 
+.082 
+.018 
+.148 
+.488 



On November 6, 1906, and February 16, 1907, the agreement is very 
good in all parts of the spectrum. On February 15, May 29, and No- 



"Ibld., p. 113. 
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yember 22, 1906, and May 13, 1907, the computed ooeffioients are 
generally higher than the ooeffioiente determined from bolometrio 
measurements. This is particularly the case on February 15 and May 
29, 1906, as we would expect from the comparisons in Table 7. 

Table 9 shows the relative excess of atmospheric absorption deter- 
mined by bolometric measurements as compared with the absorption 
computed by equation (10), after applying a correction for the differ- 
ences between the curves c, c and c', c', fig. 1. As already stated, the 
absorption is the complement of the transndssion. The determinations 
by bolometric observations do not show marked abnormal absorption 
on any date, altho on November 22, 1906, it was relatively greater for 
wave lengths less than 0.66 fi than it was for longer wave lengths, 
while the reverse was true on February 15, 1907. 

TabIiX 9. —Departiure of (Uwi09pheric aiMorpHon eompuUdfr{nn pyrheUometrie observa- 
tkma at the Weather Bureau as compared with thai determined by bolometric obeerva- 
Hone at the Smitheonian InaHtution. 



\ 


Per cent. 


A 


Februarr 


May 29. 


NoTember 


NoTember 


Februarr 


^U^ 




16, 1906. 


1906. 


6,1906. 


22,1906. 


15,1907. 


1907. 


0.887 


—14 
—25 
—22 
—81 












0.890 


^" 

—46 
—48 




-20* 

-40 




— 'i" 


0.8M2 


+i»" 

- 6 


+ 8 


0.8987 




—18 


+ 2 


0.4037 


—81 


—68 


— 2 


—86 


+ 7 


+ 1 


0.4091 


-28 


—42 


— 4 


—26 


+ 8 


— 8 


0. 4147 


—26 


-89 


—20 


—29 


+11 


-11 


0.4210 


—22 


—81 


—16 


—29 


+29 


—12 


0.4276 


-20 


—81 


—21 


—20 


+ 4 


—15 


0.4348 


—24 


-81 


-27 


—18 


— 2 


—20 


0.4417 


-24 


-88 


— 8 


r-17 


— 4 


—14 


0.4494 


—81 


-86 


+ « 


—20 


+ 2 


—18 


0.4578 


—27 


-87 


—11 


—11 


+ 10 


—10 


0.4666 


—21 


—37 


-18 


-18 


+20 


-10 


0.4762 


-15 


—27 


—22 


-10 


+80 


— 2 


0.4861 


—21 


-20 


-24 . 


-20 


+16 


— 6 


0.4874 


—24 


-22 


—29 


—11 


+17 


— 5 


0.0094 


-27 


—15 


—28 


— 8 


+ 14 


—10 


0.5226 


—22 


—25 


—29 


- 9 


+18 


—14 


0.6870 


—21 


—80 


-84 


— 7 


+ 6 


—18 


0.5526 


—21 


—26 


—20 


— 2 


+ 6 


—18 


a6e97 


—28 


—25 


—16 


— 8 


+ 6 


—18 


a5889 


—17 


-20 


+ 1 


— 4 


+18 


—27 


0.6008 


-15 


-15 


— 1 


— 6 


+18 


—20 


0.6888 


—28 


— 4 


— 4 


— 6 


+ 2 


—14 


0.6610 


—84 


— 8 


+ 7 


—21 


+27 


— 4 


0.0926 


—81 


— 8 


+ 8 


+10 


—11 


— 8 


0.7280 


-82 


—18 


— 2 


-15 


—18 


— 7 


0.7690 


—25 


—81 


+28 


+16 


— 4 


— 8 


0.818 


-24 


-86 


+22 


—21 


— 2 


—16 


0.877 


-27 


—86 


+26 


—20 


—10 


— 2 


0.946 


—28 


—46 


±0 


-28 


-16 


+17 


1.084 


-86 


-46 


—21 


—25 


+19 


+46 


1.127 


—45 


-^ 


—86 


-84 


—19 


+288 


1.289 


—48 


—26 


—48 


— 4 


—22 


+87 


1.867 


-46 


—17 


—36 


—82 


—29 


+14 


1.608 


■ 88 


—48 


—45 


—78 


-88 


—10 


1.648 


—56 


54 


-86 


-75 


—49 


—40 


1.786 


-^7 


—71 


±0 


-54 


-42 




1.924 


44 


—49 


+11 


+90 


—92 


—18 


2.060 


—52 


- 8 


+68 


-60 


—24 


— 9 


2.196 


-57 


-20 


— 5 


—52 


—27 


+ 1 


2.816 


—47 


— 6 


+21 


-58 


—18 


—52 


2.428 


—46 


-82 


+81 


—10 


—10 


—78 
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It is not to be supposed that the differences shown in Tables 8 and 
9 are all to be attributed to errors of observation or computation. The 
Weather Bureau pjrheliometer is about 85 feet higher than the Smith- 
sonian bolometer^ and is on the outskirts of the city, where the atmos- 
phere contains relatively little smoke, particularly with a northwest 
wind. On November 6 and 1, 1906, the ratio between Smithsonian and 
Weather Bureau actinometer readings was 1.06, and on November 22^ 
1906, it was 1.10, while comparisons with both instruments at the 
same place shows that the ratio is about 1.11. 

Tablb 10.— IfoufU Weaiher pyrheUometer readmga reduced io the scale of Angatrf^ 

No. 104, 



Date. 


Air maaa. 


6.0 


4.6 


4.0 


8.6 


8.0 


2.6 


2.0 


1.6 


1.0 


1907. 
SaDtember 21. a. m 








0.606 
0.799 
0.879 


0.788 
0.892 
0.964 
1.128 

1.117 
1.086 
1.001 
1.088 
0.994 
1.077 
1.090 
1.066 
1.060 
1.062 
1.098 
1.009 
1-188 
0.956 
1.026 
1.008 
0.865 


0.894 
0.997 
1.058 
1.201 

1.218 
1.178 
1.097 
1.177 
1.089 
1.168 
1.178 
1.146 
1.182 
1.188 
1.197 
1.100 
1.195 
1.080 
1.125 
1.107 
a948 


1.014 
1.114 
1.161 
1.284 

1.828 
1.278 
1.188 
1.276 
1.198 
1.267 
1.276 
1.248 
1.280 
1.288 
1.812 
1.199 
1.268 
1.176 
1.282 
1.218 
1.047 
1.090 
1.008 
1.192 


1.161 

M.246 

1.276 

1.874 

f,, ..... 




8m>t6mber 24. a. m 






0.716 
0.801 




80Dtemb6r 26. k, m 








October 9. fL m. 








1908. 
JaoQary 2, a. m 


........ 




0.940 


l.i»4 
1.000 
0.941 
1.001 




JaauaiT 6. a. m 
















0.874 
0.988 


••••*•*• 




Jannary 6, n. m 




0.871 






Jaauarr 9. a, m 










a77« 


0.846 


0.916 


0.998 












January 17. a. m 


0.801 
0.775 


0.869 
0.887 


0.928 
0.908 


0.998 
0.978 






Jaoaarr 17. d. m 












Jaauarr 22.a.iii 






0.911 
0.867 
1.080 


0.997 
0.926 
1.084 
0.866 






January 22. n. m 


0.776 


0.821 






Jannary 80. a. ni 






February 6. d. m ......... . 






"1.804* 
1.860 




February 8. a. m 










February 8,p.ni 


0.787 


0.777 


0.818 


0.888 
0.797 




February 28. n. m 


1.228 
1.220 
1.149 
1.276 
1.076 
1.282 
1.262 
1.288 
1.144 
1.119 
1.128 
1.127 




February 29. a m. 










Miroh 10, p. m 


0.634 
0.798 


a688 
0.848 


0.647 
a 907 


a 712 
0.971 


0.788 
1.088 


0.886 
1.115 




March 11, a. m 




Mareh 12i a. m 




April 12. p. m 








0.726 
0.926 
0.862 


0.828 
0l999 
0.916 
0.800 
0.906 
1.078 
0.888 


a946 
1.C80 
1.012 
0.904 
0.971 
1.002 
0.968 


1.079 
1.168 
1.119 
1.016 
1.048 
1.107 
1.088 


1.404 


April 18. a. m 




a 791 


0.865 
0.808 


1.866 


April 16. p. m 




1.869 


April 29. a. m 






1.288 


May l.a. m 










1.201 


May^a.m...... 








1.068 
0.816 


1.188 


May 26p a. m 






0.762 


1 9M 


May 27| a. m 






1.184 


June ^a.nL 










0.948 


"i.oii 


1.119 


1.280 


1.867 


Jnil« a| M, m. , , T T - . T r . r 










1.161 


June 12, p. m 










0l612 
0.884 
0.976 


8.866 
0l977 
1.068 


0.770 
1.081 
1.168 


1.020 
1.228 
1.262 
1.079 
1.041 


1.181 


June 16) L m 








0.799 
0.897 


1.880 


June 16, pk m 








1.874 


June 24, a. m 








LMl 


June 27, a. m. 








0.746 


0.811 


a881 


0.968 















In Tables 10 and 11 are given the pyrheliometer readings, corre- 
sponding to certain air masses, that have been obtained at Mount 
Weather since the installation of the apparatus in September, 1907. 
Equations (15) to (20) require a slight modification to adapt them to 
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the eleyation of Mount Weather, which is about 1,725 feet. Again 
following Abbot " we obtain, for the quantity of aqueous vapor above 
this level, E^ « 2.18 e«,, where e^ » the vapor tension as observed at 
the mountain station. Tables corresponding to those of which 4 and 
6 are sections have been compiled from equations (19) and (20), sub- 
stituting therein E^ in place of E^, 

Tablb W.—Mowid WeaJther p)prheliomeUr readings reduced to the Smiihaanian ctcUno- 

metric standard and to mean solar distance. 



Date. 


5.0 






8.6 


kir maaa 
8.0 


• 

2.6 


ZO 


1.6 




4.5 


4.0 


1.0 


1907. 
ScDtember 21 . a. m 








0.778 
0.892 
0.981 


0.882 
0.996 
1.076 
1.246 

0.976 
1.198 
1.165 
1.088 
1.068 
1.158 
1.170 
1.144 
1.128 

i.iao 

1.176 
1.084 
1.226 
1.088 
1.110 
1.090 
0.932 


1.000 
1.114 
1.181 
1.831 

1.057 
1.807 
L264 
1.177 
1.170 
1.256 
1.266 
1.229 
1.217 
1.224 
1.286 
1.182 
1.287 
1.146 
1.211 
1.197 
1.036 


1.184 
1.243 
1.296 
1.428 

1.144 
1.426 
1.372 
1.276 
1.281 
1.862 
1.369 
1.835 
1.822 
1.326 
1.411 
1.289 
1.856 
1.270 
1.382 
1.817 
1.142 
1.189 
1.105 
1.307 


1.287 
1.390 
1.423 
L622 




September 24. a. m 






0.798 
0.894 




SeDiember 25. a. m 








October 9. a. tn. 








1908. 
Janaarr 2.a. m... 






0.831 


0.902 
1.099 
1.073 
1.010 




JaouarT 5. a. iil 










January 5. n. m 






a 988 
0.988 






Januarr 6. d. m 




0.871 






January 9. a. m 








January 14. d. m 


0.834 


0.909 


0.985 

• 


1.068 






January 16. a. ifi 






Januajy 17. a. m 


0.860 
0.832 


0.923 
0.899 


0.991 
0.970 


1.066 
1.046 






Jaouary 17, p. m 

January 19. a. m. and d. m . 










January 22. a. m 






0.979 
0.932 
1.110 


1.072 
0.995 
1.167 
0.932 






January 22. p. m 


0.885 


0.882 






January 80. a. m 






February 6. p. m 




. 


1.409 
1.462 




February 8. a. ni 










February 8. d. m 


0.796 


0.840 


a898 


0.960 
0.869 




February 28. p. ni 


1.839 
1.830 
1.268 
1.898 
1.180 
1.876 
1.410 
1.386 
1.290 
1.268 
1.269 
1.286 




February 29. a. m 










March 10. p. m 


0.585 
0.869 


0.644 
0.930 


0.708 
0.995 


0.780 
1.066 


0.868 
1.140 


0.970 
1.222 




March 11. a. m 




March 12. a. m 




April 12. n. m 








0.810 
1.033 
a 965 


0.926 
1.116 
1.026 
0.902 
1.022 
1.218 
1.007 


1.055 
1.206 
1.138 
1.017 
1.006 
1.284 
1.092 


1.206 
1.306 
1.282 
1.146 
1.177 
1.261 
1.184 


1.568 


April 18, a. m 




6.888 


0.955 
0.899 


1.524 


April 18. D. m 




1.632 


April 29. a. m 






1.452 


May 1. a. m 






1.365 


May 2. a. m 








1.201 

0.930 




1.286 


May 26, a. m 






0.867 



1.393 


May 27. a.ni 






1.851 


June 2, a. m 






1.085 


1.178 


1.279 


1.406 

1.168 
1.402 
1.447 
1.239 
1.195 


1.662 


June R. a. m. 




! 


1.317 


June 12. D. m 




1 


0.701 
1.014 
l.lfiO 


0.763 
1.121 
1.220 


0.882 
1.240 
1.328 


1.85S 


.TunA 1ft. a^ tn 









0.916 
1.029 


1.582 


June 16. p. m 








1.576 


June 24. a. m. 








1.426 


June 27, a. m 









0.856 


0.931 


1.012 


1.111 















In Table 12 are given the results of solar constant computations, 
from the data given in Table 11, by the use of these modified tables. 
The mean value, 2.027, is in very close agreement with that obtained 
from Washington observations. Here also the value computed bj 
equation (20) is considerably lower than that computed by Fowle's 
formula, as shown in column 6. The highest value is 2.255, and the 

"Ibid., p., 129. 
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lowest value is 1.854, but in the majority of cases the departure from 
the mean value does not exceed 3 per cent. In Table 13 are collected 
the results for those days on which a value of the solar constant was 
computed from observations at both Washington and Mount Weather. 
Since the results on individual days are in some cases discordant, I 
have plotted many of the observations in detail on fig. 3, in order 
that these discrepancies may be studied. 

Table 12. — Solar constant compiUationa from Mount Weather oheervaiione. 



Date. 



Qs/Qi ! *« 



T . B. , 



(W:K) (Fowle.) 



1907. 
September 21, a. m . . 
September 24, a. m. . 
September 26, a. m. . 
October 9, a. m 

1908. 

Janaarj 5, a. m. 

Jaoaary 6, p. m 

January 6, p. m 

January 9, a. m 

January 14, p. m. . . . 
January IS, a. m... 

January 17, a. m 

January 17. p. m 

January 19, a. m. 

and p. m. 
January 22, a. m. . . . 
January 22, p. m. . . . 
February 6, p. m . . . 
February 8, a. m . . . 
FebruarV 8, p. m . . . 

March 10, p. m 

March 11, a. m 

April 12, p. m 

April 18, a. m 

April 16, p. m 

June 2, a. m 

Tune 16, a. m 

June 16, pb m 



Means. 



0.777 
0.801 
0.830 
0.877 

0.641 
0.849 
0.853 
0.834 
0.851 
0.855 
0.857 
0.854 
0.853 



15.65 

11.36 

5.87 

6.16 



2.62 
2.86 
2.69 
1.66 
2.03 
2.59 
2.62 
2.62 
2.79 



0.510 
0.525 
0.535 
a 276 

0.575 
0.535 
0.490 
0.675 
0.636 
0.485 
0.470 
0.490 
0.490 



! 1.893 


2.011 


2.001 


1.979 


2.182 


2.069 


1.898 


; 2.014 


2.051 


1 2.031 


' 1.972 



0.8S8 , 


4.78 


0.550 


0.811 ' 


8.81 


0.535 


0.813 


3.66 


0.756 


0.883 


1.32 


0.710 


0.828 


1.45 


0.740 


0.777 


8.80 


1.070 


0.872 


8.83 


0.365 


0.768 


4.98 


1.046 


0.865 


4.60 


0.416 


0.818 


3.83 


0.730 


0.819 


8.64 


0.505 


0.818 


9.04 ! 


0.500 


0.843 : 


8.84 


0.360 



1.967 
1.975 

2.184 
1.968 
2.079 
2.111 
2.111 
2.255 
1.854 
2.188 
1.919 
2.078 
2.008 
1.946 
1.968 

2.027 



2.113 
2.181 
2.112 
2.090 

2.267 
2.141 
2.039 
2.074 
2.117 
2.097 
2.086 
2.056 
2.061 

2.287 
2.042 
2.157 
2.158 
2.158 
2.089 
1.928 
2.292 
2.001 
2.106 
2.167 
2.090 
2.100 

2.118 





Quadrant 


Wi 


Rela- 








tire 








weight 


High 


Low 






area. 


area. 


Dlr. 


6 




20 


w. 


7 




13 


8vr. 


8 


i5 


20 


nw. 


4 


1 




nw. 


4 


7 




8. 


8 


7 




nw. 


6 


4 




se. 


2 




20 


nw. 


2 


i6 




nw. 


8 


8 




se. 


6 


3 




se. 


6 


4 




se. 


4 


2 




nw. 


2 


16 




nw. 


8 


7 




nw. 


8 




5 


nw. 


6 


6 




nw. 


2 


6 




nw. 


2 


2 




nw. 


4 


2 




9W. 


4 


2 




nw. 


4 


8 




nw. 


1 


6 




ne. 


8 


6 




nw. 


3 


6 




nw. 


8 


6 




nw. 


1 





Vel. 



16 

18 

26 

6 

40 
20 
10 
80 
86 
16 
6 
16 
25 

20 
80 
25 
26 
20 
16 
7 
20 
28 
10 
11 
24 
10 



Table 13. — Comparison between values of the solar constant computed from Washington 

and Mount Weather observations. 



Date. 



Washington. 



1907. 
October 9, a. m . . . 
October 9. p. m . . . 

January 9, a.m... 
January 9, p. m... 
January 14, p. m. . 
February 6, p. m.. 
February 8, a. m. . 



1.946 
2.018 



1.843 
2.018 
1.970 



Mount Weather. 



1.979 



2.014 



2.061 
2.079 
2.111 



Date. 



1908. 
February 8, p. m . 
April 16, p. m.... 

June 2, a. m 

June 16, a. m.... 
June 16, p. m... . 



Means. 



Washington. Mount Weather. 



2.102 
2.081 
2.028 



1.948 
1.992 



2.111 
2.078 
2.008 
1.946 
1.968 

2.084 



January 9, 1908. The Mount Weather observations plotted on fig. 3 
show that the atmospheric transmission increased thruout the day, 
and the Washington observations indicate that it increased daring the 
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Fio. 3. — Fyrheliometer obserrations, Washington, D. C, and Mount Weather, Va. 
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afternoon. This would tend to make the value of thp solar constant 
computed from a. m. observations at Mount Weather too high, and 
that computed from p. m. Washington observations too low. 

February 6, 1908. Conditions at both stations were unsteady, and 
observations were discontinued at an early hour on account of the 
approach of cirrus clouds. 

June 2 and 16, 1908. On neither of these dates do the observa- 
tions indicate steady conditions, except at Mount Weather on the 
afternoon of June 16. At Washington on June 16 apparently a clearing 
of the atmosphere occurred at air mass 1.9, with reasonably steady 
atmospheric conditions preceding and following, as indicated by the 
fact that the observations taken before and after this time both extra- 
polate to the same value for zero air mass. On Jutle 2 apparently the 
atmospheric transmissibility diminished at both stations to about air 
mass 1.8, and was quite constant after that time. 

If, however, we disregard the results on January 9 and February 6, 
the agreement between the two stations is very close, and especially 
so on February 8, when the sky was unusually clear at both stations. 



High premure. 
N 



Low pressure. 





Fig. 4. — Number of times observations were obtained at Washington, D. 0., In 

the different sections of high and low pressure areas. 

It seems fair to assume that most of the irregularities shown in 
column 5 of Tables 6 and 12 are duct to variations in the atmospheric 
transmissibility during the periods of observation. In column 7 of 
these tables I have indicated the relative weight that the appearance 
of the plotted observations indicates should be given to the value of 
the solar constant computed from them. A weight of ten is given to 
observations extending thru both the morning and the afternoon of 
the same day that plot on practically the same line, as was the case 
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on May 13, 1907. In the following columns is shown by numbers the 
section of the high or low pressure area in which the observations 
were obtained, the sections corresponding to these numbers being 
indicated by the figures in parentheses on the diagram of the low 
pressure area in fig. 4. It is apparent that most of the observations 
are obtained to the southeast of a center of high pressure, or to the 
south of a center of low pressure, where the wind is from the north- 
west. In fact, at Washington, out of the 69 different occasions on 
which observations were obtained from which the solar constant was 
computed, the wind was from some point between northwest and 
northeast on all but 15 of them. The mean of the 15 values of the 
solar constant computed from observations with the wind from some 
point between southeast and southwest is 1.950, or 3 per cent below 
the mean, and May 13, 1907, is the only day on which really good 
observations were obtained with the wind from a southerly direction. 

In the Washington observations the value of d has ranged from 
0.255 to i.960, and the value of e^ from 0.91 to 13.61. At Mount 
Weather the value of ^ has ranged from 0.275 to 1.070, and the value 
of e^ from 1.32 to 15.65. Equation (20) therefore appears to enable 
us to compute the value of the solar constant with a degree of accu- 
racy comparable with that attainable with any apparatus at sea level, 
where the atmospheric conditions are too variable for highly accurate 
determinations. 

The simplicity of the process should lead to its very general use in 
the reduction of pyrheliometric readings, and from the very many 
observations now being made in all parts of the world it should be 
easy to detect variations in the solar constant of 3 per cent or more if 
they occur. 

The absolute value of the solar constant is dependent on the accu- 
racy of the pyrheliometric scale employed. Unfortunately different 
types of pyrheliometers are not in accord; but by means of the data 
given in Table 6, Comparison of pyrheliometers, it is believed that the 
relation between the Smithsonian actinometric standard and Angstrom's 
pyrheliometric scale has been established. Comparisons between the 
Angstrom and other types of instruments should now make it possible 
to establish the relations between all of the more important types of 
pyrheliometers in use, and thus make comparable the results obtained 
in all parts of the world. The need of an international pyrheliometric 
standard is, however, apparent. 

The constants to equation ( 10) may be slightly in error. They were 
computed, as stated, from Abbot's values of atmospheric transmission « 
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as given. When plotted as in fig. 1, b, b, a depression is noted in the 
ourye between wave lengths .50 fi and .68 /i. This is due to the fact 
that the effects of atmospheric band absorption have not been entirely 
eliminated. Slightly more accurate results would probably be obtained 
by computing the constants of equation (10) from values of atmos- 
pheric transmission read off from the smooth curve b, 6. This would 
necessitate a redetermination of the constants of equations (13) and 
(14), which is also desirable from other considerations. 

It may also be that the correction applied for ultraviolet radiation 
is too small. This would affect the absolute value of the solar con- 
stant and modify somewhat the values of x,, ^ especially in the violet 
end of the spectrum, but would have little effect upon the relative 
values of the solar constant computed from day to day. 

There may at times be a small percentage of error in the computed 
value of the solar constant on account of abnormal absorption, particu- 
larly in the violet end of the spectrum. This may have been the case 
on November 22, 1906. The absorption cell suggested by Angstrom^* 
should enable us to detect this, and such a cell has been in use both 
in Washington and at Mount Weather during the past year, but not 
with very satisfactory results. The transmission coefficients of the 
cell as determined by the U. S. Weather Bureau of Standards, are as 

follows: 

Table 14.— TVanamiaeion ooeffiderUa of aheorplion cell. 



Ware leni^h. 


1 
TraDBDiiaaioD. 


Wave length. 


TranBmlMion. 


M 


Percent 


ft- 


jPtT wnt» 


0.860 


1 


0.460 


80 


0.860 


4 


0.460 


24 


0.870 


11 


0.470 


18 


0.880 


19 


0.480 


11 


0.890 


28 


0.490 


6 


0.400 


80 


0.500 


8 


0.410 


80 


a 510 


1 


0.420 


31 


G.566 


Lets than 0. 01 


0.480 


81 


0.706 


0.02 


0.440 


81 







From .700 fi to 9.000 ^ in the infra-red and beyond 0.345 ^ in the 
ultraviolet the transmission is zero. These transmission factors when 
plotted on fig. 1 as ordinates, with Xx as abscissas, give the curve shown 
in the lower left-hand of the figure, which agrees in form with the 
transmission curve determined by Angstrom, altho the factors are^ 
about one-third smaller. 

In a paper which is to follow the relations between atmospheric 
transmission and the polarization of sky light will be discust. 

^* Nova Acta ReglaB Sooletatis Scientiarum UpsalienBis. Ser. lY. Vol. 1, No. 7, 
p. 8. 



RECENT AURORAL DISPLAYS AND MAGNETIC 

DISTURBANCES. 

By W. B. Gsaoo. 

Within the past few months two auroras have been obseryed at Mount 
Weather, Va., and it is belieyed that a brief account of these may be 
of general interest, inasmuch as both were accompanied by violent 
magnetic perturbations. The first appearance occurred during the 
evening of March 26. At about 6:45 p. m. the magnets which are used 
to indicate variations in the three magnetic elements were found to be 
in a state of considerable agitation. Shortly thereafter there was 
observed on the northern horizon a rather indistinct and ill-defined 
illumination, having the appearance of a phosphorescent glow, and 
entirely lacking any well-marked bands, rays, or arcs, such as usually 
characterize the polar aurora. This illumination extended upward 
from the horizon about 10^ or 12^ and was very steady in intensity 
and extent until 8 p. m., after which it gradually disappeared. 

As before stated, during the appearance of the phenomenon a violent 
magnetic disturbance was in progress. This storm began at noon of 
the same day, and its commencement was exceedingly abrupt, condi- 
tions having been unusually quiet for nearly a week previous. The 
fluctuations in the positions of the magnets were very large, the pho- 
tographic sheets upon which the elements are continuously recorded 
showing frequent changes in the declination of from ten to fifty min- 
utes of arc within a few minutes of time, and similarly large and abrupt 
changes in both the horizontal and the vertical intensities. At 3 a. m. 
of the following morning, March 27, conditions became comparatively 
calm, altho there continued to be a slight shivering or oscillatory 
movement of the magnets until noon, after which there occurred a 
repetition of the conditions which had prevailed on the preceding day. 
At 3:30 p. m. the magnet which records variations in the vertical 
intensity was completely unbalanced, so violent were the fluctuations 
which characterized the storm. These fluctuations continued until 
about 3 a. m., March 28, after which there was a marked decrease, 
altho conditions did not return to their normal state until about noon 
of the 31st. 

On the evening of March 27 and practically coincident with the 
largest fluctuations of the magnets a fairly bright and characteristic- 
232 
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ally marked aurora was obseryed in the northern and eastern portions 
of the United States, notably in Harrisburg, Pa., and in New York, 
N. Y. In this connection a portion of a letter, dated March 30, 1908, 
from Mr. C. H. Eshleman, at that time Assistant Obseryer at Harris- 
burg, Pa., will be of interest. He says in part: 

A very anusual phenomenon was observed in different parts of this county Fri- 
day night, March 27, between 8 and 8:30 p. m. It consisted of an extremely 
fleecy, whitish band or stream a little north of the zenith extending east and west. 
There was a slight curvature, the convex side being toward the zenith. The ends 
extended very far east and west, but did not touch the horizon. The whole thing 
had a rapid westward movement and along the side of it, touching it and extend- 
ing for a distance of about 5° to the northward, small streamers moved much 
faster than the main stream. Sometimes only a few were visible; at other tiroes 
a dozen or more. The distances between them were not uniform, but they did 
not change. They did not flash and were slightly lighter in color than the main 
stream. At about 8:30 p. m. the whole thing moved to the westward and disap- 
peared. When last visible It had curved more to the northwest and looked like a 
comet's tall. All who witnessed the phenomenon agree as to the unusual whitish 
appearance and the westward movement. 

Clippings from various newspapers give accounts essentially the same 
as the foregoing, all agreeing in the following particulars: (1) The 
main portion of the phenomenon had the form of an arch; (2) stream- 
ers from it were continually forming and were moving more rapidly 
than the main stream; (3) the movement of the main stream and its at- 
tendant streamers, as a whole, was from the east toward the west 

As is well known the polar aurora frequently presents the most varied 
and complex forms, especially in temperate latitudes. It is seldom, 
therefore, that we see a perfect type, just as we seldom see a typical cirrus 
or cumulus cloud. Almost invariably one form merges into another, 
and we see merely the complex result. In the one here under discus- 
sion the arched form and the rapidly moving streamers stamp the 
phenomenon as unquestionably a display of the aurora borealis. 
The supposition that it may have been the zodiacal light can not be 
taken seriously, when we recall that the latter always appears as a 
steady glow and has a triangular form. The fact that the movement was 
from the east toward the west is of especial interest, inasmuch as 
auroras are much more frequently observed to travel in the ppposite 
direction. It was indeed largely for this reason that the various 
cosmic hypotheses advanced during the seventeenth and eighteenth 
centuries could not be accepted, for, if the aurora were produced by 
causes external to the earth, it would necessarily present an apparent 
movement from east to west, like other celestial bodies. However, 
altho the westward movement is unusual, it is by no means unprece- 
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dented; a long series of observations at Bossekop, for instance, shows 
that a small proportion of the auroras obseryed at that place did haye 
the westward moyement.' 

The most significant fact in connection with the remarkable illum- 
ination of March 27, and with the lesser one observed at Mount 
Weather on March 26, is that a magnetic disturbance of unusual 
severity, as before stated, was occurring at the same time. Magnetic 
traces for these dates have been received from Honolulu, H. L, and 
from Potsdam, Germany, and these show similarly large fluctuations. 
It is well known that displays of the aurora in temperate latitudes are 
usually, if not invariably, accompanied by magnetic perturbations* 
which cover a wide extent, often including both hemispheres. This 
display seems to have been unusually extensive, reports from Alaska 
and Canada,' and from Europe,' indicating that it was general thru- 
out the Northern Hemisphere. It is probable that displays occurred 
also in the Southern Hemisphere, altho as yet no accounts have been 
received to verify this statement. 

The second appearance of the aurora at Mount Weather, Ya., was 
observed at 11 p. m., May 25. When first seen it was fairly bright, 
but gradually faded away, and by 11:15 p. m. had entirely disappeared. 
The only part visible consisted of a narrow luminous band about 3^ 
in breadth and 7° or 8° in length; it was situated due northwest from 
the station, the lower end being at an elevation of about 15^ above the 
horizon. The light was whitish and there was practically no motion. 

On the following morning the magnet which is used to indicate 
variations in vertical intensity was found to be unbalanced, as during 
the storm of March 26 and 27. When the photographic sheets were 
developt, it was seen that a magnetic storm of considerable severity 
had occurred and that the changes in declination and horizontal in- 
tensity were most marked just preceding and during the appearance 
of the aurora. The disturbance did not differ essentially from others, 
except in the briefness of its duration. It began at 8:15 p. m. of the 
25th and ended at 6 a. m. of the 26th; the most violent fluctuations 
occurred between 9 and 10 p. m. It is quite possible, therefore, that 
the aurora occurred earlier in the evening and was not observed. It 
was seen also by the Weather Bureau observer at Eichmond, Ya., but 
thus far other accounts of its having been observed have not been 
received. 

^ Alfred Angot. Les Auroree Folaires. 
•Monthly Weather Review, March, 1908, p. 76. 
■ Meteorologlsche Zeltschrlft, July, 1908, p. 314. 
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Eyer since 1741, when Hjorter first noticed that auroras in temperate 
latitudes are invariably accompanied by temporary disturbances in the 
magnetic elements, the subject of their connection has been exten- 
sively studied and numerous theories have been advanced, yet, until 
within the past ten or fifteen years at least, none of these theories has 
been found adequate to account for all the varied forms and structures 
which the aurora assumes. It would be a waste of time, therefore, to 
consider the older theories, which have been fully disproved, but it is 
believed that a brief review of the more recent work along this line 
may be of interest. In discussing this subject, attention will be given 
only to those auroras of wide extent, which are always accompanied 
by magnetic perturbations.* The auroras which are seen in the polar 
regions at low altitudes, which are purely local in extent, and which 
have no effect upon the magnetic needle constitute an entirely differ- 
ent phenomenon and are probably due to an entirely different cause. 

Becent studies with the spectroscope have demonstrated that the 
light of the aurora is similar to that produced by the bombardment of 
cathode rays or negative electrons. Birkeland was the first to suggest 
this as a possible explanation; in 1896 he advanced the theory that 
clouds of electrons leave the sun at times of disturbance in its electri- 
cal condition, and that those which pass near the earth are drawn in 
by the earth's magnetic field and excite the outer atmosphere to lumi- 
nescence. He was, however, unable to account by means of this hypo- 
thesis for all the varied forms of the aurora, and in 1900 suggested 
that part of the cathode rays might set up electric currents in the 
atmosphere, which in turn would send out other cathode rays. In 
1906 M. Carl Stormer * made a thoro study of Birkeland's original 
theory and worked out mathematically the trajectories of cathode rays 
projected into a magnetic field similar to that of the earth. He 
reached the conclusion that slight differences in the original velocity 
and direction of these cathode rays produce so great a variation in the 
paths which they folio w, that Birkeland 's first theory was sufficient to 
account for all observed pheonomena. During the same year M. P. 
Villard,* working independently, conducted a series of experiments 
with an evacuated bulb, in which electrodes were sealed, the negative 
electrode being arranged so as to project a small bundle of cathode 
rays into the field of a magnet. Photographs were obtained, and 
these showed that the effects produced were identical with those seen 

*Arohive6 dee Soienoes Phys. et Nat., July-Oct., 1907. Oomptes Rendus, 26 
Juin, 9 Juillet, 10 Septembre et 1 Octobre, 1906. 
* Annalee de Chimle et de Physique, Septembre, 1906. 
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in the aurora. The work of Villard^ therefore, supplements that of 
Stormer, the one being experimental, the other mathematicaL 

They differ, however, in regard to the source of the electrons, the 
motion of which in the earth's magnetic field produces the aurora. 
Stormer believes that a cloud of electrons leaves the sun at the time 
of a sun-spot, whereas Villard contends that they are terrestrial, orig- 
inating in a cloud under the influence of the sun's radiation. Dr. G. 
Chree* has shown that sun-spots and auroras are not strikingly coin- 
cident^ so it would seem that Stormer's theory is not sufficient to ac- 
count for all of the auroras. According to Villard's opinion they 
must always occur in both hemispheres simultaneously. Unfortu- 
nately data are not as plentiful as could be wished; nevertheless, 
those which have been collected invariably show, so far as known, 
that northern auroras are accompanied by similar displays in the 
Bouthem Hemisphere. 

There are other difficulties to be overcome. For instance. Prof. 
Cleveland Abbe, in a paper on the altitude of the aurora, ^ has shown 
that auroras occur at heights such that the air pressure varies from 
one to one-fourth atmosphere, conditions not at all comparable with 
those obtained in an evacuated bulb used by Villard, or with the 
theoretical case taken by Stormer, in which the path of the electron 
is entirely unobstructed. These, together with other objections, can 
be met only by additional work and more and better data. All in all 
they are the most satisfactory hypotheses thus far advanced. It may 
be that both are correct: that auroras are due to the motion of elec- 
trons in the earth's magnetic field, and that the source of these elec- 
trons is partly solar, partly terrestrial. 

* Philosophical Magazine, January, 1907. 

^ Terrestrial Magnetism and Atmospheric Electricity, March, June, and Decem- 
ber, 1898. 



MAGNETIC DECLINATION. 

By Ebio B. MiiiIiKB, Besearoh Obeerver, and W. B. Gbegg, Assistant Observer. 

The following tables of the hourly yalues of the magnetic declina- 
tion from November 19, 1907, to June 30, 1908, were obtained from the 
records of the magnetographs in the Magnetic Observatory of the 
Weather Bureau at Mount Weather, Va. 

The geographical coordinates of the Absolute House at Mount 

Weather are: 

X » 77« 53' 06" 

f>= 39*^.03' 63" 

H as 518 meters. 

The absolute observations of Table 1 were made with a large obser- 
vatory Wild-Edelmann declinometer and a Wild-Edelmann theodolite 
with 30 centimeter circles. 

No absolute observations of declination were made during the 
months of November and December. The base line of the declination 
magnetograph remained unchanged during this time, and the hourly 
readings are reduced by using the constant difference, 2.5', for the 
Eschenhagen magnetograph that obtained after January 1. 

The hourly values were obtained from the photographic traces of 
an Eschenhagen declination magnetograph, supplemented when neces- 
sary by readings from the Wild-Edelmann declination magnetograph. 
The scale and torsion coefficients of these instruments are: 

Scale Torsion 

coefficient. coefflciMit. 

Eschenhagen 1 mm. =^ 0.9999' 1.00228 

WUd-Edelmann 1 mm. =s 1.0011' 1.00024 

The hourly values of the declination are given in Table 2 in degrees 
and minutes measured from the north toward the west. The degrees, 
which are the same, are given once for each month at the upper right- 
hand comer of the table. The daily mean is the mean of the 24 hourly 
readinga The maxima and minima are the extremes of the curve, so 
that the range is not always a true measure of the diurnal variation. 

Seventy-fifth meridian time is used thruout Interpolated values 
are given where their uncertainty is not greater than 0.3' and are 
inclosed in brackets, []. 

In order to give an impression of the more or less disturbed nature 
of the daily variations of the declination, there is given under the 
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heading <' Character " a classifioation of the half-day curyes in accord- 
ance with the scale devised by the late Doctor Eschenhagen of the 
Potsdam Magnetic Observatory. This scale is as follows: 

1. Very quiet curves, which show exceedingly small sinuosities, very 
greatly separated. 

2. Curves with fairly quiet course; the daily fluctuation is not ob- 
scured by somewhat more frequent little waves. 

3. Slightly disturbed curves, on which occur secondary waves of 
moderate amplitude and short period (1 to 3 hours); still the daily 
march is clearly discernible. 

4. More disturbed curves, whose daily marches are much broken 
up by secondary waves of greater amplitude and longer period (6 to 
8 hours). 

5. Curves with very large pointed waves and notches which occur 
in greater number and of longer duration and completely obscure the 
normal course of the curve. 

When the degree of storminess is of character 3 to 6, the hourly 
values occurring in the disturbed period are marked with the sign t 
beside the reading, so that the monthly table shows at a glance the 
duration and approximate strength of each disturbance. 

Illustrations of the magnetic character numbers are given on flgs. 
1, 2, and 3. 
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TabIiB 2.^ DecUntUion, S^ + tabular wUvm (mimUes), wesi; Mount 













Hoan. 








Date. 










































1 


2 


8 


4 


6 6 


7 8 


9 


10 


It 
36.7 


12 


13 


14 16 


19... 


87.4 


37.4 


87.8 


; 36.4 i 36.6 36.0 


86.6 ! 35.4 


36.2 


86.8 


88.8 


40.8 


j 
89.9 ^ 88.3 


30... 


87.8 


87.8 


86.8 


86.4 86.2 


86.1 


86.1 33.9 


34.3 86.7 ' 87.6 


89.2 


40.8 


40.6 


89.5 


21... 


88.9 


87.1 


87.0 


86.6 


86.8 


86.8$ 


84.6$ 46.6$ 
40.!^. 86.5$ 


89.5$ • i ( 


48.6$ 
42. 4^ 


46. Of 


48. 6f 


45. 8f 


22... 


87.6 


87.6 


87.1 


86.4 


86.6$ 86.6^ 


84.5 ! 86.1 36.6 


40.5 


40.8 


89.4 


28... 


87.6 


87.7 


87.8 


88.0 


88.7^ 88.5 


36.8 


86.6 


35.4 ' 86.6 88.4 


40.5 


4t.3 


40.4 


89.6 


24... 


87.6 


88.1 


87.9 


37.6 


88.2J 86.7 


35.3 


84.6 


84.0 i 86.1 38.1 


40.4 


42.2 


41.8 


40.3 


26... 


37.4 


88.0 


87.7 


87.6 


86.7 


86.6 


86.2 


35.7 


84.6 ' 86.6 37.6 


40.0 


40.6 


40.7 


89.6 


26... 


87.4 


88.4 


89.7 


87.6 


36.2 


86.1 


36.6 


33.9 


88.6 ; 34.1 ' 86.5 


40.7 


42.4 


41.8 


40.2 


27... 


87.2 


88.4 


36.5 


86.2 


86.9 


35.6 


84.6$ 40. 7( 


36.6 85.7 86.4 


88.1 


39.8 


89.8 


88.1 


28 .. 


87.6 


87.6 


87.4 


37.0 


36.6 


86.2 


36. 1 36. 6 


85.3 85.5 86.7 


87.6 


38.8 


89.6 


89.0 


29... 


87.6 


87.6 


87.8 


87.1 


86.7 


36.7 


36.6 


85.6 


84.6 84.7 


36.7 


38.6 


39.8 


89.5 


88.8 


80... 


37.6 


37.6 


87.4 


36.8 86.7 


86.6 


36.3 


36.2 


85.7 86.0 


37.7 


89.6 


39.7 


89.8 


88.8 


M*ns 


87.40 


87.71 


37.49 


86.96 36.78 36.13 


36.09 36.74 

1 
1 


35.27 86.48 37.06 


39.93 


40.88 


40.46 


39.82 



* B<^gUter clock remoTcd for repair. 
Deelinatumt S° 4 tabular valuta (mmulea), west; Mount 



1 ... 


87.2 


87.6 


87.1 


86.6 


86.8 


86.2 


86.6 


86.6 


86.1 


85.6 


86.7 


89.8 


40.6 


41.1 


89.8 


2... 


87.4 


87.4 


87.6 


87.2 


86.6 


85.6 


86.2 


86.6 


86.4 


86.6 


86.9 


38.8 


39.9 


38.9 


8... 


87.6 


87.6 


87.4 


86.9 


86.6 


86.5 


86.6 


86.7 


36.8 


36.4 


86.8 


87.6 


39.3 


39.6 


88.7 


4 ... 


87.4 


87.6 


87.6 


86.8 


86.6$ 


37.8$ 


36.0$ 


86.3$ 


38.9$ 


36.6 


36.2 


37.6 


89.2 


40.6 


40.6 


6... 


81. 6f 


85. 8f 


88.8$ 


84.7$ 


86.1 


85.8 


86.7 


86.7 


86.6 


36.4 


37.6 


[89.81 


[41.01 


[41.31 


[40.61 


6... 


87.6 


87.6 


87.4$ 


36.6$ 


85.8$ 


86.4$ 


36.5$ 


84.6$ 


84.5$ 


86.6$ 


38.8 


88.6 


40.4 


40.6 


89.9 


7... 


88.2 


87.8 


40.4$ 


86.4$ 


85.5$ 


37.1$ 


87.6$ 


36.8$ 


86. e^ 


37.7$ 


86.8$ 


88.9 


41.1 


41.2 


40.8 


8... 


38.0 


88.6 


37.7 


88.2 


89.1$ 


36.6 


36.6 


38.7$ 


84.6 


36.2 


86.6 


38.1 


R9.7 


40.6 


40.2 


9... 


88.4 


38.6 


38.1 


88.2 


37.8 


86.8 


86.0 


35.6 


84.8 


36.4 


86.6 


88.6 


40.8 


40.9 


40.6 


10... 


38.1 


38.0 


37.9 


88.8 


37.6 


37.3 


36.7 


34.7 


38.4 


86.6 


37.6 


89.9 


44.9$ 


46.0$ 


48.6$ 


11... 


37.7 


37.5 


37.1 


36.8 


37.4$ 


37.6$ 


37.2$ 


36.4$ 


34.2$ 


84.6$ 


36.8$ 
37.^ 


89.1$ 


44.5$ 


42.8$ 


41.7$ 


12... 


36. 6f 


38. 8f 


87.8$ 


86.4$ 
39.^ 


37.6 


86.9 


86.1$ 


84.^ 


36.8$ 


36.6$ 


89.6$ 


89.8$ 


43.4$ 


42.^ 


18... 


87.6 


38.6 


88.7 


38.4$ 


38.6$ 


37.6 


36.8 


34.6$ 


35. •^ 


36.7 


38.7$ 


40.3 


41.1 


41.8 


14... 


37.9 


40.7$ 


88.8 


87.8 


37.5 


36.8 


88.6 


36.4 


84.9 


35.6 


37.2 


39.7 


42.6 


44.5 


42.7 


16... 


38.4 


38.2 


88.0 


37.7 


37.7 


37.5 


37.6 


86.6 


36.6 


36.6 


38.6 


40.8 


41.3 


41.4 


41.2 


16... 


37.6 


89.8 


38.4 


38.2 


38.1 


38.1 


37.7 


36.5 


85.7 


36.0 


38.0 


89.6 


40.6 


40.5 


40.4 


17... 


37.4 


36.7 


36.6 


36.6 


37.9 


37.1 


87.7 


87.4 


38.1 


38.5 


89.2 


40.8 


40.6 


40.7 


40.6 


18... 


88.4 


37.4 


37.8 


87.5 


38.4 


37.7 


87.1 


36.6 


85.6 


36.5 


87.7 


40.2 


42.6 


41.7 


41.8 


19... 


38.5 


88.7 


88.6 


38.5 


87.7 


37.7 


37.8 


37.3 


86.9 


86.8 


87.6 


89.6 


40.9 


41.8 


40.9 


20... 


88. 9f 


39.4$ 


42.8$ 


35.7$ 


36.5$ 


38.3$ 


39.4$ 


36.6$ 


38.4$ 


4a 7$ 


39.7$ 


40.3$ 


41.6 


41.8 


40.5 


21... 


39.0 


39.1 


88.6 


38.1 


38.6 


37.3 


36.6 


36.6 


86.6 


37.7 


89.6 


41.5 


42.8 


41.1 


89.6 


22... 


88.4 


89.1 


38.6 


38.6 


38.8 


88.5 


38.1 


36.7 


86.6 


36.8 


38.7 


40.6 


41.8 


41.8 


4a 6 


23... 


38.9 


89.2 


38.5 


38.9 


88.2 


38.1 


37.8 


37.3 


36u4 


37.5 


38.4 


39.8 


40.1 


40.9 


89.5 


24... 


38.4 


88.6 


38.6 


38.2 


38.8 


37.6 


37.2 


36.3 


36.2 


36.4 


38.5 


41.2 


42.4 


42.6 


41.4 


25... 


88.5 


39.0 


38.7 


38.6 


37.6 


37.3 


87.5 


36.8 


35.3 


86.5 


06. 


39.8 


40.6 


41.4 


40.6 


26... 


38.1 


89.7 


39.5 


38.1 


37.7 


88.2 


37.7 


86.5 


86.0 


85.4 


86.8 


89.7 


41.8 


42.7 


42.7$ 


27... 


40.2 


88.5 


42.4$ 


41.4$ 


36.7 


36.8 


38.0 


36.8 


36.1 


34.5 


87.5 


40.0 


41.2 


41.4 


40.6 


28... 


37.7 


88.5 


38.4 


37.7 


37.7 


38.6 


37.2 


85.8 


36.4 


85.0 


36.1 


37.7 


39.7 


40.6 


40.6 


29... 


37.7 


38.6 


88.7 


37.8 


38.0 


88.1 


37.5 


37.8 


85.0 


34.8 


36.1 


87.9 


89.8 


41.4 


41.7 


80... 


87.8 


38.1 


37.8$ 


85.6$ 


86.3 


36.6 


35.5 


89.2$ 


37.7$ 


87.2 


86.7 


38.9 


41.2 


41.8 


40.5 


81... 


88.4 


38.7 


37.5 


87.6 


37.5 


37.6 


37.5^ 


37.1 


85.7 


85.9 


37.3 


39.2 


40.2 


40.8 


4a8 


H'ni. 


37.85 


88.30 


88.89 


37.55 


37.85 


87.32 


37.08 


36.12 


35.79 


86.20 


37.43 


39.36 


41.70 


41.48 
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Wtaiher, Va., November, 1907. (75th meridian time.) 




Houn. 



8S.ff 


88.1 


87.6 


87.8 


86.9 


88.4 1 87.7 


37.3 


86.7 


86.6 


4A.fi$ 88.6$ 


87.6 


87.8 


36.8 


88.7 


87.6 


86.8 


88.4 


87.6 


88.4 


87.6 


87.8 


87.8 


87.1 


89.1 


87.7 


87.2 


86.9 


86.6 


88.7 


87.9 


87.4 


86.9 


87.0 


89.2 


87.7 


87.8 


86.9 


86.8 


87.6 


87.4 


87.4 


86.8 


86.6 


88.6 


87.9 


88.0 


86.7 


86.7 


88.8 ; 87.9 


87.6 


87.8 


87.1 


87.7 87.6 


87.4 


87.2 


86.6 


89.18 


87.78 


87.38 


37.14 


86.77 



86.9 
36.6 
87.2 
87.4 
87.0 
86.8 
86.9 
36.6 
86.7 
36.6 
87.0 
86.6 



22 


» 


86.9 


37.0 


36.6 


86.8 


87.4 


37.7 


87.4 


876 


87.8 


37.2 


86.6 


86.8 


36.7 


87.3 


34.7$ 


36.7$ 


37.2 


36.6 


36.7 


87.2 


37.0 


87.8 


36.7 


36.7 


36.76 


37.06 



24 



87.4 

87.0 

88.0 

86.6 

36.6 

87.3 

87.4 

86.6$ 

36.6 

87.8 

87.8 

87.8 



I 



37.26 
37.07 
39.82 
87.67 
87.79 
37.60 
87.61 
87.27 
37.18 
87.14 
87.26 
87.30 



I 



37.08 87.61 



EztromoB. 



Max. ' Min 




42.63 



34.22 



6 



Chanus 
ter. 



•:l 



iA.M. P.M. 



6.7 


2 


6.9 


2 


21.6 




9.0 




7.0 




8.0 




6.8 




9.8 




10.4 




6.8 




6.7 




4.6 




8.41 


2.4 



1 

2 
6 
2 
2 
1 
1 
8 
2 
2 
1 
1 

1.8 



Date. 



19 
20 
21 
22 
28 
24 
26 
26 
27 
28 
29 
80 

M'DB. 



Weaiher, Va., De4xmb€r, 1907. (76th meridian time.) 



88.5 

88.6 

88.6 

38.9 

89.6 

88.7 

88.6 

88.9 

39.0 

43.6! 

41.4 

42. 

89.6 

40.7 

40.7 

40.3 

40.1 

40.0 

89.6 

89.6 

88.8 

89.7 

88.8 

89.6 

39.6 

40.6$ 

39.6 

40.6 

40.8 

40.6 

40.7 

89.86 



88.7 
88.8 

38.9 

38.2 

88.7 

38.8 

87.7$ 

88.2 

38.2 

48.6 

89.7 

40.6: 

88.9 

40.6 

88.9 

89.7 

39.6 

39.6 

89.1 

38.8 

88.7 

89.8 

88.1 

87.9 

88.6 

40.2$ 

88.6 

89.7 

88.8 

39.4 

40.0 

39.18 




38.27 



37.1 


86.7 


37.2 


87. W 


41.2 


87.2 


87.4 


37.4 


37.38 


40.7 


86.8 


36.9 


37.1 


37.21 


89.6 


86.8 


81.1$ 


83.1$ 


86.98 


40.8 


36.0 


88.8 


86.6 


37.10 


42.2 


82.4$ 

30.^ 


86.6 


36.6 


37.01 


41.4 


81.2$ 


34.4$ 


36.80 


41.6 


36.6 


87.2 


87.6 


87.40 


40.6 


37-2 


87.6 


37.6 


87.70 


41.4 


36.6 


86.4 


87.3 


88.86 


46.6$ 


33.8$ 


32.6$ 


36.6$ 


87.66 


46.4$ 


41. 9j 


86.1$ 


37.9$ 


88.26 


43. » 


87.4 


37.9 


38.8 


88.10 


42.^ 


37.6 


87.7 


88.1 


88.71 


44.6 


87.9 


87.6 


88.1 


88.60 


41.6 


86.7$ 


37.7 


37.6 


38.88 


41.3$ 


37.6 


88.4$ 


37.6 


88.40 


41.4 


37.6 


87.6 


38.4 


88.41 


42.6 


86.7 


87.6 


87.4 


88.22 


41.8 


38. 2 


88.6 


sas 


88w94 


46.9$ 


87.6 


88.2 


88.2 


88w49 


42.6 


86.7 


87.8 


88.4 


38.47 


41.6 


87.2 


87.6 


87.6 


88.26 


48.1 


86.7 


87.2 


88.5 


38.84 


42.7 


87.3 


87.8 


87.6 


38.07 


41.6 


38.0 


38.2 


88.3 


38.66 


44.6 


87.8 


86.8 


87.8 


38.39 


48.9$ 


87.6 


37.6 


87.6 


87.94 


41.6 


87.6 


87.4 


37.6 


88.09 


42.0 


88.0 


87.9 


87.6 


88.14 


41.6 


87.6 


87.6 


87.6 


83.21 


41.4 


86.77 


86.86 


87.41 


38.01 


42.60 



88.82 



8.68 



2 




2 




1 




8 




8 




8 




8 




3 




2 




2 




8 




8 




8 




8 




1 




1 




2 




2 




2 


2 


8 


2 


2 


2 


2 


2 


2 


1 


1 


2 


2 


2 


2 


8 


8 


2 


8 


8 


2 


2 


8 


2 


2 


2 


2.8 


2.4 



1 

2 

8 

4 
6 
6 
7 
8 
9 
10 

n 

12 
18 
14 

16 
16 
17 
18 
19 
20 
21 
22 
28 
24 
26 
26 
27 
28 
29 
80 
81 

H'na. 
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DedmaJtUmt S^ -{-tabvlcar valuM ( minutes )t west; Mount 



Dftt«. 



Hoars. 



1... 
2... 

o . • . 

4... 

6 • • • 

7 ... 

9... 
10... 
11 ... 
12... 
18... 
14... 
15... 
16... 
17... 
18... 
19 ... 
20... 
21 ... 
22... 
28... 
24... 
25... 
26 ... 
27... 
28... 
29 ... 

80 . . . 

81 ... 

M'nB. 



8 



38.8 

89. 5( 

88.5 

88.6 

88.2 

88. 7$ 

88.6 

87.2 

84.9^ 

87.7 

88.8 

86.5 

88.8 

88.2 

38.5 

88.7 

88.6 

38.6 

38.4 

38.5 

88.5 

38.9 

38.6 

89.2 

87.6 

38.1 

38.9 

88.5 

82.6$ 

b 

38.6 



88.06 87.88 




37.5 

38.4 

42.4$ 

37.8 

87.7 

87.9 

88.6 

88.0 

37.6$ 

88.5 

89.0 

39.2$ 

38.3 

87.7 

38.4 

88.8 

87.5 

40.5$ 

37.8 



5 
2 



87 

87 

87.6 

37.8 

86.8 

37.0 

86.7 

87.6 

87.5 

37.4$ 
b 

37.8 



87.95 38.05 



8 



10 



11 



12 



18 



14 



16 



87.2 
87.2 
87.6 
37.2 
86.5 
86.7 
37.8 
86.9 
88.0$ 
36.4 
36.5 
87.1 
36.9 
87.4 
88.0 
87.4 
36.7 
36.7 
37.2 
86.5 
36.2 
86.8 
85.3 
[35.6] 
35.4 
88.9 
36.9 
86.5 
35.8$ 

b 

34.7 



86.0 

36.5 

36.8 

38.1 

36.0 

85.4 

88.5 

86.8 

86.2$ 

84.2 

34.7 

86.4 

35.5 

85.2 

38.1 

35.0 

81.8 

35.5 

85.5 

85.6 

34.6 

81.6 

33.6 

81.9 

34.5 

37.6 

88.3$ 

85.3 

83.8$ 

b 

35.5 



86. 77, 85. 62 



85.2 


87.6 


89.4 


41.0 


41.1 


36.4 


86.8 


38.6 


89.5 


40.7 


36.6 


88.5 


89.9 


40.8 


10.5 


37.9 


37.6 


39.9 


40.5 


41.6 


86.5 


37.8 


39.8 


44.5$ 


42.6$ 


86.2 


87.9 


39.4 


40.4 


40.6 


39.1 


40.6 


42.3 


42.9 


43.6 


87.8 


88.3 


40.2 


41.8 


41.5 


34.7$ 


87.1$ 


41.5$ 


40.6$ 


40.9$ 


84.4 


86.6 


89.5 


41.8 


41.4 


85.8 


36.5 


89.8 


41.6 


41.4 


36.8 


86.6 


38.8 


40.7 


41.6 


34.4 


35.5 


87.6 


89.1 


89.6 


84.2 


36.6 


38.3 


39.8 


40.2 


35.8 


87.2 


88.6 


40.6 


40.1 


86.0 


87.8 


38.7 


40.6 


41.4 


85.5 


87.3 


88.6 


89.5 


40.3 


85.5 


37.0 


38.4 


39.5 


89.6 


35.7 


37.6 


89.5 


40.8 


41.1 


34.8 


86.8 


39.8 


40.7 


41.3 


34.1 


86.5 


39.2 


41.6 


42.9 


34.7 


87.1 


89.6 


42.4 


43.5 


38.8 


85.5 


88.5 


41.4 


41.9 


87.5 


89.2 


41.5 


42.9$ 


42.5$ 


86.8 


89.6 


41.6 


42.5 


42.0 


86.8 


37.9 


40.5 


42.5 


42.7 


86.2 


87.8 


89.5 


40.6 


41.6 


34.0 


85.4 


37.8 


40.5 


42.2 


88.5$ 


35.6 


38.5 


40.5 


41.5 


34.2 


36.9 


37.8 


89.4 


40.7 


35.7 


36.7 


38.7 


40.4' 


40.2 


35.58 


87.26 


89.88 


40.95 


41.86 



I 



40.6 

40.6 

40.2 

41.4 

41.2 

40.4 

44.0 

42.1 

41.0$ 

42.7 

41.6 

41.8 

40.5 

40.5 

40.4 

42.3 

40.4 

89.5 

40.5 

40.4 

43.2 

42.2 

41.5 

40.8 

41.0 

41.7 

41.5 ; 

42.3 

42.1 : 

42.4 I 
40.0 j 

41.30 



b Light Dot bright enough to make a legible trace. 



DecUnationt S^ + tabtUar vcUuea (minutes), west; Mount 



1 ... 


38.6 


38.8 


38.7 


38.7 


38.5 


38.3 


87.7 


36.6 


36.3 


35.5 


37.2 


40.4 


42.6 


42.2 


41.8 


2... 


38.5 


38.5 


89.2 


39.1 


38.4 


38.4 


88.4 


36.5 


34.9 


34.3 


35.9 


38.1 


39.5 


40.2 


40.9 


8.. 


39.0 


89.0 


38.6 


89.8 


38.5 


87.4 


37.0 


35.6 


35.4 


34.8 


39.9 


42.1 


48.4 


45.5 


44.5 


4... 


87.8 


38.6 


38.8 


88.7 


37.6 


38.4 


41.2 


36.4$ 


35.8$ 


35 -4$ 


38.4$ 


88.8 


41.2 


42.0 


40.7 


6 .. 


35.2$ 


87.5$ 


86.3$ 45.6 


36.6 


37.5 


37.5 


35.0 


38.5$ 


36.4$ 


38.8$ 


41.5$ 


42.3$ 


41.6$ 
42.5$ 


44. 4| 


6... 


36.8$ 


87.4$ 


36. 4 35. 7$ 


40.4$ 


85.6$ 


37.1$ 


35,0$ 


34.9$ 


38.5$ 


36.6$ 


38.8$ 


39.9$ 


39 8$ 


7... 


37.6$ 


38.3$ 


39.2$ 


38.7$ 


38.5$ 


38.3$ 


38.3$ 


39.4$ 


37.5$ 


37.4$ 


35.4$ 


38.5 


39.4 


41.5 


4R.3 


8... 


38.6 


39.2 


39.4 


38.8 


39.8 


38.3 


37.5 


37.0 


34.3 


32.4$ 


35.5 


37.9 


40.5 


42.7 


43.6 


9... 


38.0 


89.6 


38.6 


37.8 


38.7 


38.4 


37.6 


36.9 


85.1 


34.3 


34.7 


87.6 


41.5 


42.3 


42.8 


10... 


88.4 


38.5 


38.8 


38.5 


38.2 


37.7 


37.5 


36.4 


33.5$ 


33.4$ 


37.4$ 


36.4 


38.5 


39.7 


41.2 


11 ... 


38.5 


38.5 


38.9 


39.5$ 


38.8$ 


40.5$ 


38.4$ 


37.4$ 


39.4$ 


38.^ 


37.4 


37.8$ 


42.5$ 


43.7$ 


42.7$ 


12... 


36. 6$ 
39.4$ 


44.6$ 


37.7$ 38.5$ 


38.2$ 


43.7$ 


40.6$ 


40.5$ 


87.6$ 


35.5 


35.8 


38.2 


40.4 


40.5 


40.9 


13... 


41.9$ 


39.5$ 38.4 


87.6 


38.2 


37.6 


36.1 


35.3 


35.3 


36.6 


38.2 


40.6 


42.6 


42.0 


14... 


89.4 


39.3 


39.0 


38.8 


38.6 


38.6 


38.4 


36.8 


35.5 


35.4 


36.1 


37.4 


40.5 


41.5 


41.5 


16... 


39.4 


40.7 


38.5 


39.4 


37.9 


37.7 


37.6 


37.4 


34.5 


34.5 


36.6 


38.8 


40.5 


41.6 


41.5 


16... 


84.7 


36.9 


39.5 


38.4 


37.7 


37.6 


37.5 


3<i.8 


35.7 


35.8 


37.4 


88.2 


41.0 


42.8 


43.4 


17... 


88.1 


88.0 


38.0 


37.7 


38.0 


38.2 


37.1 


35.0 


34.0 


34.4 


36.4 


38.6 


41.5 


42.8 


43.5 


18.. 


88.8 


88.7 


38.4 


38.4 


37.7 


38.0 


37.5 


36.5 


34.3 


35.5 


37.4 


40.8 


42.5 


42.7 


41.8 


19... 


38.6 


38. 6 1 39. 1 


38.7 


87.8 


37.5 


38 2 


34.8 


85.3 


36.2 


38.6 


40.5 


41.9 


44.1 


44.4 


20... 


39.3 


89.4 


39.2 


88.7 


38.4 


38.4 


87.5 


35.3 


34.2 


35.5 


37.7 


40.6 


43.2 


44.1 


43.6 


21 ... 


38.7 


38.8 


38.6 


38.5 


38.0 


37.8 


.37.3 


36.5 


35.1 


35.3 


36.6 


39.6 


42.6 


44.0 


43.8 


22... 


88.8 


88.7 


38.6 


38.6 


37.9 


37.6 


37.4 


34.4$ 


31.6$ 


32.6$ 


36.6$ 


43.4$ 


44.4$ 


46.5$ 


46.6$ 


28... 


86.8$ 


35.1$ 


37.5$ 


38.1$ 


86.6$ 


87.7$ 


4a 5$ 


35.7$ 


34.2$ 


34.5 


36.5 


39.5 


42.5 


43.3 


42.7 


24... 


88.5 


37.6 


37.5 


37.4 


36.7 


37.5 


37.4 


33.6$ 


36.5$ 


37.8$ 


37.3 


38.4 


40.4 


41.7 


42.6 


25... 


88.0 


88.6 


88.5 


38.5 


88.4 


38.7 


37.9 


36.8 


36.4 


35.9 


36.2 


38.5 


41.9 


43.5 


43.3 


26... 


39.4 


39.5 


89.1 


39.0 


38.5 


37.8 


87.9 


36.8 


38.1 


36.7 


38.1 


40.8 


41.7 


42.5 


41.6 


27 .. 


38.2 


39.2 


39.1 


38.5 


.38.6 


38.2 


37.5 


35.6 


34.9 


35.3 


37.5 


40.4 


42.9 


41.6 


40.6 


28... 


38.6 


87.6 


38.5 


38.8 


37.4 


36.6 


37.5 


35.5 


85.2 


37.5 


41.1 


41.6 


41.6 


41.3 


39.9 


29... 


38.8 


38.8 


38.7 


38.4 


37.7 


37.5 


35.9 


34.9 


33.2 


36.4 


40.1 


44.8$ 


45.5$ 


47.4$ 


46.0$ 


ITna. 


38.18 


38.82 


38.52 38.71 

1 


38.07 


38.14 


37.91 


36.21 


35.38 


35.28 


37.23 


39.45 


41.62 


4170 42.57 
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Weather t Fa., January, 1908. (76th meridian time.) 







Hours. 












Extremes. 




Charac- 
ter. 


















ri 






a 
6.8 






Date. 


16 
39.6 


17 


18 


19 


20 


21 


22 


28 


24 


a 


Mftz. 


Min. 


A.M. 

2 


P.M. 
2 


88.6 


87.9 , 87.6 


87.6 


86.7 


87.8 


88.2 


38.4 


88.16 


41.4 


34.6 


1 


40.2 


88.7 


87.9 ' 88.0 


37.4 


86.5 


87.4 


87.8 


88.3 


88.07 


41.2 


34.6 


6.6 


8 


2 


2 


40.2 


89.4 


89.2 , 38.4 


87.9 


87.6 


87.7 


87.8 


88.1 


38.83 


43.5$ 


85.8 


7.7 


8 


2 


8 


40.6 


39.4 


88.7 , 87.9 


88.1 


37.6 


37.5 


87.0 


88.3 


88.76 


41.7 


86.2$ 


6.5 


8 


1 


4 


41.5 


40.6 


38.4 ! 88.4 


87.2 


87.4 


86.3$ 


88.6$ 


88.8$ 


36.56 


44.8$ 


32.6$ 


12.3 


2 


8 


6 


40.2 


89.8 


88.2 88.3 


87.7 


87.6 


88.8 


88.6 


88.3 


38.40 


41.^ 


86.3 


6.5 


8 


1 


6 


42.4 


42.2 


39.9 40.8 


40.6$ 


87.8 


»6.6 


86.5 


86.2 


38.60 


44.6 


35.1$ 


9.4 


1 


2 


7 


40.8 


39.3 


88. 6 38. 2 


88.9 


89.7$ 


38.5$ 


85.6 


86.6 


38.10 


43.6$ 


3a4 


18.2 


2 


4 


8 


42.7^ 


89.1 


89.6 88.6 


38.0 


36.2$ 


86.6 


87.2 


37.8 


38.18 


49.8$ 


81.8$ 


17.6 


5 


8 


9 


42.0 


41.8 


40.6$ 40.6$ 


88.6 


87.5 


87.2 


87.6 


37.6 


38.67 


42.9 


88.8 


9.1 


2 


2 


10 


42.6 


S8.5 


39.7 


38.9 


87.7 


87.6 


37.6 


87.5 


87.6 


38.60 


48.0 


84.7 


8.8 


2 


2 


11 


40.8 


89.8 


88.6 


87.6 


86.6 


88.6 


87.7 


87.7 


87.8 


38.61 


42.8 


36.0$ 


7.8 


2 


2 


12 


40.6 


40.1 


89.2 


88.6 


88.3 


88.2 


88.6 


88.3 


37.8 


88.22 


4a8 


34.2 


6.6 


1 


2 


18 


40.6 


39.6 


39.2 


88.5 


88.8 


37.6 


87.8 


88.0 


88.4 


38.01 


40.8 


33.9 


6.9 


2 


2 


14 


40.6 


39.8 


38.4 


88.0 


87.4 


87.5 


87.6 


88.5 


88.5 


38.82 


40.7 


84.8 


6.9 


2 


2 


16 


40.7 


[89.7] 


88.6 


38.2 


37.9 


37.6 


88.1 


88.2 


87.5 


38.55 


42.4 


84.8 


7.6 


2 


1 


16 


4a3 


89.5 


88.5 


88.2 


38.1 


38.2 


88.8 


38.2 


88.4 


38.82 


40.6 


34.6 


6.1 


1 


1 


17 


89.6 


86.6$ 


88.6 


88.8 


37.7 


37.6 


87.9 


38.6 


38.2 


88.10 


40.9$ 


34.9 


A.0 


8 


1 


18 


89.4 


88.6 


88.4 


88.0 


87.7 


87.7 


87.9 


88.2 


88.6 


38.89 


41.1 


86.0 


6.1 


1 


1 


19 


89.6 


88.7 


38.8 


88.2 


87.9 


87.5 


87.6 


38.0 


88.4 


38.21 


41.8 


84.6 


6.8 


1 


1 


20 


41.6 


40.2 


89.6 


3&8 


38.0 


87.2 


87.2 


84.9$ 


88.6 


38.88 


48.6 


88.5 


lao 


2 


2 


21 


40.8 


88.9 


8&5 


38.1 


87.6 


87.5 


87.6 


87.9 


88.8 


38.50 


48.5 


34.1 


9.4 


1 


1 


22 


[40.6] 


[89.6] 


88.6 


37.6 


87.6 


37.6 


87.5 


87.6 


87.4 


88.00 


42.1 


82.8 


9.3 


2 


1 


28 


40.4 


89.8 


88.7 


38.5 


87.6 


86.5 


36.6$ 


86.7 


38.0 


88.53 


48.0$ 


30.8$ 


12.7 


8 


8 


24 


40.6 


40.1 


88.8 


88.7 


88.8 


87.8 


88.4 


86.9$ 


37.0 


38.32 


42.6 


81.^ 


7.1 


2 


3 


25 


41.4 ! 39.9 


89.4 


89.0 


88.7 


88.5 


38.6 


38.6 


89.0 


39.04 


43.2 


36.2 


7.0 


8 


1 


26 


41.2 , 40.4 


42.8$ 


41.4$ 


38.6$ 


87.1 


88.0 


86.4$ 


88.4 


88.80 


42.6$ 


32,3$ 


10.3 


8 


8 


27 


40.7 


89.2 


88.5 


88.6 


87.6$ 


87.7$ 


36.6$ 


31.5$ 


29.6$ 


87.55 


42.5 


29.6$ 


12.9 


2 


8^ 


28 


42.6 


4J.3 


40.6 


89.2 


37.9 


87.7 


38.4$ 


b 


b 


87.04 


48.0 


26.7$ 


16.8 


4 


3 


29 


48. 2{ 


41. 6( 


39.9 


39.2 


[38.7] 


88.2 


88.2 


38.0 


88.6 




48.4 


•••■•« 






8 


80 


89.8 


38.9 


38.5 


88.6 


L J 

87.6 


88.0 


87.7 


37.8 


38.4 


'88.22' 


40.7 


84.6$ 


'$'.'2 


"s" 


2 


81 


40.86 


39.64 


39.02 


88.69 


88.00 


87.62 


87.72 


87.18 


87.72 


88.37 


42.62 


38.69 


8.98 


2.8 


2:0 


M'ni. 



Weaiher, Va., February, 1908, (76th meridian time.) 



41.5 


40.5 


45.8$ 


41.4 


44.9$ 
42.7$ 


41.9 


48.8 


48.6 


40.9 


43.4$ 


41.4 


40.7 


40.6 


4a5 


48.8 


42.5 


40.5 


48.6 


41.7 


42.5 


46.0$ 


41.0 


41.4 


41.5 


41.0 


89.6 


89.5 


48.6$ 


42.06 



40.87, 39.54 




39.19 38.83 



88.2 


38.4 


38.2 


38.2 


37.7 


35.8$ 


88.5$ 


:i5.6$ 


37.3$ 


36.7$ 


87.5$ 


37.5$ 


37.8 


88.2 


88.5 


37.9 


38.5 


38.2 


38.6 


38.1 


80.9$ 


84.6$ 


85.5$ 


37.4 


39.0 


88.3 


38.6 


38.5 


88.1 


38.8 


37.3 


37.2 


38.5 


38.5 


37.5 


37.4 


38.0 


87.8 


38.4 


38.4 


88.5 


38.8 


35.6$ 


89.3$ 


48.^ 


37.4 


88.3 


36.7 


36.5 


82.4$ 


88.6 


38.6 


88.6 


38.6 


38.6 


39.1 


83. 5$ 34. 7$ 

} 1 


87.72 


37.45 



37.60. 88.11 



88.81 
88.33 
39.31 
38.50 
39.01 
87.89 
38.53 
38.62 
38.70 
38.21 
38.95 
88.81 
38.79 
38.60 
38.55 
38.51 
38.53 
38.67 
39.34 
39.07 
88.91 
39.52 
88.67 
88.40 
38.55 
38.94 
38.74 
38.73 
89.18 



42.6 

41.8 

47. 

42.4) 

46. 4j 

48. 

44. 

43.9 

48.6 

41.2 

45.1$ 

46.7$ 

47.^ 

42.5 

41.9 

44.2 

44.2 

43.5 

44.6 

44.1 

44.2 

48.7$ 

44.0 

42.8 

43.6 

42.5 

44.2 

42.4 

47.5$ 



38.74 44.81 



84 4 


8.2 


2 


2 


34.2 


7.1 


2 


1 


27.9$ 


19.1 


1 


8 


28.5$ 


13.9 


8 


8 


88.4$ 


18.0 


4 


8 


32.5$ 


15.8 


8 


8 


33.4$ 


10.9 


8 


8 


82.4$ 


11.5 


8 


2 


34.8 


9.3 


2 


2 


32.5$ 


8.7 


8 


2 


26.6$ 


18.5 


8 


4 


28.5$ 


18.2 


4 


4 


34.6 


12.7 


4 


1 


35.1 


7.4 


1 


2 


33.6 


8.3 


2 


1 


84.6$ 


8.6 


2 


1 


8L0 


10.2 


1 


1 


88.7 


9.8 


1 


2 


34.6 


10.0 


2 


1 


84.0 


10.1 


1 


1 


34.7 


9.5 


1 


1 


29.8$ 


18.9 


8 


8 


80.0$ 


14.0 


8 


2 


32.9$ 


9.9 


8 


2 


81.7$ 


11.9 


2 


2 


81.7$ 


10.8 


2 


1 


32.9 


11.3 


2 


1 


33.9 


8.5 


2 


2 


27.9$ 


19.6 


2 


8 


82.36 


11.95 


2.8 


2.0 



1 

2 
8 
4 

6 
6 
7 
8 
9 
10 
11 
12 
18 
14 
15 
16 
17 
18 
19 
20 
21 
22 
23 
24 
25 
26 
27 
28 
29 
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BULLETIN OF MOUNT WEATHER OBSERVATORY, 



DecUfuUion, S^+ tabular vahus (mintUea), v>eBt; MofoU 




DeclinaHont 3^ + tabular values (minutes) , west; Mount 
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Weather, Va,, March, 190S. (76th meridian time,) 



Hours. 



16 



17 



44.7 
43. 
40.7 
44. 

41.8 

42.6 

41.6 

41.7^ 

89.8 

40.9 

40.6 

89.4 

89.9 

40.2 

41.6 

40.5 

41.0 

42.1 

44.0 

43.7 

48.2 

41.5 

42.6 

42.3 

48.8 

62.7 

42.1 

42.8; 

42. 

41. 

43. 

42 32 



40.6; 

43.1 

39.6: 

42. 

40.1 

41.9 

41.0 

41. 8( 

89.4 

40.3 

39.9 

88.9 

89.4 

39.5 

41.8 

39.7 

39.6 

40.7$ 

41.4 

43.6 

41.8 

89.7 

40.8 

40.7 

42.8 

40. 

48. 

32. 

40. 

40. 

89.6; 

40.66 



18 



42.' 
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44.8 


415 


416 


44.5 


19... 


45.1$ 


44.2$ 
41.6$ 


39.7$ 39.6$ 


37. K 


36.9$ 


35.7$ 


37.6$ 


35.9$ 


39.0$ 


42.2 


46.6 


47.5 


47.6 


45.9 


20... 


88.6$ 


41.1$ 40.9$ 


40.1$ 


37.^ 


38.2$ 


38.9$ 


38.7$ 


38.8$ 


41.0$ 


42.8 


419 


419 


45.8 


21 ... 


42.2 


40.9 


40. 9 45. 9$ 


41.5$ 


37.6$ 


35.2 


318 


36.9 


38.0 


40.7 


42.3 


42.5 


42.5 


43.8 


22... 


40.9 


40.4 


40.4 


39.6 


39.1 


38.2 


37.5 


86.6 


37.1 


38.0 


40.6 


41.7 


44.8 


416 


44.0 


23... 


40.4 


41.1 


40.4 


39.7 


39.1 


37.8 


36.4 


86.5 


35.5 


37.3 


89.8 


41.6 


48.0 


418 


45.1 


24... 


39.6 


39.9 


40.4 39.5 i 38.3 


36.0 


33.3 


32.1 


32.2$ 


813$ 


40.2$ 


43.4 


44.5 


47.1 


46.2 


26... 


39.5 


39.4 


39.6$ 36.5$ 36.3$ 
41.2$ 38.2$ 40.5$ 


34.5$ 


32.4$ 
82.4$ 


81.8 


38.7 


36.6 


39.6 


48.4 


44.4 


42.6 


42.8 


26... 


40.9$ 


39.6$ 


32.3$ 


32.1 


815 


88.6 


42.5 


45.2$ 


45.4$ 


47.1$ 


46.6$ 


27... 


41.1$ 


40.8$ 


39.4 89.1 37.4 


3.'J.7 


84.0 


35.2 


35.1 


38.3 


40.4 


41.0 


43.2 


48.6 


42.8 


28... 


40. e$ 


41.1$ 


41.7$ 41.1$ 41.0$ 


88.7$ 
39.4$ 


85.4 


816 


35.5 


86.6 


41.4 


43.5 


44.5 


414 


414 


29... 


40.2 


40.8 


40.6 41.7$ 42.5$ 


36.6$ 


35.8$ 


36.4$ 


35.8$ 


41.5$ 


44.4 


46.4 


46.8 


46.2 


80... 


40.4 


40.4 


89.7 


40.1 I 89.8 


88.6 


87.8 


35.7 


86.4 


88.1 


42.8 


43.4 


46.2 


46.4 


46.2 


ITna. 


4a22 


40.60 


40.16 40.24 89.16 

1 


87.81 


36. 10 


35.87 


36. 48 


88.12 


41.07 


48.63 


44.69 


44.49 


4180 
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Weather, Fa., May, 1908, (76th meridian time,) 



16 









Hours 










• 


Extremes. 


17 


18 


19 


20 


21 


22 


23 


24 


Mean 


Max. 


Mln. 







Charao- ! 
ter. 



:Date. 

jA.M.!p.M. 




89.33 



89.09 


48.6$ 
47.^ 


39.66 


89.61 


44.4 


88.99 


44.5 


39.67 


44.6 


89.99 


46.2 


39.62 


48.8 


39.77 


44.4 


40.01 


44.5 


39.39 


46.1 


39.93 


45.6 


40.12 


45.5 


40.41 


52.7$ 


40.62 


48.5 


40.19 


48.8 


89.74 


47.2 


40.11 


46.7 


40.05 


46.6 


89.15 


44.8 


40.88 


47.1 


40.28 


47.4 


38.76 


46.0 


40.82 


48.4 


40.86 


51.4$ 


87.77 


57. 8i 


40.67 


47. 4i 


40.70 


49.4$ 


40.06 


50.0 J 


40.57 


47.8 


41.07 


48.5 


40.33 


48.7$ 


39.92 


47.40 



31.56 



15.84 



8 


8 


4 


8 


8 


8 


8 


8 


3 


3 


8 


1 


2 


2 


8 


1 


2 


2 


2 


5 


8 


8 


8 


8 


8 


8 


8 




1 




2 




3 




2 




8 




1 




8 




1 


3 


8 


8 


4 


8 


8 


5 


4 


2 


8 


8 


8 


8 


3 


3 


8 


8 


8 


3 


2.7 


2.5 



1 

2 

8 

4 

6 

6 

7 

8 

9 

10 

11 

12 

18 

14 

16 

16 

17 

18 

19 

30 

21 

22 

28 

24 

25 

26 

27 

28 

29 

80 

81 

ATns. 



WecUher, Va,, June, 1908, 


(76i\ 


h mer 


idian 

41.3 


time. 


; 




84.7 










41.7 


41.8 


40.6 


40.7 


41.4 


41.2 


41.4 


41.0 


40.18 


44.8 


9.6 


8 


1 


1 


48.5 


42.4 


42.0 


41.6 


41.5 


41.4 


41.0 


40.8 


40.4 


40.82 


45.1 


85.6 


9.6 


2 


1 


2 


45.2$ 


41.6$ 


40.8$ 


41.6$ 


41.8$ 


41.4$ 


40.1$ 


39.7$ 


39.9$ 


40.46 


45.8$ 
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10.4 


8 


8 


8 


42.2 


41.7 


41.4 


40.8 
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40.6 


40.6 


40.7 
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89.40 
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38.^ 


8.9 


8 


2 


4 


41.7 


41.2 


41.1 


40.9 


4i.O 


40 9 


40.7 


4a7 


40.7 


40.28 


42.6 


36.8 


6.7 


2 


2 


5 
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39.7 


39.6 


40.0 


89.8 


88.7 


4a 5 
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40.5 


40.19 


46.6 
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12.9 
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2 


6 


42.6 


40.8 
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UPPER AIR TEMPERATURES FOR APRIL, MAY, AND JUNE. 

By the Aerial Section— W. B. Blaib In charge. 

The mean of the highest altitudes reached daily in these three 
months, 7,607 feet (2,319 meters), is about 1,600 feet (457 meters) 
lower than that for the three months previous, altho the April mean 
is 9,095 feet (2,772 meters). This is due to the much less active air 
currents that prevailed from just before the middle of May until the 
end of June. The average hourly surface wind velocity for April was 
17.9 miles per hour (8.0 meters per second), for May 12.7 miles per 
hour (5.7 meters per second), and for June 10.0 miles per hour (4.6 
meters per second). This is in accord with the variation in pressure 
shown by the station barograph, the mean weekly variation of which 
for the first six weeks of the period under consideration was 0.65 inch 
(16.6 millimeters), while for the second six weeks this mean was 0.36 
inch (9.14 millimeters). 

The decidedly prevailing northwest wind of April gradually gave 

« 

place to more variable southeasterly winds during the months of May 
and June. On more than half the days from May 10 to June 30, inclu- 
sive, an area of high pressure could be found central over the Oulf or 
Atlantic coast States or immediately over Mount Weather. The south 
to southeast winds resulting from this pressure distribution seldom 
exceed 1,000 or 2,000 feet in depth, and are often too light to sustain 
the kites. 

For the latter reason the use of captive balloons was begun late in 
May. Instead of the small rubber balloons used as captives last sum- 
mer, spherical balloons made of varnished cotton cloth and having a 
capacity of 905 cubic feet (25.6 cubic meters) were procured for this 
purpose. During the months of May and June eight ascensions were 
made with these captive balloons, the mean of the highest altitudes 
obtained being 6,436 feet (1,962 meters). On account of the great 
amount of gas required only one balloon was used in each ascension. 

The isothermal charts show at a glance that accompanying the more 
pronounced variation of the pressure and the more active wind circu- 
lation there is a much greater variation in the position from day to 
day of a given isotherm. The somewhat irregular succession of warm 
and of cold periods are not only more pronounced at the earth's sur- 
face but to as great heights above it as successive records have been 

obtained. 
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The lowest temperature recorded during the year ending June 30, 
1908, was — 18.2** P., — 27.9** C. It was found on January 2, 1908, 
at an altitude of 16,917 feet (5,156 meters). Taking the temperature 
of 0^ F., — 17.2° 0., as often as it was recorded during this year, the 
following dates and altitudes are found: 



Dftte. 



Altitada. 



October 8. . 
NoTember 



1907. 



18. 



1906. 



22,000 
16,209 



JanaM72 1 12,297 

Jftnaary 3 i 13,966 

January 16 i 17,979 

January 21 j 18,274 

January 28 11,483 





Altitude. 



1908. 

January 80 

January 31 

February 4. . . . . 
February 17. . . . 
February 22.... 

February 26 

Aprils. 

April 14. 



Feet. 


Meters. 


9,268 


2.826 


12,583 


3,820 


9,760 


2,976 


6,807 
6,612 


\^ 


11,811 


3,600 


6,972 


2,126 


20,097 


6,278 



The variations of these altitudes from their mean, 12,910 feet (3,936 
meters), are at times sharp and in the whole period quite large. The 
temperature in question occurs at lower altitudes in the late winter 
and early spring than at other times. 

The highest flight during the three months, April, May, and June, 
was made on April 14, 1908. The altitude reached in this flight, 
22,650 feet (6,904 meters), is but 460 feet (140 meters) less than in the 
flight of October 3, 1907, and is the second highest so far obtained by 
means of kites. 

The equipment for kite flying at Mount Weather has been consider- 
ably increased during the past year, as has also been the number of 
assistants available. Five men (Messrs. Wood, Sherry, Boss, and 
Marks, besides the writer), are now giving full time to the work of 
getting records and reducing them. The number of kites has been 
increased to 25, and with* the installation of a new kite reel designed 
to carry upward of 50,000 feet (15,000 meters) of wire, the field equip- 
ment will be fairly complete. This reel will be in use some time in 
July. 

Valley substations have been established in both valleys about 1,000 
feet, 306 meters, below Mount Weather. One station, Trapp, is 1^ 
miles (2^ kilometers) to the east; the other, Audley, is 7 miles (11 kil- 
ometers) to the northwest of Mount Weather. It is the purpose of 
these stations to furnish records for comparison with each other and 
with those of Mount Weather. They are at present equipped with 
thermographs and thermometers and with rain-gages. Observations 
are made daily at 8 a. m. The Trapp substation has been in operation 
during June, and from the data Mr. Sherry has worked up the hourly 
temperatures at Trapp, also the hourly differences between Trapp and 
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Mount Weather. The data thus reduced promises to be of consider- 
able interest However, the following table gives only the mean 
hourly temperatures at Mount Weather, and the corresponding differ- 
ences between Mount Weather and Trapp. It shows the greater daily 
range of temperature in the valley. The discussion of other phenom- 
ena, inversions of temperature, eta, will be postponed until further 
data upon them have been accumulated. 

Mean hourly iemperaiurea for Jtme. 



Hour. 


Tmpp. 

^F. «>C. 
64.9 18.3 

64.4 18.0 
63.9 17.7 
63.6 17.6 
63.3 17.4 

64.8 17.9 

65.9 18.8 
68.8 20.2 
70.1 21.2 
72.0 22.2 

73.5 23.1 
74.8 28.8 

1 for the 24 ho 


Moi 
Weal 

OF 

63.6 

63.0 

62.4 

62.1 

61.8 

61.4 

62.0 

63.6 

64.4 

66.5 

68.1 

09.2 

urs.. .. 


mt 
h r. 

17.6 
17.2 
16.9 
16.7 
16.3 
16.3 
16.7 
17.5 
18.0 
19.2 
20.1 
20.7 


1 

Differ- , 
ence. 

Of. °C. ' 

1.8 0.7 

1.4 0.8 . 

1.5 0.8 

1.5 0.8 ! 
2.0 1.1 1 

2.9 1.6 
3.9 2.2 ' 
4.8 2.7 
5.7 8.2 

6.6 3.1 
5.4 8.0 
5.6 8.1 


Hour. 


Tmpp. 

°F. oa 

76.0 24.4 
76.7 24.8 

76.3 24.6 
76.0 24.4 

75.4 24.1 
73.7 23.2 

70.7 21.6 
69.0 20.6 

67.8 19.9 

67.5 19.7 
66.2 19.0 

65.6 18.7 

69.6 20.9 


Mount 
Weather. 


Piffer- 
eDce. 


a. m. 
1 


p. m. 
2.'.'.'...... 


op 

70.9 
71.5 
72.2 
71.8 
71.6 
70.7 
69.1 
67.1 
66.7 
66.0 
65.3 
61.8 

66.4 


21.6 
21.9 
22.8 
23L1 
21.9 
21.5 
20.6 
19.5 
19.8 
18.9 
18.5 
17.9 

19.1 


^F. OC 
5.1 2.8 


2 


6.1 2.8 


3 


8 


4.1 2.3 


4 


4 


4.2 2.8 


5 ^ 


5 


4.0 2.2 


6::::::.:!^ 


6 


8.0 1.7 


7 


7 


1.6 0.9 


8 


8 


1.8 1.0 


9 


9 


1. 1 0. 6 


10 


10 


1.5 0.8 


11 


11 


0.9 0.5 


12 


12 


1.2 0.7 


MeAOfl 




&1 1.7 
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RESULTS OP KITE FLIGHTS. 



Datotnd 
hour. 



1908. 
April 1: 

8:ff2 a. m . 

9:01 a. m . 

1:22 p.m. 

2:06 p. m . 

2:20 p. m . 

2:34 p.m. 

2:56 p. m . 

8:41 p. m . 

4:37 p.m. 

6:65 p. m . 

7:28 p.m. 

8:26 p. m . 

8:50 p. m . 

9:28 p. m . 

9:51 p. m . 
10:25 p.m. 
April 2: 

7:28 a. m . 

7:38 a.m. 

7:47 a. m. 

8:22 a. m . 

8:33 a. m. 

9:38 a. m 
10:03 a.m. 
10:25 a. m . 
10:88 a. m . 

2d flight. 
11:46 a.m. 
11:65 a.m. 
12:04 p.m. 
12:88 p.m. 

1:06 p. m. 

2:10 p.m. 



On Mount Weather, Va., ]^j^ 



Air tem- 
perature. 



OR 
43.8 
43.7 
42.2 
42.0 
42.2 
42.6 
42.4 
42.8 
42.4 
42.4 
41.8 
41.6 
41.4 
41.2 
40.6 
40.2 

46.7 
47.0 
48.0 
48.0 
48.0 
49.6 
60.6 
51.6 
52.0 

54.6 
58.6 
52.2 
54.8 
55.0 
64.0 



6.3 
6.5 
5.7 
6.6 
5.7 
6.9 
5.8 
6.0 
6.8 
5.8 
5.2 
5.8 
6.1 
5.1 
4.8 
4.6 

8.2 

8.8 

8.9 

8.9 

8.9 

9.8 

10.3 

10.8 

11.1 

12.6 
11.9 
11.2 
117 
12.8 
12.2 



S 

OH 



94 

96 

91 

96 

94 

90 

94 

93 

96 

95 

90 

100 

100 

100 

100 

100 

76 
78 
71 
42 
34 
88 
26 
28 
28 

28 
28 
29 
28 
27 
24 



Dir. 



Wind. 



Velocity. 



se. 
He. 

HO. 

He. 
ae. 
se. 
se. 



Miles 
p. A. 
9 
11 
14 
16 
16 
16 
16 



se. 


17 


se. 


18 


se. 


17 


se. 


19 


se. 


22 


se. 


22 


80. 


21 


se. 


24 


nw. 


16 


nw. 


15 


nw. 


14 


nw. 


27 


nw. 


28 


nw. 


80 


nw. 


88 


nw. 


88 


nw. 


36 


nw. 


40 


nw. 


40 


nw. 


88 


w. 


80 


nw. 


89 


nw. 


48 



Mef* 

p. M. 

4.0 
4.9 
6.8 
6.7 
7.2 
6.7 
7.2 
6.7 
7.6 
8.0 
7.6 
8.6 
9.8 
9.8 
9.4 
10.8 

7.2 
6.7 
6.8 
12.1 
12.6 
13.4 
14.8 
17.0 
16.1 

18.3 
18.3 
17.0 

ia4 

17.4 
21.6 



At different heights abore sea. 



Height 



Fbet 

1,T26 

2,617 

8,782 

4,947 

6,608 

9,072 

12,074 

16,808 

17,839 

15,927 

18,246 

8.923 

6,619 

6.476 

3,212 

1.726 

1,725 
2,921 
8,883 
6,162 
6.869 
5,007 
8,944 
2,741 
1,725 

1,725 
2,646 
8,604 
6,564 
7,258 
1,725 



MeterM. 

626 

767 

1,168 

1,608 

2,014 

2,765 

8,680 

4,666 

6,437 

4.854 

4,087 

2,720 

2,017 

1,669 

976 

626 

626 

890 

1.168 

1,673 

1,988 

1,626 

1,202 

886 

626 

626 

806 

1,099 

1,696 

2,212 

626 



Air tem- 
perature. 



4a 3 
89.2 
89.4 
89.0 
87.8 
36.7 
20.3 
19.2 
6.8 
18.6 
20.8 
86.1 
48.9 
49.8 
87.2 
40.2 

46w7 
43.6 
40.6 
85.2 
39.2 
36.8 
88.1 
44.8 
52.0 

64.6 
46.4 
4L4 
32.7 
27.5 
64.0 



°C, 
6.3 
4.0 
4.1 
3.9 
8.8 
2.6 

- 1.6 

- 7.1 
-14.0 

-ia2 

— 6.2 
2.3 
9.4 
9.9 
2.9 
4.6 

8.2 
6.4 
4.8 
1.8 
4.0 
2.4 
8.4 
7.1 
11.1 

J2.6 

8.0 

6.2 

0.4 

-2.5 

12.2 



i 



Wind. 



9 

ja 



S 



Dlr. 



£ 



100 
76 



28 



24 



se. 
ese. 

88W. 
HW. 

sw. 
sw. 
w. 



w. 

W8W. 
SW. 

sw. 

sw. 
s. 



nw. 

w. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 



Velocity. 



Miles 
p. h, 
9 



24 

16 



86 
40 



I 



48 



MeTs 

4.0 



'•■••• 



10.8 
7.2 



16.1 
18.8 



21.6 



April 1, 7^0^.— Nine kites were used; lifting surface, 569 sq. ft. (52.8 sq. m.). 
Wire out. 36.500 ft. (11.125 m.) at the maximum altitude. 

Light rain and light fog prevailed at the beginning. Rain ended 9:06 a. m. 
Dense fog began 9:23 and ended 10:34 a. m. Light rain began 12:26 and ended 
2:31 p. m. Light rain began 6:36 and dense fog began 7:28 p. m. and continued 
during the remainder of the flight. 

Pressure was low over the upper Mississippi Valley and high over Ontario and 
Florida. Precipitation was general over the northern districts. 

April Jf, idO^.— First flight: Three kites were used; lifting surface, 210 sq. ft. 
(19.4 sq. m.). Wire out. 11,000 ft. (3.353 m.) at maximum altitude. 

Second flight: Three kites were used; lifting surface, 145 sq. ft. (13.5 sq. m.). 
Wire out. 11.000 ft. (3.353 m.) at maximum altitude. 

From 7 to 9:30 a. m. the sky was nearly overcast with A.-Gu., moving from the 
west, and from 9:30 a. m. to 2:10 p. m. it was partly oovered with Ci..A.-Cu., and 
occasionally St.-Ou., all moving from the west. A solar halo was observed from 
9:14 to 9:54 a. m. 

Pressure was high over the Missouri Valley and low over Ontario and Quebec. 
Rain occurred In northeastern districts. 
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BULLETIN OF MOUNT WEATHER OBSEBVATOBT. 



BESULTS OF KITE FLIGHTS. 




Date and 
hour. 



1908. 
April 8: 

1:30 p.m. 

1:34 p.m. 

1:48 p.m. 

2:10 p.m. 

8:04 p.m. 

8:48 p.m. 

8:51 p. m . 

4:20 p. m . 

4:68 p. m . 

6:05 p. m . 

6:57 p. m . 

7:07 p.m. 

7:12 p.m. 

7:19 p.m. 
April 4: 

9:84 a. m . 

9:89 a. m . 

9:52 a. m . 
10H)6a. m. 
11:11a.m. 
12:18 p.m. 
12:46 p.m. 

1:00 p.m. 

1:10 p.m. 

1:86 p.m. 

1:44 p.m. 



At dllferent heights above lea. 



Air tem> 
perature. 



OF 
82.6 
81.0 

sa? 

80.7 
82.0 
31.0 
81.0 
80.9 
80.0 
29.0 
28.8 
28.8 
28.6 
28.8 

32.8 
34.0 
33.0 
83.0 
37.0 
89.8 
41.0 
41.6 
41.5 
42.0 
42.6 



0.8 
0.6 
0.7 
0.7 
0.0 
0.6 
0.6 
0.6 
1.1 
1.7 
2.1 
2.1 
1.9 
2.1 

0.4 
1.1 
0.6 

a6 44 

2.8 48 

4.3 88 

5.0 88 

5.8 28 
5.8 ! 28 

6.6 28 

5.8 28 





s 



Dir. 



Wind. 



Velocity 



Air iem> 
peraturei 



it 

48 
43 
43 
39 
48 
89 
89 
40 
42 
45 
68 
58 
68 



52 

46 
50 





JTilw 




P-i: 


nw. 


82 


nw. 


82 


nw. 


26 


nw. 


80 


nw. 


80 


nw. 


80 


nw. 


80 


nw. 


82 


nw. 


80 


nw. 


29 


nw. 


24 


nw. 


24 


nw. 


29 


nw. 


28 


nw. 


80 


nw. 


27 


nw. 


26 


nw. 


28 


nw. 


28 


nw. 


86 


nw. 


24 


nw. 


24 


nw. 


28 


nw. 


24 


nw. 


25 




a 



t 



£ 



Wind. 



Dir. 



63 
52 



• • • • 



28 



nw. 
wnw. 
wnw. 
wnw. 



w. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 



nw. 

wnw. 

wnw. 

nw. 

uw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 



Velocity. 



MUetMefM 

p. h, ' p. $, 



82 



28 
80 



25 



14.8 



• • • • 4 



B • • • • 



12.5 
18.4 



11.2 



April Sf 190S,—¥\ve kites were used; lifting surface, 340 sq. ft. (31.5 sq. m.). 
Wire out, 30,000 ft. (9,144 m.) at the maximum altitude. 

About 7/10 St.-Cu. were visible, moving from the west until 6 p. m. and from 
the west-northwest during the remainder of the flight. The head kite past Into 
rapidly forming clouds at 3:48 and again at 4:58 p. m. 

At 8 a. m. a low was central over New Brunswick and a high over the Gulf 
States. 

April 4, 1908. — Five kites were used; lifting surface, 340 sq. ft. (31.5 sq. m.). 
Wire out, 25,000 ft. (7,620 m.); at maximum altitude, 21,700 ft. (6,614 m.). 

The sky was about half covered with St.-Gu., moving from the northwest, until 
10:45 a. m., when the amount decreased, leaving only a few clouds visible after 
12:30 p. m. 

High pressure, central over eastern Tennessee, covered the eastern half of the 
country. Pressure was low over Nova Scotia. 
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RESULTS OF KITE FLIGHTS. 



Date ftod 
hour. 



1908. 
Aprils: 

7:82 «.m. 

7:46 a. m . 

8:04 a. m . 

8:18 a.m. 

8:42 a.m. 

8:60 a. ro. 
11:66 a.m. 
11:18 a. m. 
11:20 a.m. 
11:80 a.m. 
11:86 a.m. 
April 7: 

4:60 p.m. 

6:22 p. m . 

6:87 p.m. 

6:60 p.m. 

6:07 p.m. 

6:20 p.m. 

7:00 p. m . 

7:12 p.m. 

7:28 p. m . 

7:88 p.m. 

7:48 p. m . 

7US7 p. m . 
Aprils: 

1:24 p. m . 

1:82 p.m. 

1:44 p. m . 

lUS5p.m. 

2K)8p.m. 

2:60 p.m. 

8:20 p.m. 

8:41 p. m . 

8:67 p. m . 

4HWp.m. 

4:18 p. m 



On Mount Weather, Va., J^25ft 



Air tem- 
perature. 



48.2 
48.8 
60.0 
60.0 
60.0 
60.6 
62.2 
62.6 
64.8 
64.0 
64.1 

70.0 
69.5 
68.0 
67.8 
67.0 
66.0 
66.0 
66.7 
66.4 
66.6 
66.8 
66.0 

62.6 
61.8 
61.8 
61.0 
62.8 
66.6 
67.8 
68.8 
71.0 
71.0 
70.8 



9.0 
9.8 
10.0 
10.0 
10.0 
10.3 
11.2 
11.4 
12.4 
12.2 
12.3 

21.1 
20.8 
20.0 
19.9 
19.4 
1&9 
18.9 
18.7 
1&6 
18.6 
18.6 
1819 

16.9 
1&6 
16.8 
16.1 
16.8 
18.6 
19.6 
20.2 
21.7 
21.7 
21. 6 



S 

9 
JA 

t 



74 
67 
68 
71 
70 
67 
56 
64 
54 
64 

88 
36 
86 
86 
39 
41 
40 
41 
41 
42 
41 



87 
90 
93 
94 
90 
82 
76 
69 
56 
64 
64 



Wind. 



Dir. 



nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

bse. 
se. 

SB. 



Velocity. 



se. 
Be. 
se. 
se. 

se. 

BO. 
86. 

Be. 

8W. 
BW. 
BW. 
BW. 
BW. 
BW. 
BW. 
W. 



MUu 
p.h. 
18 
12 
12 
14 
16 
18 
17 
12 
12 
16 
16 

9 
8 
7 
7 
8 
7 
8 
8 
7 
8 
9 
9 

18 
16 
18 
18 
18 
18 
17 
18 
22 
21 
22 



Meft 

p. M. 

6.8 
5.4 
5.4 
6.8 
6.7 
8.0 
7.6 
6.4 
6.4 
7.2 
7.2 

4.0 
8.6 
8.1 
8.1 
8.6 
3.1 
8.6 
8.6 
8.1 
8.6 
4.0 
4.0 

8.0 
6.7 
8.0 
8.0 
8.0 
8.0 
7.6 
8.0 
9.8 
9.4 
9.8 



At different heights ahove sea. 



Height 



1,726 
2,906 
4,174 
6,854 
6,864 
7.571 
7,117 
6,166 
4,466 
2,667 
1,726 

1,725 
8,266 
4,067 
6,140 
7,419 
8,772 
10,766 
8,855 
7,260 
4,961 
8,358 
1,726 

1,726 
2,889 
4,014 
5,288 
6,288 
7,606 
5,978 
4,989 
4,007 
2,820 
1,725 



Meisrg, 
826 
886 

1,272 
1,784 
1,940 
2,806 
2,169 
1,879 
1,858 
818 



626 

WTO 

1,287 
1,567 
2,261 
2,764 
3,278 
2,699 
2,210 
1,612 
1,024 
626 

926 

881 

1,224 

1,696 

1,901 

2,418 

1,822 

1,606 

1,221 

800 

626 



Air tem- 
perature. 



48.2 
42.4 
86.9 
29.6 
42.8 
40.8 
42.1 
86.6 
88.8 
46.9 
64.1 

70.0 
61.1 
67.0 
52.5 
41.9 
89.0 
27.1 
86.3 
42.4 
61.8 
59.7 
66.0 

62.6 
68.1 
58.1 
64.6 
60.9 
46.8 
60.6 
64.7 
69.4 
66.6 
70.8 



9.0 
6.8 
2.9 

- 1.4 
6.0 
4.6 
5.7 
2.6 
8.6 
8.8 

12.8 

21.1 

16.1 

18w9 

11.4 

6.6 

8.9 

-2.7 

2.4 

6.8 

11.0 

16.4 

18.9 

16.9 
17.8 
14.6 
12.6 
10.6 
7.4 
10.8 
12.6 
16.2 
18.6 
21.6 



m 

a 




Dir. 


£ 


nw. 




nw. 




nw. 




nw. 




nw. 




nw. 




nw. 




nw. 




nw. 




nw. 


64 


nw. 


88 


Bae. 




B. 




■• 




BW. 




W. 




w. 




w. 




w. 




BW. 




BW. 




B. 


89 


BO. 


87 


BW. 




W. 




w. 




w. 




w. 




w. 




w. 




w. 




w. 




w. 


64 


w. 



Wind. 



Velocity. 



MiUi 

p,h. 
18 



16 
9 



18 



22 



Mees 

p,». 
6.8 



7.2 
4.0 



• • • • • 



4.0 
8.0 



9.8 



April 6, 190S,^¥iye kites were used; lifting surfaoe, 346 sq. ft. (32 sq. m.). 
Wire out, 14,300 ft. (4,359 m.); at maximum altitude, 8,000 ft. (2,438 m.). 

Partly cloudy to oloudy weather prevailed during the flight. Gloude were 
mostly 8t.-Gu., moving from the northwest. Occasionally from 1/10 to 3/10 01. and 
A.-Ou. could be seen above the 8t.-0u. and moving in the same direction. St.-Ou. 
past frequently under the leading kite between 8:27 and 11:14 a. m. at an altitude 
of about 5,800 ft. ri,768 m.). 

Pressure was high over Kentucky and Florida and low over the lower St. 
Lawrence and north of Lake Superior. 

AprU 7, idO^.— Five kites were used; lifting surface, 351 sq. ft. (32.5 sq. m.). 
Wire out, 15,000 ft. (4,572 m.}; at maximum altitude, 13,000 ft. (3,962 m.). 

From 8/10 to 9/10 01. were visible moving from the west. 

At 8 a. m. a low was central over the lower St. Lawrence Valley and a high over 
Virginia and North Garolina. 

April 8, 190S,^Three kites were used; lifting surface, 145 sq. ft. (13.5 sq. m.). 
Wire out, 15,500 ft. (4,724 m.) at maximum altitude. 

The sky was overcast during the entire flight; 2/10 A.-St. and 8/10 St. at the 
beginning; 4/10 A.-St., 3/10 A.-Ou., and 3/10 St. at 3:41 p. m., and 3/10 A.-St. and 
7/10 St. at 4:15 p. m. 

At 8 a. m. an area of low pressure was central over southeastern Michigan and 
pressure was high over New Brunswick. There were general rains over the cen- 
tral and eastern portions of the country. 
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BESULTfl OF SITE FLiaHTS. 
On HoaBt Wnthcr, Vl, fiSn I *' diaknot li«l(hta aboie Ml. 



April ■: 

l:2B|l.'m. 



GH)3p.n] 
6:tB p. m . 



1:0* p. m. 
April 10: 











































































Jjw. 


IJ 


S'fl 














10 


*it 












nw 


g 


S.S 




■; 


17 






















n 




B-S 




«. 
































































"■ 


4U 







ii: 



SM I <S.O 

Bit I tl.S 10.7 

i,ios I >t!i 



1:np.ni 

April 9, 1908— Flvo kites were used; lining surface, 310 eq. ft. (31.6 sq. m.). 
Wire out, 3U,000 ft. (9,144 m.): at maximum altitude, 39,500 ft. (8,993 m.). 

Prom 2/10 to 7/10 CI. and a.-St. were obaerred moTlng from tbe west. Solar 
bales were observed at 12:1E and 5 p. m. 

At 8 a. m. preesure was bigh over Ohio and Indlaoa. A low of oonslderable 
energy was neutral off tbe Nova Scotia coast and a moderate depreselon was oea- 
tral over North Carolina. 

April 10. 190S. - Two kites were used; lifting aurfaoe, 136 aq. ft. (13.6 sq. m.). 
Wire out, 9,000 ft. (3,7*3 m.) at mailmum altitude. 

Ten St. moving from tbe west were visible until 8:11 a. m. and ION. moving 
from tbe west during the remainder of tbe flight. 

A low waa oentral over Lake Superior and a bf gb over tbe middle Atlantio coast. 
An extensive rain area moving eastward enveloped tbe station during the latter 
part of tbe fllgbt. 

April 11, 1908.— Tna kltee were used: lifting turfaoe, 98 sq. ft. (9.1 sq. m.). 
Wire out, 19,600 ft. (1,116 m.) at tbe maximum altitude. 

About I/IO Bt.-Ou. moving from the northwest was visible during tbe flight. 

A marked depreeslon was oentral north of tbe St. Lawrence at 8a. m., and high 
pressure was central over Nebraska. 



UPPER AIR CONDITIONS. 



255 



RESULTS OF KITE FLIGHTS. 





On Mount Weather, Va., J^ft^ 


At different heights ahoTe sea. 


Date and 
hour. 


Air tem- 
perature. 


i 

26 
26 
26 
26 
27 
21 
21 
20 
20 
20 

68 

46 
46 
82 
84 
27 
25 
82 
29 
84 
40 
40 
64 
56 
60 
60 

100 
100 
100 
100 
100 
100 
100 


Dir. 


Wind. 
Velocltj. 


Height 


Air tem- 
perature. 


i 

43 

io* 

58 

to' 

100 

ioo' 




Wind. 




Dir. 


Velocity. 


190& 
April 18: 
7:24 a.m. 
7:29 a. m . 


64.6 
64.8 
66.2 
6&8 
66.0 
67.0 
68.6 
69.6 
61.0 
6a6 
60.7 

86.4 
43.4 


12.6 
12.7 
12.9 
112 
13.8 
119 
14.7 
16.8 
16.1 
15.9 
16.9 

2.4 

6.3 

7.2 

8.6 

9.9 

11.8 

11.8 

11.7 

12.8 

12.1 

ll.l 

11.1 

9.4 

8.9 

8.8 

8.1 

7.8 
7.8 
7.8 
7.7 
19 
7.8 
13 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

ae. 

se. 
se. 
8e. 
ae. 
se. 
ae. 
ae. 
ae. 
ae. 
se. 
se. 
se. 
se. 
ae. 
se. 

sw. 
a. 

sw. 

s. 

sw. 
s. 
s. 


Miles 
p. h. 
80 
80 
29 
88 
82 
24 
27 
80 
24 
26 
27 

16 
16 
16 
17 
16 
16 
18 
16 
16 
17 
16 
16 
17 
17 
16 
14 

17 
17 
17 
16 
20 
17 
16 


Mofs 

?i"4 
114 
110 
14.8 
14.6 
10.7 
12.1 
114 
10.7 
11.6 
12.1 

7.2 
6.7 
7.2 
7.6 
7.2 
7.2 
10 
7.2 
7.2 
7.6 
17 
17 
7.6 
7.6 
6.7 
18 

7.6 
7.6 
7.6 
7.2 
19 
7.6 
7.2 


1,725 
2,921 
8,968 
6,069 
6,069 
8.198 
6,264 
6.078 
4,102 
2,888 
1.726 

1,726 

2,641 

5,019 

7,862 

9,818 

14,084 

18,727 

22.660 

20,110 

16, 114 

11,437 

9,196 

7,480 

6,206 

2,904 

1,726 

1,725 
2,960 
4,549 
6,917 
7,461 
8,212 
1,726 


Meters. 

626 

890 

1,210 

1,646 

1,660 

2,497 

1,906 

1,546 

1,260 

865 

626 

626 
806 
1,689 
2.396 
2,998 
4,288 
5,708 
6,904 
6,130 
4,912 
8,486 
2,803 
2,280 
1,687 
886 
526 

626 

899 

1,887 

1,804 

2,274 

970 

626 


64.6 
416 
44.6 
45.1 
416 
48.8 
44.1 
410 
416 
61.8 
617 

814 

818 
46.0 
817 
82.7 
18.8 

7.8 
- 7.2 

14 
18.7 
81.8 
849 
40.6 
47.7 
412 
416 

46.0 
62.7 
47.6 
44.4 

816 
64.5 
47.0 


12.6 
9.2 
7.0 
7.8 
14 
18 
17 
11 
7.6 
11.0 
119 

2.4 
2.4 
7.2 
17 
0.4 

— 7.6 
—117 
-21.8 
-119 

— 7.4 

— 14 
1.6 
4.7 
17 
12 
11 

7.8 
11.5 
16 
19 
16 
12.6 
18 


nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

w. 

nw. 

se. 

s. 

s. 

sw. 

w. 

w. 

w. 

w. 

w. 

w. 

wsw. 


Miles 
p. h. 
80 


Mtfs 

p.s, 
114 


7:60 a. m . 






7:68 a. m . 






8:11 a.m. 






8:87 a. m . 






9:09 a.m. 






9:88 a. m . 


1 


9:66 a. m. 






10:06 a. m. 






10:09 a.m. 
April 14: 
7:22 a.m. 
10:\&a.m. 


27 
16 


12.1 
7.2 


11:26a.m., 46.0 






12:26 p.m. 47.4 
1:00p.m.! 49.8 
2:09p.m. 68.2 
2:58p.m. 68.8 
4:02p.m. 610 
4:82 p. m 66.0 
6:05p.m. 63.8 
6:42 p.m., 62.0 
5:58 p.m. 62.0 










:::::: 




wsw 




6:10 p.m. 


49.0 
48.0 
47.0 
46.6 

46.0 
46.0 
46.0 
46.9 
46.6 
46.0 
47.0 


sw. 

8SW. 






6:35 p. m . 







6:62 p.m. 
7:02 D. m 
Aprin6: 
7:18 a.m. 
7:22 a.m. 


a. 
se. 

sw. 

8SW. 

sw. 

88W. 
8SW. 
8SW. 
S. 


» 




14 
17 


18 
7.6 


7:35 a.m. 
7:46 a. m . 







8:09 a. m . 






8:20 a.m. 






9:46 a.m. 


16 


7.2 



April IS, 1908.— Two kites were used; lifting surface, 136 sq. ft. (12.6 sq. m.). 
Wire out, 16,000 ft. (4,572 m.) at the maximum altitude. 

Except for a few upper douds near the horizon the sky was cloudless. 

Pressure was high over North Carolina and over Lake Superior, and low over 
Newfoundland. 

April 14* 1908,-^'Slne kites were used; lifting surface, 623 sq. ft. (57.7 sq. m.). 
Wire out, 37.000 ft. (11,278 m.); at maximum altitude, 35,000 ft. (10,668 m.). 

a. moving from the west were vlsb^^; a few from 6:58 to 10:55 a. m., 3/10 to 
1.22 p. m., 5/10 to 2:53 p. m. and from 6/10 to 8/10 during the remainder of the 
flight. 

A high was central over the north Atlantic coast and low over Manitoba. 

April 16, ISOS.'-Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 14,000 ft. (4,328 m.) ; at maximum altitude, 12,000 ft. (3,658 m.). 

Light rain fell during the entire flight. Fog, light at the beginning, became 
dense at 7:46 a. m., and so continued during the remainder of the flight. 

Pressure was high over eastern North Carolina and low over the lower St. Law- 
rence. Rain was general over the southeastern portion of the country. 

BMWO 18 



256 



BULLETTIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



Dftteand 
hour. 



190& 
April 16: 

7:46 a.m. 

7:M a. m . 

8:02 a. m. 

8:24 a.m. 

8:88 a. m. 

8:43 a. m. 

8:51 a.m. 
Sd flight. 

9:44 a. m . 

9:56 a. m . 
10:17 a.m. 
10:88 a. m . 
11:46 a.m. 
12:18 p.m. 
12:48 p. m. 
12:54 p.m. 

1:08 p.m. 

1:20 p.m. 

1:84 p.m. 
April 17: 

7:24 a. m . 

7:86 a.m. 
11:00 a.m. 
11:17 a.m. 
12:18 p.m. 

2:28 p.m. 

8:16 p.m. 

8:59 p.m. 

4:01 p. m . 



6261 



On Mount Wwtber, Ya., |7«^j^ 



Air tem- 
perature. 



80.6 
81.6 
8L7 
8X0 
82.6 
82.8 
88.8 

86.0 
8S.6 



-0.8 

- a8 

-0.2 
0.0 
0.8 
0.4 
0.7 



s 

9 



& 



64 
66 
62 
68 

68 
88 



Dir. 



Wind. 



Velooitj. 



86.0 


87.2 


89.6 


89.7 


40.8 


41.0 


41.4 


42.8 


44.0 


82.9 


38.0 


42.0 


42.8 


4&0 


47.8 


5ao 


50.0 


60.8 



nw. 
n. 

B. 

nw. 
nw. 
nw. 
n. 

n. 

n. 



1.7 57 
2.0 50 
2.2 , 50 n. 
2.9 48 n. 
4.2 I 42 n. 

4.8 i 45 n. 

4.9 ' 48 ' nw. 



6. . 42 
6.2 44 
6.0 49 
6.7 44 



0.5 

ao 

6.6 

6.7 

7.2 

8.8 

10.0 

10.0 

10.4 



66 
68 

61 
53 
46 
46 
89 
89 
89 



nw. 

n. 
n. 

se. 
se. 
se. 
se. 
0. 

se. 

se. 



MOsi 

p. h. 
tl 
24 
27 
26 
27 
28 
29 

22 
24 
21 
20 
16 
13 
18 
16 
12 
10 
10 

10 
9 
14 
18 
12 
11 
11 
11 
11 



Mtft 

?'. ». 
11 
10.7 
111 
11.2 
111 
116 
18.0 

9.8 
10.7 
9.4 
8.9 
7.2 
6.8 
5.8 
6.7 
6.4 
4.6 
4.6 

4.5 
4.0 
6.8 
6.8 
5.4 
4.9 
4.9 
4.9 
4.9 



At different heights above 



Height. 



FmL 

1,736 

2,774 

8,767 

4,864 

8,868 

2,888 

1.726 

1,725 
8,016 
4,686 
6,711 
7,954 
10,169 
8,208 
6,962 
6,440 
4,890 
1,726 

1,726 
2,625 
5,097 
5,472 
7,220 
7.971 
6,749 
2,664 
1,728 



Bitttn. 

626 

846 

1,145 

1,880 

1,176 

866 

626 



919 
1,898 
1,741 
2,424 
8.100 
2,502 
2,122 
1,668 
1,820 

626 

626 
800 

1,564 
1.666 
2,201 
2,480 
1,752 
812 
526 



Air tem- 
perature. 



OJl 


OG 


80.6 


- 0.8 


86.1 


— 18 


87.4 


10 


41.0 


6.0 


87.8 


12 


26.6 


-10 


88.8 


0.7 



86.0 
26.6 
87.8 
86.8 
80.9 
812 
28.6 
81.8 
86.6 



1.7 
10 
12 
11 
0.6 
0.1 
1.9 
0.4 
2.0 



a 

9 



& 



Wind. 



i 

62 



58 

67 



44.0 


17 


• • • • 

44 


819 


0.6 


66 


28.8 


-1.8 




82.4 


0.2 




818 


1.0 




28.6 


— 1.9 




88.4 


0.8 




88.8 


18 




44.6 


7.0 




50.8 


10.4 


89 



Dir. Velocity. 



p. K 
nw. , 37 
n. 

nne. 
nne. 
nne. 
n. 
n. 



n. 

nne. 
ne. 
nne. 

n. 

nnw. 

n. 

n. 

nne. 

nne. 

n. 

se. 

s. 



29 
22 



10 
10 



wsw. . 

W. 1. 
WBW. . 



se. 



11 



p.t. 
Ill 



110 
9.8 



4.5 
4.6 



4.9 



April 16, 1909.— First flight: Two kites were used; lifting surface, 116 sq. ft. 
(10.8 sq. m.). Wire out, 7,000 ft. (2,134 m.); at maximum altitude, 6,700 ft. 
(2,042 m.). 

Second flight : Five kites were used ; lifting surface, 340 sq. ft. (31 5 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude, 17,000 ft. (5,182 m.). 

At 7 a. m. 6/10 Gi.-St. were observed moving from the west. Cloudiness de- 
creased gradually until 1:30 p. m., at which time the sky was cloudless. 

An extensive area of high pressure central over the upper Lakes overlay dis- 
tricts east of the Bocky Mountains. A low of moderate intensity was over the 
Atlantic east of North Carolina. 

April 17, i^O^.— Six kites were used; lifting surface, 414 sq. ft. (38.3 sq. m.). 
Wire out, 16,000 ft. ^4,877 m.) at maximum altitude. 

A few St. moving from the south were visible until 10:25 a. m. Ci. moving from 
the west were visible during the remainder of the flight, gradually increasing in 
amount to 6/10 at 12:36 p. m., and diminishing to 1/10 at the dose. A halo was 
visible from 1:00 to 3:49 p. m. 

A high was central over the north Atlantic coast and a low over western Ne- 
braska and South Dakota. 
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RESULTS OF KITE FLIGHTS. 





On Mount Weather, Va., J^^^ 


At diilbrent heights above aea. 


Date and 
hoar. 


Air tem- 
perature. 


• 

t 
tx 

79 
76 
77 
78 
77 
80 
84 
92 

68 
61 
61 
09 
64 
46 
41 
42 
49 

68 
61 
48 
47 
46 
47 
26 
16 
19 
19 
80 


Wind. 


Height 


Air tem- 
perature. 


■ 

a 

43 

& 

92" 
68 

49* 
68 


Wind. 




Dir. 


Velocity. 


Dir. 


Yelocitj. 


1908. 
April 18: 
10:47 a. m 
10:08 a. m . 


60.0 
50.2 
51.0 
61.6 
61.4 
61.0 
51.0 
60.4 
49.0 

61.0 
50.8 
61.0 
51.8 
58.8 
56.6 
57.2 
67.9 
67.0 

86.8 
87.6 
87.6 
87.8 
87.6 
88.8 
48.0 
61.0 
62.7 
53.0 
47.0 


OG 
10.0 
10.1 
10.6 
10.8 
10.8 
10.6 
10.6 
10.2 
9.4 

10.6 
10.4 
10.6 
11.0 
12.1 
18.1 
14.0 
14.4 
18.9 

2.7 

8.1 

8.1 

2.9 

8.1 

8.8 

6.1 

10.6 

11.6 

11.7 

8.8 


a. 
a. 

8W. 

a. 
a. 

8. 
8. 
8. 

aw. 

8W. 
HW. 
8W. 
8W. 
8W. 
8W. 
8W. 
8W. 
8W. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 


Miles 
0. A. 
12 
15 
16 
17 
16 
16 
12 
12 
16 

11 
11 
12 
14 
16 
16 
18 
18 
17 

17 
17 
20 
17 
19 
19 
18 
27 
80 
81 
24 


MtPM 

p,t, 
6.4 
6.7 
7.2 
7.6 
6.7 
7.2 
6.4 
6.4 
6.7 

4.9 
4.9 
6.4 
6.8 
7.2 
7.2 
8.0 
8.0 
7.6 

7.6 
7.6 
8.9 
7.6 
8.6 
8.5 
8.0 
12.1 
18.4 

lao 

10.7 


Feet. 
1,726 
2,794 
4,891 
5,408 
7,187 
10,112 
8,687 
6,902 
1,725 

1,725 
2,888 
8,166 
5,062 
6,297 
4,863 
8,460 
8,282 
1,725 

1,725 
2,765 
8,886 
6,511 
6,563 
7.794 
9,063 
7,888 
6,627 
8,926 
1,726 


Metert. 

526 

852 

1,888 

1,647 

2,176 

8,082 

2,648 

2,104 

526 

626 

866 

962 

1,548 

1,919 

1,482 

1,056 

994 

626 

626 
843 
1,169 
1,680 
1,997 
2,876 
2,762 
2,404 
1,715 
1,197 
526 


OR 

60.0 

49.1 

6a6 

41.8 

88.8 

24.6 

28.9 

88.1 

49.0 

61.0 
49.6 
53.6 
47.7 
42.8 
49.5 
64.7 
62.5 
57.0 

86.8 
80.9 
27.0 
21.6 
24.3 
20.7 
21.7 
21.2 
29.1 
89.9 
47.0 


10.0 
9.6 

ia8 

8.2 
8.6 

— 4.1 
-1.7 

0.6 
9.4 

10.6 

9.8 

IZO 

8.7 

6.0 

9.7 

12.6 

11.4 

18.9 

2.7 

— 0.6 
-2.8 

— 6.8 

— 4.8 

— 6.3 
-6.7 
-6.0 

— 1.6 
4.4 
8.8 


8. 

saw. 

W8W. 
W8W. 
W8W. 

W8W. 
W8W. 

SW. 

8W. 

8W. 

W8W. 

W. 

wnw. 

wnw. 

w. 

w. 

w. 

8W. 

nw. 
nw. 


MUe» 
p.h, 
12 


Meft 

p.s. 
6.4 


11:19 a.m. 






11:86 a.m. 






11:51a.m. 






12:15 p.m. 






12:80 p.m. 
12:49 p.m. 

1:03 p.m. 
April 20: 

7iiMa.m. 

7:47 a.m. 










16 
11 


6.7 
4.9 


7:60 a.m. 
8:10 a.m. 






8:24 a.m. 
8:87 a.m. 






8:56 a.m. 
9K>4a.m. 
9:17 a.m. 
April 21: 
7:21a.m. 
7:81 a. m . 




ii' 

17 


"*7.'6 
7.6 


7:49 a. m . 


.... nw. 






8:06 a. m. 


80 


nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 






8:14 a. m. 






8:80 a. m . 






10:17 a.m. 
1:84 p.m. 
2:44 p.m. 
3:03 p.m. 
7:40 p.m. 














24 


10.7 



April 18, 1908.— Five kites were used; lifting surf^e, 346 sq. ft. (32.0 sq. m.). 
Wire out, 16,000 ft. (4,572 m.); at maximum altitude, 14,100 ft. (4,298 m.^. 

The sky was overcast, with St. moving from the west-southwest. Light rain 
fell after 11:20 a. m. The head kite was in olouds from 11:48 to 11:51 a. m. and 
from 12:05 to 12:22 p. m. 

Low pressure was central over Lake Michigan, with a secondary depression over 
the Gulf of St. Lawrence. Pressure was highest off the North Carolina coast. 

AprU 20, 1908.— Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 10,000 ft. (2,048 m.) at maximum altitude. 

The sky was cloudless until 9 a. m. when a few Gi.-St. were visible near the 
horizon. 

Pressure was low over eastern districts with the center of disturbance north of 
Lake Ontario, and relatively high over Minnesota and Colorado. 

AprU 21, 1908,— Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 12,000 ft. (3,658 m.) at the maximum altitude. 

A few St.-Cu. moving from the west were visible until 12.50 p. m. The sky was 
cloudless during the remainder of the flight. 

A low was central over the lower St. Lawrence Valley and a high over Lake 
Michigan. 
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April tt, ISOS.— inve klt«a were used; lifting eurface, 316 Bq. ft. (32.0 eq. m.). 
Wlrs out. IS.OOU ft. (1,572 m.); at mailmani altitude, S.SOO ft. (2,683 m.). 

8/10 Ci.-8i. from the Dorthwaet prevailed from the beginaiDg of the flight until 
6:17 p.m., and 10/10 Ci. from the northwest fron 6:17 p. m. until the end. k solar 
halo woe visible during the entire Bight. 

FresBure waa high over east«m Virginia and low over northern Ulchlgaa. 

AprilSS, 1908.— Two Utee vere used; lifting surtaoe, 169 eq. tt. (17.6 sq. m.). 
Wire out, 6,000 tt. (1,839 m.); at maximum altitude, 4,500 ft. (1,373 m.). 

A Few A.-Gu. were observed at 5 p. m. moving from the weist. After B p. m. 
8t.-Gu. appeared moving from the weet-southweet and Increased rapidly In amount. 
Distant thunder was heard at 6:16 p. m. Light rain began at 6:43 p. m. 

At 8 a. m. low pressure and unsettled weather prevailed generally tbruout the 
ooantry, with the principal center of dlsturbauoe over Boutbeast Wyoming, and 
with seoondaiy ones off the South Carolina (»ast and over the Gulf of St. Law- 
rence. Pressure was relatively high over Dortheost Alabama and north of Lake 
Superior. 

Aprat4, 1908.— Thrm kites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 10,000 feet (3,018 m.) at the maximum altitude. 

Clouds moving from the west were obeervod as follows: 3 Ca.-8t. and 1 Cu. to 
3 p. m.; 1 St.-Cu. to 3:30 p. m.; 1 CI. and a tew St.-Cu. to 4:30 p. m., and 3 d.-Cu. 
and 1 St.-Cu. during the remainder of the flight. 

A high was central over the lower St. Lawrence Valley and a low over Kansas 
and Nebraska. 
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RESULTS OF KITE FLIGHTS. 



Dftteaod 
hour. 



1906. 
April 25: 

7:84 a. m . 

7:45 •. m . 

7:54 a.m. 

8:10 a. m. 

8:18 a.m. 
2d flight: 

1:56 p. m. 

2H)Sp.m. 

2:18 p.m. 

2:86 p.m. 

2:84 p.m. 

2:48 p.m. 

8:08 p. m. 

8H)8pwm. 
April 27: 
11:25 a.m. 
11:86 a.m. 
12:26 p.m. 
12:40 p.m. 
12:50 p.m. 

lKMp.m. 

2KMp.m. 

2:10 p.m. 

2:20 p.m. 

2:80 p.m. 



On Mount Weather, Va., J^^, 



Air tem- 
perature. 



OF. 
60.1 
50.8 
60.0 
50.9 
60.0 

60.8 
60.8 
60.0 
60.0 
6a2 
60.8 
60.1 
60.1 

74.9 
76.0 
76.2 
76.4 
77.2 
77.4 
77.6 
76.8 
77.0 
77.7 



oa 

16l1 
15.4 
15.6 
16.5 
16l6 

15.4 
15.4 
15.6 
15.6 
15.7 
16.0 
15.6 
15.6 

28.8 
28L9 
24.6 
24.7 
26.1 
26.2 
26.8 
24.9 
25.0 
25.4 



a 

43 



i 

92 
00 
89 
00 
80 

90 
90 
80 
88 
88 
86 
89 
89 

67 
58 
66 
54 
68 
52 
54 
68 
52 
54 



Wind. 



Dir. 



ae. 

86. 

se. 
se. 

s. 

8. 

8. 

8. 

8. 

8. 

■W. 

8W. 

8W. 

8W. 

8W. 

8W. 

8W. 

8. 

8. 

8. 

8. 

8. 



Yelodty. 



Milet 

p,h. 
8 
9 
9 
9 
8 

14 
15 
14 
12 
18 
15 
16 
15 

12 
12 
18 
14 
12 
13 
18 
16 
16 
12 



Mtft 

p.i. 
8.6 
4.0 
4.0 
4.0 
8.6 

6.8 
6.7 
6.8 
5.4 
5.8 
6.7 
6.7 
6.7 

5.4 
6.4 
6.8 
6.8 
6.4 
5.8 
5.8 
7.2 
7.2 
5.4 



At dlffbrent heights abOTe 



Height 



FaeL 

1,725 

2,968 

4,821 

5,207 

1,726 

1,725 
2,764 
4,012 
4,945 
5,868 
6,687 
5,166 
1,726 

1,726 
2,764 
4.079 
5,094 
6,487 
7,412 
6,692 
8,965 
2,878 
1,726 



Metvrt. 



909 

1,817 
1,687 



526 
842 
1,228 
1,607 
1,686 
2,088 
1,676 
586 

526 

842 

1,248 

1,568 

1,977 

2,269 

1,785 

1,214 

867 

626 



Air tem- 
perature. 



OF. 

50.1 
6SwO 
60.2 
66.8 

6ao 

69.8 
66.6 
64.1 
50.9 
47.7 
41.4 
45.1 
60.1 

74.9 
70.8 
68.9 
69.0 
62.6 
51.4 
67.6 
64.8 
09. 8 
77.7 



15.1 
17.2 
16l1 
18.8 
15.6 

16.4 

18.1 

12.8 

10.5 

8.7 

5.2 

7.8 

16.6 

88.8 
21.8 
17.7 
15.0 
11.4 
10.8 
14.2 
18.2 
21.0 
26.4 



5 



ja 
t 



Wind. 



Dir. 



& 



88 
00 



57 



• ■ • • 



54 



se. 

8W. 
8W. 
88W. 

se. 

8. 



8W. 
SW. 
SW. 
8W. 
8W. 

bW. 

8. 

saw. 



aw. 

wsw. 

8W. 



8. 
8. 



Yelocitj. 



MUeM 

p.h, 
8 



8 
14 



16 
12 



12 



Mefs 

p. 9. 

8.6 



8.6 
6u8 



6.7 
6.4 



6.4 



Aprii26, i^^.— First flight: Two kites were used; lifting surface, 142 sq. ft' 
(13.1 sq. m.). Wire out, 7,400 ft. (2,256 m.) at the maximum altitude. 

Second flight : Two kites were used; lifting surface, 98 sq. ft. (9.1 sq. m.). Wire 
out, 12,000 ft. (3,657 m.*); at maximum altitude, 11,000 ft. (3,353 m.). 

During both flights tne sky was overcast with St., moving from the southwest. 
Light rain fell from 1:41 to 2:10 p. m., and after 2:60 p. m. Distant thunder was 
heard in the southwest at 1:50 p. m. The head kite was in clouds, except for 
short intervals, after 2:31 p. m. 

Very low pressure, central over Wisconsin, covered the country east of the 
Bocky Mountains. At 8 a. m. nUn was falling firom the Mississippi Valley east- 
ward, and thunder-storms had occurred tbruout the South Atlantic States and 
the upper Mississippi Valley. 

AjprU 27, 1908.^ThTee kites were used; lifting surface, 212 sq. ft. (19.4 sq. m.). 
Wire out, 11,500 ft. (3,505 m.) ; at maximum altitude, 10,200 ft. (8,109 m.). 

The sky was overcast during most of the flight, with about 9/10 upper clouds, 
Gi.-St. prodominating, and 1/10 Cu., all moving from the west. Solar halos were 
observed at intervals from 7:45 a. m. to 12 m. At 12:57 p. m. a detached cloud 
past under the leading kite at an altitude of 6,850 ft. (2,088 m.). 

A low of marked intensi^ was central over Wisconsin and a secondary disturb- 
ance was over Georgia and South Oarollna. Pressure was relatively high over 
the western plateaus and over northeaBtem Canada. Bains and snows occurred 
in the central valleys and the Lake region and heavy showers in the Southeastern 
States. 
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On Mount Weather, Va., f^^ 


At different heifhts above aea. 


Data and 
hoar. 


Alrtem- 
peratare. 


• 

a 

9 

t 
& 

68 
67 
66 
65 
60 
60 
54 
64 
54 

45 
46 
45 
44 

47 

84 
82 
80 
86 
86 
90 
94 
96 
96 
97 


Dir. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
w. 

w. 
w. 
w. 

w. 
nw. 

se. 

86. 

se. 

86. 

86. 

86. 

86. 

86 

86. 

86. 


Wind. 
Velodtj. 


Height. 


Air tem- 
perature. 

i 

OF, OC 
50.4 10.2 

46.6 8.1 
48.2 9.0 
88.8 1.0 
24.8 - 4.0 

22.2 —6.0 

18.7 - 7.4 
23.0 —5.0 
41.0 5.0 
59.0 15.0 

52.4 11.8 

46.4 8.0 

40.3 4.6 

46.8 8.2 
65.0 1X8 

54.5 12.5 

50.4 10.2 
46.0 7.8 
39.7 : 4.3 
88.3 8.6 
39. 7 4. 3 

40.6 ' 4.8 

43.9 6.6 
49.3 1 9.6 
52.0 11. 1 


• 

a 


43 

t 

"54" 

45 

• « • ■ 

■ « • • 

• • • • 

47 

84 

.... 

- • • • 

■ • ■ • 
• • • • 

. . . . 
97 




Wind. 




Dir. 


Velodtj. 


1906. 
April 28: 
7:26 a.m. 
7:85 a. m. 


OF. 

50.4 
50.4 
02.4 
58.4 
54.0 
56.3 
66.5 
68.4 
50.0 
59.0 

62.4 
62.5 
63.8 
64.0 
65.0 

54.5 
54.0 
58.6 
53.2 
53.0 
52.3 
52,0 
52.0 
51.8 
52.0 


OC 

ia2 

10.2 
1L8 
11.9 
12.2 
12.9 
18.6 
14.7 
15.0 
16.0 

11.8 
11.4 
12.1 
12.2 
12.8 

12.6 
12.2 
12.0 
11.8 
11.7 
11.8 
11.1 
11.1 
11.0 
11.1 


p.h. 
17 
18 
16 
14 
12 
18 
12 
14 
14 
15 

13 
13 
16 
12 
12 

18 
13 
12 
12 
12 
12 
11 
10 
11 
11 


Meet 

p.s. 
7.6 
8.0 
7.2 
6.3 
5.4 
5.8 
5.4 
6.8 
6.8 
6.7 

6.8 
5.8 
6.7 
5.4 
6.4 

5.8 
5.8 
6.4 
6.4 
5.4 
5.4 
4.9 
4.5 
4.9 
4.9 


FbeL 

1,725 

2,622 

8,874 

7,032 

9,186 

10,750 

18,198 

10,146 

5,178 

1.725 

1,726 
2,706 
8,627 
2,498 
1.726 

1,725 
2,766 
8,390 
4,955 
6,5.'i5 
5,292 
4,265 
3,604 
2,7a5 
1,725 


Meiers. 

526 
799 
1.181 
2,148 
2,800 
8,277 
4,028 
8,092 
1,577 
026 

626 
825 
1,075 
761 
526 

626 

953 

1,083 

1,510 

1.998 

1,618 

1,800 

1,099 

834 

526 


nw. 
nw. 

8W. 
8W. 
■W. 
8W. 
8W. 
8W. 

■w. 
w. 

w. 
w. 
w. 
w. 
nw. 

86. 

•e. 
•e. 
aae. 

a. 

8. 

aae. 

86. 
86. 
86. 


MUes 

0.A. 
17 


M4fS 

p.*. 

7.6 


8:88 a. m. 






8:56 a. m. 






9:09 a.in. 






9:27 a. m . 
9:51 a.m. 






10:26 a. m. 
10:86 a. m. 






10:48 a. m. 
April 29: 

7:55 a. m. 

8:10 a. m. 


10 
IS 


8.7 

0.6 


8:60 a.m. 






9:86 a.m. 
9:56 a. m 
April 30: 
1:46 p.m. 
1:52 p.m. 


18 


* "oii 

ft.6 


1:57 p. m. 






2:07 p. m . 






2:12 p.m. 
2:22 p.m. 






2:36 p.m. 






2:41 p. m . 






2:64 p.m. 






2:68 p.m. 


11 


4.9 



April i8, 1908.'-Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 19,900 ft. (6,066 m.) at the maximum altitude. 

2/10 Ci., gradually diminishing to a few, were visible moving from the west until 
8:12 a. m. From 1/10 to 3/10 St.-Cu., moving from the southwest, were visible 
thruout the flight. 

Lows were central over Connecticut and northern Michigan and a high over the 
lower St. Lawrence Valley. 

April 29, i^^.— Three icites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 4,000 ft. (1,219 m.); at maximum altitude, 3,500 ft. (1,067 m.). 

A few Cu. moving from the northwest were observed during the flight. 

Pressure was high over Ck>lorado and low over the lower St. Lawrence. 

April SO, 1908.— Two kites were used; lifting surface, 136 sq. ft. (12.6 sq. m.). 
Wire out, 7,500 ft. (2,286 m.) at maximum altitude. 

Rain prevailed thruout the flight During the ascent the clouds were moving 
from the south, and the leading kite entered the doud base at an altitude of about 
5,000 ft. (1,524 m.). Later the clouds were moving from the southeast and were 
somewhat lower. The leading kite emerged from the clouds in the descent at an 
altitude of about 2,700 ft. (823 m.). Light fog began at 3:07 p. m. 

At 8 a. m. an energetic low was central over western North Oarollna and high 
pressure prevailed over the western districts. Bains were general in Gulf and 
South Atlantic States and rain and snows in the Ohio Valley. 
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Dftteand 
hour. 



1908. 

Mar 1: 

l:&p.in. 

1:87 p.m. 

1:49 p.m. 



P- 
P- 
p. 
p. 
P- 
p. 



m. 
m. 
m. 
m. 
m. 
m. 
m. 



2:03 
2:26 
2:65 
8:08 
8:28 
8:85 
8:46 p. 
May 2: 
7:06 a.m. 
7:20 
7:81 
8:01 
8:20 
8:46 
8:57 
9:82 



a.m. 

a.m. 

a. m. 

a.m. 

a.m. 

a.m. 

a.m. 
10:16 a.m. 
10:40 a.m. 
10:49 a.m. 
11:17 a.m. 
11:25 a.m. 
11:83 a.m. 



On Mount Weather, Va., j^^j^ 



Air tem- 
perature. 



OF. 

45.8 
45.7 
46.0 
45.8 
47.8 
46.0 
47.0 
47.0 
47.0 
48.6 

46.0 
46.2 
47.8 
48.7 
49.7 
50.8 
51.2 
54.1 
57.0 
67.0 
57.0 
55.9 
56.0 
55.0 



oe. 

7.7 
7.6 
7.8 
7.4 
8.6 
7.8 
8.8 
8.8 
8.8 
9.2 

7.8 

7.9 

8.8 

9.8 

9.8 

10.4 

10.7 

12.8 

18.9 

13.9 

18.9 

18.8 

18.3 

12.8 



■ 




Wind. 


S5 






^ 








Dlr. 


Velo 




MiU* 


ti 


nw. 


p,h, 
24 


88 


nw. 


24 


40 


nw. 


23 


88 


nw. 


24 


89 


nw. 


80 


40 


nw. 


20 


80 


nw. 


25 


41 


nw. 


26 


40 


nw. 


21 


89 


nw. 


20 


64 


BW. 


10 


63 


8W. 


10 


67 


8W. 


15 


55 


8W. 


15 


58 


8W. 


20 


51 


HW. 


16 


51 


8W. 


22 


62 


8W. 


18 


46 


8W. 


11 


46 


8W. 


14 


46 


se. 


18 


49 


8JV. 


17 


48 


86. 


14 


47 


8W. 


19 



JfePs 

p, s. 

10.7 

10.7 

10.8 

10.7 

18.4 

8.9 

11.2 

11.6 

9.4 

8.9 

4.5 
4.6 
6.7 
6.7 
8.9 
8.0 
9.8 
5.8 
4.9 
6.8 
6.8 
7.6 
6.3 
8.5 



At different heights aboTe aea. 



Height 



FseL 
1,725 
2,686 
8,222 

7|oe9 

5.029 
8,674 
2,778 
1.725 

1.725 
8,028 
4.477 
6,617 
8,141 
8,688 
10,300 
10,587 
9,260 
7,494 
6,687 
4,251 
8,073 
1,726 



Meters. 

626 

819 

982 

1,810 

1,635 

2,152 

1,688 

1,120 

845 

526 

626 

921 

1,365 

2,017 

2.481 

2,647 

3,139 

8,212 

2,828 

2.284 

2,088 

1,296 

937 

526 



Air tem- 
perature. 



OF. 

45.8 
89.0 
35.2 
25.7 
18.6 
9.5 
19.8 
25.7 
88.1 
48.6 

46.0 
42.6 
86.9 
28.8 
21.6 
16.5 
7.7 
9.3 
13.1 
23.8 
27.6 
89.0 
48.7 
66.0 



7.7 
3.9 
.1.8 
-8-6 
-7.6 
1—12.6 

— 6.8 

— 8.5 
3.4 
9.2 

7.8 
5.9 
2.7 

- 1.8 
-5.8 

- 8.6 
-13.6 
-12.6 
-10.5 
-5ul 
-2.5 

8.9 

9.3 

12.8 



a 

p 

,d 



84 



89 
64 

• • • 1 
■ a • I 

• • • 4 






47 



Wind. 



Dlr. 



nw. 

w. 

w. 

w. 

w. 



w. 

w. 
nw. 

8W. 

w. 

wnw, 
wnw. 
wnw. 
wnw. 
wnw. 
wnw. 

W8W. 

wiw. 

W8W. 

88W. 

88W- 

■w. 



Velodtj. 



MUe* 
p.h, 
24 



20 
10 



19 



MeCt 

p. s, 

10.7 



8.9 
4.6 



8.5 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



Ma7 4: 
























1 
1 




6:08 p.m. 40.0 


4.4 


100 


nne. 


5 


2.2 


1,725 


526 


40.0 


4.4 


100 


nne. 


5 1 


2.2 


6:11 p.m. 


40.0 


4.4 


100 


n. 


5 


2.2 


4,411 


1,344 


49.6 


9.8 


• ■ a 


w. 


1 




6:28 p. m . 


40.0 


4.4 


100 n. 


6 


2.7 


1,725 


526 


40.0 


4.4 


100 


n. 


6 


2.7 



May It 1908. — Four kites were used; lifting surface, 200 sq. ft. (18.6 sq. m.). 
Wire out, 12,000 ft. (3,668 m.); at maximum altitude, 10,000 ft. (3,048 m.). 

From 6/10 to 9/10 St.-Cu. were visible moving from the west. 

A low was central over the lower St. Lawrence Valley and a high over the Gulf 
States. 

May i, 1908.— "FoMT kites were used; lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 22,000 ft. (6,706 m.); at maximum altitude, 20,300 ft. (6,187 m.). 

A few St.-Ou. moving from the west-southwest were visible until 9 a. m. Small 
amounts of Ol.-St. and Cl.-Cu. were present from 8:20 until 10 a. m. when they 
gave place to A.-Cu. that disappeared by 11 a. m. St.-Ou. Increased from 4/10 at 
10:30 to 7/10 at 11:20 a. m., and gave way to St. before the end of the night. 
Clouds were moving from the west except where noted. 

Low pressure was central over Lake Huron and high pressure over western 
Florida. 

May 4, 1908, — One baUoon was used; capacity, 905 cu. ft. (25.6 cu. m.). Wire 
out, 2.780 ft. (847 m.). 

Light rain and dense fog prevailed. 

Pressure was high over the Lake region and low over Oklahoma and Kansas. 
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Date and 
hoar. 



1908. 
]Ut5: 

4:19 p. m . 

4:29 pw m . 

4:89 p.m. 

4:48 p. m . 

6:40 p.m. 

6:49 p. m . 

6:68 pwm. 
Mayll: 

9:16 a.m. 

9:44 a. m . 

9:55 a. m. 
10:94 a.m. 
11:68 a.m. 
12:25 p.m. 

1:24 p.m. 



On Mount Weather, Va., ^j^f^ 



Air I 
perature. 



48.0 
4S.0 
48.0 
48.0 
4SL0 
48.0 
48.0 

40.8 
40.8 
41.0 
41.0 
42.0 
42.5 
48.6 



6.1 
6ul 
6.1 
6.1 
6.1 
6.1 
6.1 



8 

s 

S 



i, 

88 
91 
91 
91 
91 
91 



4.6 |100 
4.6 100 
6.0 100 
5.0 100 



5.6 
5.8 
6.4 



100 
100 
100 



Dir. 



Wind. 



Velodtj. 



se. 
se. 
se. 
se. 
se. 
se. 

se. 
se. 
se. 
se. 
se. 
se. 
se. 



MUes 

p. h, 
11 
15 
15 
18 
11 
6 
6 

10 
12 
11 
9 
16 
16 
16 



Mefs 

p. a. 

4.9 
6.7 
6.7 
5.8 
4.9 
2.7 
2.7 

4.5 
6.4 
4.9 
4.0 
7.2 
7.2 
7.2 



At different heights abore sea. 



Hei^t. 



Airtem- 
peratare. 



FUi. 

1.726 

2,687 

8,129 

8,866 

8,264 

2,727 

1,725 

1,725 
2,988 
4,849 
4,887 
8,772 
2,898 
1,725 



626 
819 
954 
1,178 
995 
881 
526 

626 

909 

1,826 

1,490 

1,150 

888 

526 



48.0 
41.0 
87.8 
89.4 
89.4 
39.4 
48.0 

40.8 
42.8 
45.9 
44.0 
46.6 
45.8 
48.6 



6.1 
6.0 
8.2 
4.1 
4.1 
4.1 
6.1 

4.6 

5.7 
7.7 
6.7 
8.1 
7.4 
6.4 



t 



I 



Wind. 



91 
100 



100 



Dir. 

1 


Velocity. 


1 
( 

se. 
. se. 
. se. 
. se. 
. se. 

se. 

se. 

. se. 

■ sse. 

. sse. 
se. 


MtUt 


Meft 

4.9 


















6 
10 


2.7 
4.5 


















16 


7.2 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



Mar 7: 
5:29 p.m. 
5:84 p.m. 


48.7 
49.0 
48.8 
48.0 


9.8 
9.4 
9.8 

8.9 


100 
100 


nw. 
n. 


6 

5 

6 

18 


2.2 
2.2 
2.7 

5.8 


1,725 
4,729 
8,888 
1,725 


526 
1,442 
1,088 

526 


48.7 
48.9 
47.7 
48. 


9.8 
9.4 
8.7 
8.9 


100 

• • ■ a 
■ ■ • ■ 

100 


nw. 
wsw. 


6 


2.3 


5:43 p.m. 


100 nw. 


wsw. 






6:42 a.m. 


100 


nw. 


nw. 


18 


5.8 



May 6, 1908,^T^mo kites were used; lifting surface, 142 sq. ft. (13.1 sq. m.). 
Wire out, 5,600 ft. (l,676.m.) at the maximum altitude. 

The sky was covered with St. moving from the southeast until 5:40 p. m. and 
with N. thereafter. Light rain fell from 5:40 p. m. until the end of the flight. 

A high was central over southern Manitoba and a low over Oklahoma. 

May 6, 1908.— Two kites were used; lifting surface, 136 sq, ft. (12.6 sq. m.). 
Wire out, 7,500 ft. (2,286 m.) at maximum altitude. 

Light rain and dense fog prevailed during the entire flight. 

Pressure was high over Maine and low over the lower Mississippi. Rain was 
general over the eastern half of the country. 

May 7, 1908,--0ne balloon was used; capacity, 905 cu. ft. (25.6 cu. m.). Wire 
out, 7,000 ft. (2,184 m.). 

Dense fog prevailed. 

At 8 a. m. an extensive and energetic area of low pressure was central over 
Indiana. Pressure was high over New Brunswick. Rains were quite general east 
of the Mississippi. 
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RESULTS OF KITE FLIGHTS. 



Dftte and 
hour. 



1908. 
UmjS: 

l:(Mi».m. 

1:19 p.m. 

1:87 p. m. 

1:51 p.m. 

2:16 p.m. 

8:29 p.m. 

4:08 p.m. 

4:84 p.m. 

6:00 p.m. 

6:16 p.m. 

6:26 p.m. 

6:40 p.m. 

6:46 p.m. 

6:66 p.m. 

6:07 p. m 

6:18 p.m. 
May 9: 

7:8iBa.m. 

7:46 «. m. 

8:06 a. m. 

8:19 a.m. 

8:67 a. m . 

•:22 a. m . 

9:47 a.m. 
10:11 a. m. 
10:89 a.m. 
10:46 a. m. 
10:66 a.m. 
11:80 a.m. 
11:48 a.m. 
11:64 a.m. 
11:69 a.m. 



On Mount Weather, Ya.,^^^ 



Air tem- 
perature. 



66.1 
66.0 
66.0 
66.4 
64.0 
64.0 
66.0 
68.2 
68.0 
63.6 
68.1 
61.7 
49.0 
48.1 
47.7 
48.0 

48w9 
44.0 
46.0 
46.2 
47.7 
48.7 
40.0 
49.0 
48.7 
48.8 
47.8 
47.7 
47.8 
47.2 
47.0 



18.4 

18.8 

18.8 

18.6 

12.2 

12.2 

18.8 

11.8 

11.7 

11.4 

11.2 

10.9 

9.4 

8.9 

8.7 

8.9 

6.6 
6.7 
7.2 
7.8 
8.7 
9.8 
9.4 
9.4 
9.8 
9.1 
8.8 
8.7 
8.5 
8.4 
8.8 



S 

3 

t 



wind. 



46 
46 
44 
48 
49 
60 
62 
66 
66 
66 
64 
72 
77 
86 
86 

80 
84 
79 
82 
78 
86 
67 
74 
70 
72 
78 
70 
71 
78 
78 



Dir. 



w. 
w. 
w. 
w. 
w. 



w. 

w. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

w. 

w. 

w. 

w. 

nw. 

nw. 

nw. 



Velocity. 



Mile* 
t>.A. 
18 
20 
19 
19 
20 
21 
16 
14 
12 
12 
12 
18 
16 
19 
14 
14 

16 
21 
16 
24 
29 
28 
28 
26 
19 
18 
20 
20 
18 
17 
16 



MeCs 

p. a. 
8.0 
8.9 
8.5 
8.5 
8.9 
9.4 
6.7 
6.8 
6.4 
5.4 
6.4 
8.0 
7.2 
8.5 
6.8 
6.8 

7.2 

9.8 

7.2 

10.7 

18.0 

12. A 

10.8 

11.6 

8.6 

8.0 

8.9 

8.9 

8.0 

7.6 

7.2 



At diiftrent heigfata aboTO 



Height 



1,726 
2,822 
8,794 
4,462 
6,784 
7,447 
8,626 
10,497 
12,082 
8,978 
7,681 
6^068 
4,692 
8,868 
2,866 
1,726 

1,726 
8,010 
4,818 
5,718 
6,606 
9,590 
9,864 
10,900 
9,106 
8,622 
7,060 
4,702 
4,058 
2,685 
1,725 



M9ien, 

526 
860 
1,166 
1,860 
2,068 
2,270 
2,699 
8,200 
8,668 
2,786 
2,811 
1,845 
1,480 
1,176 
870 
026 

626 

918 

1,816 

1,748 

2,018 

2,911 

8,006 

8,825 

2,776 

2,628 

2,162 

1,488 

1,287 

879 

526 



Air tem- 
perature. 



56.1 
51.8 
84.2 
42.1 
29.8 
26.6 
21.6 
17.8 
10.8 
16.7 
23.4 
28.6 
85.2 
87.9 
41.7 
48.0 

48.9 
88.7 
82.5 
8a4 
28,4 
14.5 
21.9 
16.7 
26.4 
20.6 
26.6 
8a6 
83.4 
88.5 
47.0 



18.4 

11.0 

8.0 

6.6 

— 1.6 

— 8.0 

— 6.8 

— 7.9 
-<11.8 

— 8.6 

— 4.8 

— 1.9 
1.8 
8.8 

— 5.4 
8.9 

6.6 
8.7 

a8 

— a9 

-2.0 

— 9.7 

— 6.6 

— 8.6 

— 8.1 

— 6.4 

— 3.0 

— 0.8 
0.8 
8.6 
8.8 



a 

9 



Wind. 



2 



• • • 



86 
80 



78 



Dir. 



w. 

aw. 

aw. 

aw. 

aw. 

8W. 



waw. 

W8W. 

wsw. 

8W. 
8W. 
8W. 
8W. 

W. 

nw. 

nw. 

wnw. 

wnw, 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

wnw. 

wnw. 

nw. 



Velocity. 



MUe» 
p.h. 
18 



14 
16 



16 



Meft 

p.*. 
8.0 



6.8 
7.2 



7.2 



May 8, 1908.Slx kites were used; lifting surface, 414 sq. ft. (38.8 sq. m.). 
Wire out, 21,500 ft. (6,553 m.); at the maximum altitude 18,000 ft. (6,486 m.). 

Clouds moving from the west were visible as follows: 4/10 Gi. and 6/10 St.-Gu. 
until 1:37 p. m., 2/10 Ci. and 6/10 St.-Gu. until 2:16 p. m., 8/10 St.-Gu. until 3:29 
p. m., 1/10 Gi. and 3/10 St.-Gu. until 4:34 p. m., 9/10 St.-Gu. until 6:36 p. m., and 
10 N. during the remainder of the flight. Light rain fell after 5:36 p. m. 

A low was central over the lower Lakes and a high over eastern North Dakota 
and western Minnesota. 

May 9, IBOS.^Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 20,000 ft. (6,096 m.); at maximum altitude, 19,200 ft. (6,862 m.). 

Until 8:15 a. m. the sky was covered, and until 9:25 a. m. partly covered with 
St.-Gu. and St. moving from the northwest. Just before 9 a. m. 2/10 A.-Gu., also 
from the northwest, were observed. After 9:30 a. m. the sky was practically 
overcast with St.-Gu., moving from the northwest until about 11 a. m., and from 
the west-northwest thereafter. Light rain began at 12:05 p. m. The head kite 
was hidden by clouds from 8:06 to 8K)8 a. m., and from 9:26 to 11:30 a. m. 

Low pressure was central over Maine and high pressure over the Missouri Biver 
Valley. 
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BULLETIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



On Mount WMther.Va., ff^af^^ 



Date and 
hour. 



Alriem- 
perstare. 



1908. 
Maj 11: 

9:18 a. m. 

9:20 a.m. 

9:87 a. m . 
10:16 a. m . 
10:89 a.m. 
11:28 a.m. 
12:17 p.m. 

1:09 p.m. 

1:19 p.m. 

1:80 p.m. 
Maj 12: . 

7:40 a. m . 

7:46 a. m . I 

7:67 a. m. 

8:06 a. m . 

8:88 a.m. 

9:16 a.m. 

9:42 a.m. 
10:00 a.m. 
10:18 a.m. 
10:25 a.m. 
10:87 a. m 
10:41a.m. 
Mar 18: 

7:85 a. m . 

7:46 a. m. 

9:07 a.m. 

9:16 a. m. 

9:21 a.m. 



OF. 
62.5 
62.8 
64.0 
67.0 
67.0 
70.8 
72.2 
74.0 
74.0 
74.0 

71.2 
71.5 
71.9 
71.8 
71.8 
71.9 
78.8 
74.0 
74.0 
76.0 
76.0 
75.6 

68.4 
69.6 
72.0 
71.7 
71.4 



16.9 
17.1 
17.8 
19.4 
19.4 
21.6 
22.8 
28.8 
28.8 
28.8 

21.8 
21.9 
22.2 
22.1 
22.1 
22.2 
28.2 
28.8 
23.8 
28.9 
24.4 
24.2 

20.2 
20.8 
22.2 
22.1 
21.9 



a . 





Wind. 



^ I Dlr. ! Velocitj. 



I 



K 

40 
40 
89 
42 
42 
86 
88 
84 
84 
34 

87 
88 
89 
40 
41 
41 
41 
40 
40 
40 
40 
40 

61 
60 
57 
58 
54 



nw. 

nw. 

w. 

w. 

w. 

8W. 

aw. 
w. 

8W. 

8W. 
8W. 
HW. 
HW. 
8W. 
8W. 
8W. 
8W. 
8W. 
8W. 
■W. 
8W. 



p.h. 
22 
21 
90 
20 
16 
12 
14 
11 
11 
18 

19 
18 
19 
19 
16 
16 
17 
18 
19 
16 
19 
18 



nw. 


10 


nw. 


11 


nw. 


11 


nw. 


8 


nw. 


8 



M$fs 

p,t, 
9.8 
9.4 
8.9 
8.9 
7.2 
6.4 
6.8 
4.9 
4.9 
5.8 

8.6 
8.0 
8.5 
8.5 
7.2 
7.2 
7.6 
6.8 
8.6 
6.7 
8.5 
8.0 

4.5 
4.9 
4.9 
3.6 
8.6 



At dlfllBnnt beighti aboTe 



Height 



Air tern- 
peratnre. 



FheL 
1,725 
2,766 
8,567 
5,119 
6,978 
9,506 
11,868 
9,726 
5,467 
1,725 

1,725 
2,890 
8,997 
5,190 
7,240 
8,105 
7,463 
5,738 
4,486 
8,514 
2,646 
1,725 

1,725 
2,782 
3,681 
2,859 
1,725 



Melert. 

526 

848 

1,067 

1,560 

2,127 

2,898 

8,617 

2,964 

1,666 

526 

626 

881 

1,218 

1,582 

2,207 

2,471 

2,275 

1,748 

1,867 

1,071 

806 

526 

526 
848 
1.122 
872 
526 



62.5 
60.4 
61.0 
54.5 
«.9 
80.0 
28.0 
80.9 
51.8 
74.0 

71.2 
66.2 
50.0 
51.4 
40.1 
41.9 
42.4 
49.1 
54.0 
62.6 
68.0 
75.6 

68.4 

67.6 
63.8 
66.9 
71.4 



16.9 
15.8 
16.1 
12.5 
6.6 

- 1.1 

— 5.0 
1—0.6 

10.7 
2a8 

21.8 

19.0 

16.0 

10.8 

4.5 

5.5 

5.8 

9.5 

12.2 

17.0 

20.0 

24.2 

20.2 
19.7 
17.4 
19.4 
21.9 



a 



.a 
& 



40 



Wind. 



84 

87 



Dir. 


Veiooity. 


w. 

:: 


MiUi Mefs 

p.h, • P.M. 

22 9.6 

1 


wnw. 




wnw. 




wnw. 




wnw. 




w. 
w. 

8W. 

PW. 
8W. 
8W. 
8W. 


"ii" "'5.8 

19 6.5 







40 
61 



64 



W8W. 

W. 

W. 

W8W. 

W8W. 

W8W. 

SW. 

»W. 

nw. 

wnw. 

wnw. 

wnw. 

nw. 



18 
10 



8.0 
4.5 



8 



8.6 



May lit IBOS.'^'Fiye kites were used; lifting surface, 340 sq. ft. (31.5 sq. m.). 
Wire out, 20,100 ft. (6,126 m.) at maximum altitude. 

Clouds were high Gi. moying from the west-northwest, and increased gradually 
in amount from a few at the beginning to 5/10 at the end of the flight. A solar 
halo was observed at 1:30 p. m. 

Pressure was high oyer North Carolina and low over Kansas. 

May 12, idO<9.— Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 18,000 ft. (5,486 m.) at maximum altitude. 

About 1/10 A.-Cu. moving from the west was visible until 8:30 a. m., and 1/10 
St.-Cu. from the west thereafter. From 8:30 to 10:00 a. m. the upper kite was con- 
cealed by haze which was present from 8:25 a. m. to the end of the flight. 

A low was central over northern Michigan and a high over Florida. 

May IS, ISOS.^Three kites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 5,300 ft. (1,615 m.); at maximum altitude, 3,700 ft. (1,128 m.). 

8/10 Ci.-St. moving from the west-northwest and a small standing St.-Cu. cloud 
over Loudoun Valley were observed at the beginning. The St.-Cu. had disap- 
peared and the Ci.-St. diminished to a few at the end of the flight. 

Pressure was high over the Southeastern States and low over northern Texas. 



UPPER AIR CONDITIONS. 
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RESULTS OF KITE FLIGHTS. 



Dsteand 
hour. 



On Mount Weitther, Va., f^j^ 



Air tern- 
persinre. 



1906. 
Ma/ 14: 

7:16 a. m. 

7:21 a.m. 

7:40 a. m . 

8K)0a.m. 

8:16 a. m. 

S:88a. m. 

9:10 a.m., 

9:22 a. m.i 

9:80 a.m. 

9:39 a.m. 

9:50 a. m. | 
Mar IS: i 

7:27 a. m . 

8:21 a.m. 

9:16 a. m.i 
Ma/ 16: 

1:08 p.m. 

1:60 p.m. 

3:32 p. m . 
May 18: 

7:37 a. m . 

7:64 a.m. 

8:18 a.m. 

9:89 a.m. 

9:42 a.m. 

9:44 a. m . 

9:47 a. m . 



68.1 
68.7 
69.0 
70.6 
71.0 
71.8 
74.8 
76.6 
75.8 
75.8 
76.2 

46.0 
46.0 
46.0 

56.0 
68.2 
61.0 

68.0 
6a8 
64.0 
66.8 
66.8 
66.0 
66.7 



ao.1 

20.4 
20.6 
21.4 
21.7 
21.8 
28.6 
34.2 
24.8 
24.3 
216 

7.8 
7.8 
7.8 

18.8 
14.6 
16.1 

17.2 
17.7 
17.8 
19.1 
19.1 
18.9 
18.7 



i 

43 



Wind. 



Dir. 



i 

68 
61 
61 
68 
68 
67 
54 
50 
48 
47 
45 

100 
100 e. 
100 e. 



sw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

w, 

w. 

e. 



94 
89 
88 

68 
68 



86. 

se. 

86. 

ne. 
n6. 



63 6. 

64 86. 

64 ■ 86. 



64 
64 



86. 

■e. 



Velocity. 



p. h. 
16 
16 
16 
16 
14 
18 
18 
12 
12 
11 
12 

12 
14 
12 

11 

10 

8 

11 
12 
14 
13 
13 
14 
14 



MeCt 

p.: 
6.7 
6.7 
7.2 
7.2 
6.8 
6.8 
6.8 
6.4 
5.4 
4.9 
6.4 

6.4 
6.8 
6.4 

4.9 
4.6 
8.6 

4.9 
6.4 
6.8 
6.8 
5.8 
6.3 
6.8 



At diffisrent heighu above lea. 



Height 



1,725 
2,804 
4,067 
6,048 
7,880 
8,741 
7,906 
6,162 
6,186 
3,143 
1,725 

1,725 
2,867 
1.725 

1,726 
2,710 
1,726 

1.726 
2,802 
2,925 
8,565 
3,077 
2,6'«9 
1,725 



Meters. 

626 
855 

1,237 
1,848 
2,284 
2,664 
2,4i0 
1,878 
1,684 
958 
626 

626 
871 
626 

626 
826 
626 

626 
854 
892 
1,087 
938 
789 
526 



Air tem- 
perature. 





.a 
t 



Wind. 



Dir. 



68.1 
68.9 
68.0 
62.9 
49.8 
44.1 
47.1 
619 
66.1 
69.8 
76.2 

46.0 
49.6 
46.0 

56.0 
65.1 
61.0 

63.0 
57.7 
60.1 
58.3 
61.6 

6ai 

66.7 



°G 

20.1 

20.5 

17.2 

11.6 

9.6 

6.7 

8.4 

11.6 

18.4 

20.7 

24.6 



k 



46 



7.8 100 

9.7 I... 

7.8 100 

13.3 i 94 

Xo. 4 I • . . < 

16.1 88 



17.2 
14.3 
15.6 
14.6 
16.4 
15.6 
18.7 



68 



64 



8W. 

W. 

W. 

W. 

W. 

irsir. 
Wkir. 
w. 
w. 

W8W. 

w. 

e. 
ae. 

6. 

86. 

88ir. 

86. 

ne. 

ene. 

ene. 

ene. 

ene. 

ene. 

H6. 



Velodtj 



MiUa\ 

p. h. ' 
16 



• • • • • 



12 
12 
12 
11 
*8 
11 



14 



Mefs 

p. », 

6u7 



6.4 
6.4 

> • • • 

6.4 
4.9 
3.'6 
4.9 



6.3 



May 14, 1908. — Three kites were used; lifting surface, 210 sq. ft. (19.4 sq, m.) 
Wire out, 15,000 ft. (4,572 m.); at maximum altitude, 14,000 ft. (4, 267 m.). 

At 7 a. m. 9/10 St.-Gu. were observed moying from the west. These had disap- 
peared by 9 a.m., and from that time to the end of the flight the sky was from 
2/10 to 4/10 covered by Ci.-Cu. moving from the west-southwest and A.-Gu. moving 
from the west. 

Pressure was high off the Northern Carolina coast and low over Nebraska. 

May 16, IQOS.—Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out, 4,900 ft, (1,944 m.) ; at maximum altitude, 3,000 ft. ^914 m.). 

Dense fog prevailed during the entire flight. Light rain began at 8:36 a. m. 
and continued until the close of the flight. 

A high was central over New England and southeastern Canada and a low over 
southern Virginia and North Carolina. 

May 16, 190S,^One kite was used; lifting surface, 121 sq. ft. (11.2 sq. m.). Wire 
out, 2,600 ft. (792 m.); at the maximum altitude, 2,300 ft. (701 m.). 

Light fog was present until 1:20 p. m. About 8/10 low St. moving from the 
south-southeast was visible during the flight; and 1/10 Ci.-Cu. moving from the 
west was observed at intervals after 1:55 p.m. The kite was in low clouds, except 
at intervals, from 1:13 to 3:20 p.m. 

At 8 a. m. prossuro was high from eastern North Carolina northward along the 
coast, and was relatively low over Lake Superior. 

May 18, 1908,— Four kites were used; lifting surface, 278 sq.ft. (26.7 sq.m.). 
Wire out, 8,250 ft. (2,616 m.); at maximum altitude, 6,800 ft. (1,920 m.). 

The sky was from 6/10 to 9/10 covered by Ci.-St. and Cl.-Cu. moving from the 
west. A solar halo was visible from 7:54 a. m. to 9:18 a. m. 

Pressure was low over eastern Iowa, and high over Florida and Quebec. 
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BULLETIN OF MOUNT W£ATH£B OBSEBVATOBY. 



BESULT8 OF KITE FLIGHTS. 



On M<mnt Weather, Va., ^If^f^ 



Date and 
hoar. 



Air tem- 
perature. 



1908. 
Ma/ 19. o F. 
1,21 p.m.i 68.0 
l:S8p.m.' 61.6 
1:41 p.m.' 61.9 
1:46 p. m. 61.9 



17.2 
16.4 
16.6 
16.6 



a 





i 

100 
100 
100 
100 



wind. 
Dir. Veloelty. 



ee. 
•e. 

■e. 
se. 



p. A. 
14 

, 10 
I 10 



Mef* 

p. », 

6.8 
4.9 
4.6 
4.6 



At diflferent height! aboTe 



Height 



Air tem- 
perature. 



a 

9 



F^^ 


1 
Meiers. 


OF. 


OC 


1,725 


626 


63.0 


17.2 


2,912 


888 


67.2 


14.0 


8,786 


1,189 


6S.4 


13.0 . 


1,725 


826 


61.9 


16.6 



Wind. 





Dir. 


Velodtj. 


* 

100 

■ • • ■ 


' se. 
' «e. 


MiUi 

p. h, 

14 


Mefg 


100 


10 


4.0 



BESULTS OF CAPTIVE BALLOON ASCENSION. 



Mar 20. 
4:0i6 p. m 
4:16 p. m . 
4:80 p. m . 
4:40 p. m . 
4:60 p. m . 
6:04 p. m . 
6:10 p.m. 




20.1 
30.6 
20.4 
20.2 
20.2 
20.0 
20.0 



80 
75 
78 
76 
76 
76 
76 



ne. 
e. 



ne. 



e. 
e. 



6 
6 
6 
6 
6 
6 
6 



2.7 
2.7 
2.7 
2.7 
2.7 
2.2 
2.2 



1,726 
6,688 
6,804 
8,980 
8,?64 
2,668 
1,726 



626 

2,088 

1,617 

1,218 

995 

783 

628 



68.1 
61.8 
68.8 
66.8 
60.2 
68.0 
68.0 



20.1 
10.7 
12.1 
18.8 
16.1 
17.2 
20.0 



80 



76 



ne. 
o 
o 
o 

oe. 



6 



t,7 



2.S 



BESULTS OF KITE FLIGHTS. 



Mar 21. 
11:00 a.m. 
11:19 a.m. 


61.6 
61.8 
62.0 
62.0 
62.4 
62.4 
62.4 


16.4 
16.6 
16.7 
16.7 
16.9 
16.9 
16.9 


100 
100 
100 
100 
100 
100 
100 


■ 

se. 

e. 

e. 

e. 

se. 

se. 

se. 


18 
18 
18 
17 
20 
20 
20 


8.0 
8.0 
8.0 
7.6 
8.9 
8.9 
8.9 


1,726 
2,889 
4,284 
6,664 
4,029 
2,477 
1,725 


626 

881 

1,806 

1,728 

1,228 

765 

6Z6 


61.6 
68.6 
68.8 
61.1 
66.1 
69.4 
62.4 


16.4 
14.8 
12.1 

ia6 

13.4 
15.2 
16.9 


100 

• • • ■ 

ioo* 


se. 

e. 

eee. 

eae. 

e. 

e. 

se. 


18 


8.0 


12:08 p. m . 
12:42 p.m. 

1:06 p.m. 

1:42 p.m. 

1:45 p.m. 














20 


8.9 



May 19, 1908. — One kite was used; lifting eurfaoe, 68 sq. ft. (6.3 sq. m.). 
Wire out, 3,500 ft. (1,067 m.) at the maximum altitude. 

Dense fog, aocompnnied by light rains prevailed thruout the flight. 

A high was central over the New England coast and a low over New England. 

May to, 19tf8,— One balloon was used; capacity, 905 ou. ft. (25.6 cu. m.). Wire 
out. 5,000 ft. (1,676 m.). 

3/10 A. -St. and 7/10 Cu. were observed at the beginning. The lower clouds, 
moving from the northeast, had gradually decreased to 2/10 Cu. and the higher 
•clouds, with no apparent motion, had increased to 8/10 A. -St. by the end of the 
flight. 

A low of considerable magnitude was central over South Dakota, and a sec- 
ondary depression was central over North Carolina. 

Pressure was relatively high ofif the coast of New England. Bain occurred dar- 
ing the preceding twenty-four hours over the eastern portion of the country. 

May 21, i^*^.— Three kites were used; lifting surface, 142 sq. ft. (13.2 sq. m.). 
Wire out, 10,000 ft. (3,048 m.) at maximum altitude. 

Dense fog prevailed until 12;27 p. m., and light fog to the end of the flight. 
Light rain occurred from 11:43 a. m. to 11:54 a. m. and from 1:22 p. m. to 1:57 p. m. 

Pressure was high over the Gulf of St. Lawrence, and a trough of low pressure 
extended from Montana to Texas, with a secondary disturbance over the GaroUnas. 
Bains fell in Atlantic coast States. 
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RESULTS OF KITE FLIGHTS. 





On Mount Weather, Va.. ^^5^ 


At diiferent heighta above sea. 


Date and 
hour. 


Airtem- 


a 

3 
43 

78 
77 


Wind. 


TT^-K« Alrtem- 


a 

XI 

& 


Wind. 




peratiiie. 


Dir. 

8. 

8. 

•e. 


Velocity. 


ueignt. 


peratttre. 


Dir. 


Velocity. 


190& 
May 22. 

1:82 p.m. 
2:17 p. m. 
2:87 p. m. 


72.8 
73.0 
72.9 


22.4 
22.8 
22.7 


MUet 

'■\ 

7 
9 


Meft 

p.*, 
8.6 
8.1 
4.0 


1,726 
2,954 
1,725 


Melert. 
526 
900 
628 


<*F. 
72.8 
68.2 
72.9 


22.4 
19.0 


f. 


8. 
8. 

8e. 


MU€4 

p. h, 

8 


M€fs 

p.M. 

8.6 


22.7 


77 


9 


4.0 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



May 28. 




1:31p.m. 


76l4 


1:87 p. m. 


76l6 


1:48 p.m. 


75.7 


2:08 p.m. 


75.8 


2:12 p. m 


74.8 


2:18 p.m. 


76.0 



24.1 
24.2 
24.3 
24.1 
28L8 
24.4 



66 


nw. 


64 


nw. 


68 


nw. 


62 


nw. 


65 


nw. 


70 


nw. 



4 
7 
5 
6 
6 
6 



1.8 


1,725 


626 


76.4 


8.1 


6,914 


1,808 


67.2 


2.2 


4,888 


1,822 


60.8 


17 


3.837 


1,017 


66.8 


2.7 


2,518 


768 


71.6 


2.7 


1.726 


626 


76.0 



24.1 
14.0 
15.7 
18.6 
22.0 
214 



66 



70 



nw. 
nnw. 
nnw. I 
nnw.' 

n. 
nw. 




2.7 



RESULTS OF KITE FLIGHTS. 



May 20: 
8:87 p. m . 
8:58 p.m. 
4:21 p. m . 
4:80 p. m . 
5:43 p.m. 
6:14 p.m. 
6:19 p.m. 



76.5 
77.5 
75.7 
75.0 
712 
71.8 
71.6 



24.7 
26.8 
24.8 
23.9 
218 
211 
21.9 



74 
69 
80 
80 
80 
82 
82 



ae. 

86. 

ae. 

86. 
8. 
86. 
86. 



8 

10 
8 
8 

10 

8 

10 



8.6 
4.6 
3.6 
8.6 
4.6 
8.6 
4.5 



1,726 
2,766 
8,492 
4,207 
4»196 
2,874 
1,725 



848 

1,064 

1,282 

1,279 

876 

626 



78.5 
719 
67.5 
617 
66.6 
68.5 
71.6 



24.7 
217 
19.7 
17.6 
19.2 
20.8 
21.9 



74 



82 



86. 



86. 
86. 
86. 



8 



10 



16 



4.6 



May JSf, 7dO^.— One kite was used; lifting sarfaoe, 121 sq. ft. (11.2 sq. m.). 
Wire out, 2,000 ft. (610 m.); at maximum altitude, 1,600 ft. (467 m.). 

Aboutr 1/10 A.-Cu. moving from the west, and 3/10 St. and Cu. from tlie south 
were irlsible during the flight. 

A liigh was central over Nova Sootia and a low over the Red River of the North 
Valley. 

May 23^ 1908.^0ne balloon was used; oapadty, 906 ou. ft. (26.G cu. m.). Wire 
out, 6,000 ft. (1,829 m.). 

Cl.-St. and 1/10 or less Cu., moving from the north-northwest, nearly covered 
the sky during the flight. 

High pressure was central east of New England, and pressure was relatively 
low north of Lake Ontario. 

May 25, 1908. ^Three kites were used; lifting surface, 257 sq. ft. (23.8 sq. m.). 
Wire out, 9,600 ft. (2,926 m.); at maximum altitude, 3,900 ft. (1,189 m.). 

About 4/10 Cu. were observed at the beginning of the flight, moving from the 
southeast. These had increased to 8/10 by 4:30 p. m., after which time they di- 
minished gradually to a few. A. St. appeared about 6 p. m, moving from the 
southwest, and increased to about 4/10. The leading kite entered a large Cu. at 
4:21 p. m., the base of the cloud being at an altitude of 3,492 ft. (1,064 m.). 

Pressure was high over New England and low over the upper Mississippi Valley. 
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BULLETIN OF MOUNT W£ATH£R OB8EBVATORT. 



BE8ULT8 OF KITE FLIGHTS. 



Dateud 
hoar. 



19W. 
Mar 26: 

6:oB a. m . 

7K)8a.in. 

7:42 a. m . 

9:17 a. m. 

9:90 a. m . 

9:84 a.m. 
2d flight 

1:06 p. m. 

2K)2p.m. 

2:12 pi m . 

2:26 p.m. 

2:88 p. m . 

2:44 p.m. 
Mar 27: 

7:25 a. m . 

7:86 a.m. 

7:46 a. m . 

8:06 a. m . 

8:S7 a. m . 

9:68 a.m. 
10:06 a.m. 
10:13 a.m. 
10:17 a.m. 
10:20 a.m.' 



On Mount Weather, Ya., f^f^. 



Air tem- 


perature. 


o/l 


OG 


72.0 


22.2 


72.0 


212 


78.2 


22.9 


76.9 


24.4 


76.6 


24.2 


76.7 


24.8 


77.1 


25.1 


78.0 


28l6 


78.8 


26.0 


7a 


21.1 


09.0 


20.6 


6&6 


18.7 



70.0 
69.7 
69.8 
70.4 
72.0 
7a 8 
76.0 
74.8 
74.6 
74.8 



21.1 
20.9 
21.0 
21.8 
22.2 
28.2 
28.9 
28.6 
28.6 
28.8 



9 



Wind. 



2 Dlr. Velocity. 



i 



74 
74 
74 

67 
67 
66 
79 
76 
92 

75 
76 
78 
76 
78 
70 
70 
72 
71 
70 





Milet 




p. h. 


■w. 


10 


8W. 


n 


nw. 


12 


B. 


4 


8W. 


6 


•W. 


6 


8. 


12 


8. 


12 


8W. 


14 


DW. 


21 


nw. 


17 


aw. 


18 


nw. 


14 


nw. 


14 


nw. 


18 


nw. 


18 


w. 


9 


w. 


9 


w. 


10 


nw. 


10 


nw. 


10 


w. 


10 



p.s. 
4.6 

4.9 
6.4 
1.8 
2.2 
2.2 

6.4 
6.4 
6.8 
9.4 
7.6 
8.0 

6.8 
6.8 
6.8 
6.8 
4.0 
4.0 
4.6 
4.6 
4.6 
4.6 



At different heighta aboTe 



Heiglat 



FheL 

1,725 

8,024 

4,817 

8»707 

8,860 

1,726 

1.725 
2,978 
4,025 
6,219 
2,768 
1,726 

1,726 
2,768 
8,864 
4,189 
6,062 
6,987 
5,102 
8,465 
2,662 
1,725 



Meiers. 

026 

922 

1,468 

1,180 

1,024 



626 
906 
1,227 
1,001 
842 
626 

626 

842 

1,022 

1.277 

1,540 

1,825 

1,666 

1,056 

781 

626 



Air tem- 
perature. 



72.0 
68.0 
61.5 
66.9 
68.0 
76.7 

77.1 
70.7 
66.8 
67.2 
66.2 
65.6 

70.0 
68.0 
66.9 
64.0 
62.6 
67.6 
61.8 
66.4 
70.2 
74.8 



22.2 
20.0 
16.4 
19.4 
20.0 
24.8 

25.1 
21.5 
18.5 
14.0 
19.0 
18.7 

21.1 
20.0 
19.4 
17.8 
17.0 
14.2 
16.8 
19.1 
21.2 
28.8 



a 



Wind. 



Dlr. 



t 



74 
67 



92 

76 



70 



8W. 

waw. 
w. 

W8W, 



8W. 



8. 



8. 
W. 
W. 
8W. 

nw. 

wnw. 

nw. 

nw. 

wnw. 

w. 

wnw. 

wnw. 

wnw. 

w. 



Velocity. 



MUf 

p, k. 
10 



12 



• • • • ■ 



18 
14 



10 



Mefs 

p.*. 
4.6 



2.2 
6.4 



8.0 
6.8 



4.6 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



May 28: 






























5:18 p.m. 


78.2 


25.7 


64 


a. 


7 


8.1 


1,726 


526 


78.2 


25.7 


64 


8. 


7 


8.1 


5:17 p.m. 


78.0 


25.6 


64 


8. 


7 


8.1 


4,507 


1,874 


67.1 


19.5 


■ • • • 


a. 






6:25 p. m . 


77.6 


26.8 


57 


8. 


5 


2.2 


1,725 


626 


77.6 


25.8 


67 


8. 


.* 


2.2 



May f6, idO^.— First flight: Three kites were ased ; lifting surface, 210 sq. ft. 
(19.4 sq. m.). Wire out, 7,400 ft. (2,256 m.); at maximum altitude, 5,600 ft. 
(1,676 m.) 

A few St. Cu., moving from the west, were visible during the flight. 

Second flight: Two kites were used; lifting surface, 142 sq. ft. (13.1 sq. m.). Wire 
out, 5,500 ft. (1,676 m^; at maximum altitude, 5,000 ft. (1,524 m.). 

From 7/10 to 10/10 Cu. and Cu. N., moving from the south and southwest, were 
visible during the flight. A thunder-storm past near the station, and light rain 
fell after 2:40 p. m. At a height of 1,200 m. the kite past into the storm clouds. 

A low was over Manitoba and a high over the coast of North Carolina. 

May S7, J90S.—FiYe kites were used; lifting surface, 340 sq. ft. (31.5 sq. m.). 
Wire out, 10,000 ft. (3,292 m.); at maximum altitude, 8,000 ft. (2,438 m.). 

About 4/10 Ci.-Cu. and 2/10 A. -St., moving from the west, were observed from 
the beginning to 9:06 a. m., and 6/10 Cl.-St. from the west from 9:06 a. m. to the 
end of the flight. 

Pressure was low over Maine and relatively high over Tennessee. 

May £8, 1908. — One captive balloon was used; capacity, 905 cu. ft. (25.6 cu. m.). 
Wire out, 6,500 ft. (1,981 m.). 

Ci.-St., moving from the west-southwest, and Cu., moving from the south, partly 
covered the sky. 

Pressure was low over the Eastern States and high over New Brunswick. 



UPPEB AIB CONDITIONS, 
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BESULTS OP KITE FLIGHTS. 



Date aod 
hour. 



1908. 
May 29: 

1:15 p.m. 

1:36 p.m. 

4:60 p.m. 

6:08 p. m . 

5:15 p.m. 

6:18 p.m. 
May 30: 

9:0i2 a.m. 

9:18 a.m. 
10:62 a.m. 
11:80 a.m. 
11:36 a.m. 
June 1: 

7:40 a.m. 

7:44 a. m . 

8:04 a.m. 

8:10 a.m. 

8:90 a. m . 

8:56 a. m 

9:80 a.m. 

9:66 a.m. 
10:86 a. m . 
11:03 a.m. 
11:16 a.m. 
11:85 a.m. 
11:47 a.m. 
11:65 a. m . 
Juoe 2: 

7:48 a.m. 
10:28 a. m . 
10:48 a.m. 
11:19 a.m. 
11:60 a.m. 
12:00 m... 
12:04 p^m. 



On Moant Weather, Va., l^j^f^^ 



Air tem- 
perature. 



78.4 
74.7 
72.4 
72.2 
72.7 
72.7 

65.8 
66.2 
70.0 
71.0 
71.0 

58.0 
58.8 
&&5 
60.0 
67.8 
67.0 
68.0 
58.0 
58.8 
59.0 
68.4 
69.0 
69.0 
68.0 

65.0 
61.8 
68.0 
64.0 
65.5 
66.0 
67.0 



28.0 
2&7 
22.4 
22.3 
22.6 
22.6 

18.6 
19.0 
21.1 
2L1 
21.7 

14.4 
14.6 



S 

9 

I 



78 
82 
81 
80 
80 

98 
96 
86 
88 
84 

88 
88 



14.7 77 

16.0 78 

14.1 80 
ISLO 77 
14.4 , 72 
14.4 I 69 
14.6 ! 64 



16.0 
14.7 
15.0 
16.0 
144 

12.8 
16.6 
17.2 
17.8 
18.6 
1&9 
19.4 



68 
64 
66 
68 
62 

69 
62 
62 
56 
49 
60 
60 



Wind. 



Dlr. 



Be. 
se. 
He. 
se. 
Be. 
se. 

nw. 
nw. 
nw. 
uw. 
n«r. 

nw. 
nw. 
nw, 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 



Velocity. 



MiUs 

p. A. 

10 

8 

9 

8 

10 

10 

12 
10 
12 
12 
12 

14 
16 
17 
17 
16 
17 
26 
36 
84 
29 
28 
27 
25 
28 

12 
13 
12 
12 
12 
12 
12 



p. *. 

4.6 
8.6 
4.0 
8.6 
4.6 
4.6 

5.4 
4.5 
6.4 
5.4 
6.4 

6.8 

7.2 

7.6 

7.6 

7.2 

7.6 

11.2 

16.6 

16.2 

18.0 

12.5 

12.1 

11.2 

10.3 

6.4 
6.8 
6.4 
5.4 
6.4 
6.4 
6.4 



At diiftrent heights aboTe 



Height 



FM. 

1,725 

2,808 

4,466 

8,279 

2,612 

1,725 

1,725 
2,592 
3,980 
2,678 
1,725 

1,725 

2,988 

4,272 

4,920 

6,645 

7,486 

10,887 

12,416 

10,298 

7,939 

6,027 

4,259 

3,148 

1,726 

1,725 
2,880 
4,263 
6,481 
4,650 
2,996 
1,725 



Meters, 
526 
703 
1,361 
1,000 
706 
626 

628 
790 
1,198 
784 
626 

626 

909 

1,802 

1,600 

1,721 

2,266 

3,318 

8,784 

1,187 

2,420 

1,837 

1,298 

958 

626 

626 

726 

1,296 

1,655 

1,417 

913 

526 



Air tem- 
perature. 



op 

78.4 
70.7 
61.7 
66.1 
68.0 
72.7 

68.8 
64.0 
66.6 
66.8 
71.0 

68.0 
61.8 
47.1 
48.7 
89.4 
46.9 
82.9 
23.9 
84.9 
42.8 
47.6 
42.8 
49.1 
68.0 

6S.0 

oas 

64.6 
49.1 
68.2 
68.1 
67.0 



28.0 
21.6 
16.6 
18.8 
20.0 
22.6 

18.6 
18.0 
19.2 
18.6 
2L7 

14.4 

11.0 

8.4 

6.6 

4.1 

7.7 

0.6 

- 4.6 

1.6 

6.7 

8.6 

6.0 

9.6 

14.4 

12.8 
16.7 
12.6 
9.6 
11.8 
14.6 
19.4 



9 



i 

77 



80 



84 
88 



69 



60 



Wind. 



Dlr. 



se. 
se. 
se. 
se. 
se. 
se. 

nw. 

nnw. 

ne. 

nnw. 

nw. 

nw. 

nw. 

nw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

wnw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nw. 

nne. 

nnei 

n. 

nw. 

nw. 



Velocity. 



MUesiiMs 
p. h. I p. s. 



10 



10 
12 



12 
14 



20 
12 



12 



4.6 



4.6 
6.4 



6.4 
6.8 



10.8 
6.4 



6.4 



May t9, 1908, — Four kites were used; lifting surface, 283 sq. ft. (26.2 sq. m.). 
Wire out, 9,000 ft. (2,743 m.); at maximum altitude, 6,000 ft. (1,524 m.). 

About 8/10 clouds were visible, oonsisting of 01., moving from the southwest and 
St. and St.-Ou. from the southeast. 

At 8 a. m. a high was central over Bhode Island and a low over northern Iowa. 

May SOf 1908. — Five kites were used; lifting surface, 361 sq. ft. (32.6 sq. m.). 
Wire out, 10,000 ft. (3,048 m.) at maximum altitude. 

At the beginning l^e sky was overcast with St. moving from the northwest. 
The clouds gradually decreased to 2/10 St. at the end of the flight. 

Pressure was high over the lower St. Lawrence and low over eastern Virginia 
and the Lake region. 

June U 1908, — Three kites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 21,600 ft. (6,553 m.); at maximum altitude, 20,000 ft. (6,096 m.}. 

At the time the first kite was launched the sky was nearly overcast wltn St.-Ou. 
moving from the west-northwest and St. moving from the northwest. The St. 
soon dispersed. The leading kite entered the base of the St.-Gu. at an altitude of 
4,920 ft. (1,500 m.). By 9 30 a. m. the St.-Ou. had diminished to 1/10, and from 
that time to the end of the flight from 1/10 to 3/10 were usually present. 

Pressure was low over New England and hlgn over Lake Superior. 

c/une t^ 1908.— Fiye kites were used; lifting surface, 361 sq. ft. (32.5 sq. m.). 
Wire out, 7,600 ft. (2,286 m.); at maximum altitude, 7,000 ft. (2,134 m.}. 

A few A.-St. near the horizon were visible during the latter part of tne flight. 

A high was central over the upper Lakes and a low over the lower St. Lawrence 
Valley. 
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BULLETIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 





On Meant WaAther, Ta., j^fi. 


At different height* abore tea. 


Date and 
hour. 


Air tem- 
perature. 


■ 

a 

B 

& 

65 
66 
68 

69 

71 


Wind. 


Height 


Air tem- 
peratarei 


1 Wind. 




Dir. 


Velocity. 




Dir. Telocity. 


1906. 
Jane 8: 
2:60 p.m. 
8:08 p.m. 


62.5 
68.0 


16w9 
17.2 


ae. 
»e. 
•e. 
«e. 

■e. 

■e. 


MUM 

9 


Mef* 

p.s. 
4.0 
4.0 


1,726 
2,616 
8,887 
4,657 
2,918 
1,726 


Meters 

626 
797 
1,017 
1,880 
888 
626 


<*F. 

62.6 

64.4 

69.9 
62.8 
58.6 
60.0 


16.9 
18.0 
16i6 
11.6 
14.8 
16.6 


* 

62 

• • ■ ■ 

■ « • ■ 

• ■ • • 

71 


ae. 

8. 

8W. 
8W. 
S. 

ae. 


MUes 


Mefe 

p.e. 
4.0 


4:12 p.m. 


62.0 ■ 16.7 
60.8 16.0 
60.6 ! 16.9 


10 , 4. 6 1 






5:17 p.m. 
6:29 p.m. 
5:89 p.m. 


9 
9 
9 


4.0 
4.0 
4.0 










60.0 


16.6 


9 


4.0 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



Jane 4: 






















1 


7:11p.m. 


6a6 


1&9 92 


se. 


6 


2.2 


1,726 


626 


60.6 


16.9 


92 


7:16 p.m. 


60.0 


16.6 94 


BC. 


6 


2.2 


6,881 


1,625 


62.2 


11.2 


■ • • ■ 


7:19 p.m. 


60.0 


16.6 94 


se. 


5 


2.2 


8,724 


1,136 


65.9 


18.8 


• • ■ • 


7:28 pum. 


60.0 


16.6 


94 


ae. 


6 


2.2 


2,471 


763 


67.2 


14.0 


■ • • • 


7:41 p.m. 


69.8 


16.1 


97 


ae. 


6 


2.2 


1,726 


526 


69.2 


16.1 


97 



se. 

e. 

ene 

e. 

se. 



6 i 2.8 



2.2 



RESULTS OF KITE FLIGHTS. 



Jane 5: 
2:80 p.m. 
6:17 p. m. 
6:40 p. m . 
6:06 p. m . 
6:20 p.m. 
6:26 p.m. 
6:33 p. m. 


69.7 
68.6 
68.6 
68.0 
67.2 
67.0 
67.0 


80.9 
20.3 
20.8 
20.0 
19.6 
19.4 
19.4 


62 
60 
60 
63 
65 
66 
66 


se. 

se. 

e. 

se. 

e. 

e. 

e. 


11 
12 
12 
12 
12 
12 
12 


4.9 
5.4 
5.4 
6.4 
6.4 
6.4 
6.4 


1,726 
2,689 
7,779 
6,866 
8,810 
8,152 
1,726 


526 

789 

2,871 

1,788 

1,161 

961 

626 


69.7 
67.2 
44.4 

49.8 
63.8 
61.7 
67.0 


20.9 
14.0 
6.9 
9.9 
12.1 
16.5 
19.4 


62 
66" 


89a 

e. 
e. 
e. 
e. 
e. 
e. 


11 


4.9 











12 


6.4 



June S, 1908. — Four kites were used; lifting surface, 283 sq. ft. (26.2 sq. m.). 
Wire out, 6,000 ft. (1,829 m.); at maximum altitude, 4,500 ft. (1,372 m.). 

The clouds, moving from the west, increased gradually from 7/10 Ci.-St. at the 
beginning to 10/10 A.-St. by the end of the flight. 

Pressure was high over the Lake region and the Middle Atlantic States, >uid was 
low over southern Utah. 

JwM 4, 1908, — One balloon was used; capacity, 905 cu. ft. (25.6 ou. m.). Wire 
out, 5,500 ft. (1,676 m.). 

When the balloon was launched the sky was 8/10 covered with St. moving from 
the east, at an altitude of about 2,700 ft. (823 m.). By 7.40 p. m. the clouds had 
increased to 9/10 and had settled down nearly to the level of the station, causing 
a light fog. 

Pressure was low over South Dakota, and there was a slight depression over 
North Carolina. Pressure was high over New Jersey, Alabama, and the upper 
Lakes. 

June 6, i^O?.— Three kites were used; lifting surface, 262 sq. ft. (24.8 sq. m.). 
Wire out, 12,000 ft. (3,658 m.) at maximum altitude. 

About 6/10 St.-Cu. were visible during the flight. 

A high was central over the lower St. Lawrence Valley and a low over Montana. 



UPPER AIR CONDITIONS. 
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RESULTS OF KITE FLIGHTS. 





On Mount Weather, Ya., f^j^ 


At different height* aboTO aea. 


Date and 
hour. 


Air tem- 
perature. 


9 

.^ 

100 
100 
100 
100 

66 
66 
66 

71 

59 
68 
65 
92 
90 
90 

62 
68 
64 
65 
66 
66 
66 


Wind. 


Height 


Air tem- 
perature. 


• 

i 
t 


Wind. 




Dlr. 


Velocity. 


IMr. 


Telocity. 


1908. 
June 6: 
9:20 a.m. 
10*0S R. m . 


OR 
66.6 
66.0 
66.0 
66.0 
57.0 

72.7 
72.5 
71.8 
71.0 

80.6 
76.0 
75.0 
68.0 
66.0 
66.0 

76.2 
75.1 
74.0 
78.8 
78.6 
74.0 
78.5 


oa 

18.1 
18.8 
18.8 
13.8 
18.9 

22.6 
22.5 
21.8 
21.7 

26.9 
24.4 
28.9 

2ao 

18.9 
18.9 

24.6 
28.9 
28.8 
28.2 
28.1 
28.8 
28.1 


e. 
e. 
e. 
e. 
se. 

a. 

8. 
8. 
8. 

se. 

a. 

8W. 


p, h. 
12 
14 
14 
18 
12 

9 

9 

10 

10 

8 
10 

a 


Meet 
p.t. 
6.4 
6.8 
6.8 
6.8 
6.4 

4.0 
4.0 
4.6 
4.6 

8.6 
4.5 
8.6 
10.8 
6.8 
6.8 

1.8 
1.8 
1.8 
1.8 
1.8 
1.8 
1.8 


1,725 
2,507 
8,661 
2,971 
1,725 

1,726 
2,880 
8,684 
1,726 

1,725 
8,279 
4,289 
6,788 
8,585 
1,725 

1,726 
4,214 
6,147 
4,250 
8,661 
2,478 
1,725 


Meien. 

626 
764 
1,082 
906 
526 

526 

881 

1,128 

526 

526 
999 

1,807 

1,749 

2,602 

626 

626 
1,284 
1,874 
1,296 
1,082 
754 
826 


OF. 

56.6 
6ai 
60.8 
55.0 
67.0 

72.7 
68.4 
64.4 
71.0 

8a6 
66.2 
68.1 
60.2 
46.4 
66.0 

76.2 
68.6 
66.7 
62L6 
66.7 
70.6 
78.6 


18.1 
17.8 
16.7 
12.8 
18.9 

216 
2a2 
18.0 
21.7 

96.9 
19.0 
14.6 
lOLl 
8.0 
18.9 

24.6 
17.6 
18.7 
17.0 
19.8 
21.4 
28.1 


• • • • 

• • ■ ■ 

• • • • 

100 
66 

• • • • 
« ■ ■ ■ 

71 
69 

• • a • 

• • • • 

• • • • 

• • • • 

90 
62 

66' 


e. 
eae 
ese 
eae 

80. 

8. 
8. 

88W. 
8. 

80. 

8. 
8. 
8. 

a. 
nw. 

ne. 

nw. 

nw. 

nw. 

o 

o 

ne. 


jmut 

p.h. 

12 


Mef* 

p.t, 
6.4 


11:10 a.m. 


1 


11-20 a. m 


t 


11:58 a.m. 
June 8: 

6:56 p.m. 

7:02 p. m . 

7:40 p.m. 

8:00 p.m. 
June 9: 

2:04 p.m. 

8:26 p.m. 

4:10 p.m. 

4:26 p. m . 

4:40 p.m. 

4:45 p.m. 
June 10: 

4:24 p.m. 

4:30 p. m . 

4:39 p.m. 

4:58 p.m. 

6:16 p. m. 

6:28 p. m . 

6:25 p.m. 


12 
9 


6.4 

4.0 






10 
8 


4.6 
8.6 






nw. 1 28 
nw. 14 


1 


1 


nw. 

ne. 

ne. 

n. 

ne. 

ne. 

ne. 

ne. 


18 

8 
8 


18 

4 


6.8 

1.8 














8 


1.8 



June 6, 1908, — Three kites were used; lifting surface, 204 sq. ft. (18.9 sq. m.). 
Wire out. 5,500 ft. (1,676 m.) at the maximum altitude. 

Dense fog and misting rain prevailed during the flight. The fog lightened and 
the rain ended just after noon. 

High pressure was central over New England and low pressure over the Bocky 
Mountains. 

J%mt 8, 1908.— Four kites were used; lifting surface, 330 sq. ft. (30.6 sq. m.). 
Wire out, 8,000 ft. (2,438 m.); at maximum altitude, 7,000 ft. (2,134 m.). 

The sky was cloudless, except for a few St.-Gu. near the western horizon. 

Pressure was high over northern Georgia and low over Lake Superior. 

June 9, 1908. — Three kites were used; lifting surface, 257 sq. ft. (23.8 sq. m.). 
Wire out, 7,400 ft. (2,256 m.) at maximum altitude. 

A thunder-storm from the south-southeast reached the station at 3:59 p. m. 
The clouds, which consisted of 2 Gl. from the west and 2 Gu. from the south at 
the beginning of the flight. Increased to 10/10 N. when rain began at 3:59 p. m. 
The storm produced a rapid fall In temperature and change In the direction of 
the surfcMM wind. 

Low pressure prevailed over the lower St. Lawrence Valley and high over the 
South Atlantic and Gulf States. 

June 10, 1908,— One balloon was used; capacity, 905 cu. ft. (25.6 cu. m.). Wire 
out, 7,250 ft. (2,210 m.). 

During the ascension 5/10 Gi.-8t. from the west and 2/10 Gu. from the northwest 
were observed. 

Pressure was high over eastern South Dakota and low over the lower St. Law- 
rence. A secondary depression was central over southern Virginia. 

BHWO 19 
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BULLETIN OF MOUNT WEATHER 0B8EBVAT0BY. 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



Date and i 
hour. 



IMA. 
June 11: 
4:84 p. m . 
4:44 p. m . 
4:65 p. m . 
6:19 p. m . 
6:80 p. m . 
6:40 p. m . 
6:44 p. m . 



On Mount Weather, Va.,^^lj^^ 



Air tem- 
perature. 



° F. 
67.0 
68.0 
68.5 
67.6 
68.0 
66.0 
66.0 



19.4 

2ao 
ao.8 

19.8 
20.0 
18.9 
18.9 



9 



Wind. 

5 Wr. Velocity. 



74 
74 
72 
75 
75 
77 
77 



I 




eeo, 

»e. 

86. 
86. 
86. 
86. 

»e. 



p. h. ' 
6 
11 
6 
6 
6 
6 
4 



Meft 
p. *. 

2.2 
4.9 
2.7 
2.2 
2.2 
Z2 
1.8 



At dilferent height* above 



Ftet. 

1,725 

4,680 

6,778 

5,011 

4,088 

2,686 

1,725 



Meter*. 
526 
1,396 
2,064 
1,627 . 
1,244 
819 
626 I 



Air tem- 
perature. 



67.0 
66.8 
47.1 
61.4 
66.5 
00.8 
66.0 



19.4 

18.8 

8.4 

ia8 

18.6 
16.0 
18.9 



S 

9 

ja 



Wind. 



g Dir. Velocity. 



4 
74 



MUe»\MeeM 

p. h. p. t, 
6 2.2 



77 



n. 

nni 

ne. 

6. 

86. 
86. 



1.8 



RESULTS OF KITE FLIGHTS. 



June 

1:35 

1:45 

2:52 

4:51 

4:07 

4:20 

4:27 

June 

9:50 

10:02 

10:16 

10:85 

11:87 

12:01 

12:08 

12:14 

12:22 



m 
m 
m 
m 



12: 
p. m, 
p.m, 
p. m 

P- 

P 

P 

P 
18: 

a.m 
a.m, 
a.m. 
a.m. 
a.m. 
p. m. 
p.m. 
p. m. 
p. m. 



71.0 
71.0 
78.0 
72.8 
72.0 
72.0 
73.0 

70.2 
70.0 
70.7 
71.4 
7Z8 
73.0 
73.5 
73.6 
73.0 



21.7 
21.7 
22.8 
22.7 
22.2 
22.2 
22.8 

21.2 
21.1 
21.6 
21.9 
22.7 
22.8 
23.1 
23.1 
22.8 



64 

64 
65 
62 
63 
62 
65 

76 
72 
70 

67 
52 
52 
51 
50 



86. 

»e. 
8. 

H. 
H. 

«. 

8. 

8. 

H. 

H6. 

(«e. 

86. 

M. 

H. 

8. 

8. 



8 
8 
9 
10 
8 
8 
8 

7 
9 
9 
10 
11 
12 
12 
10 
10 



I 



4.0 
8.6 
4.0 
4.5 
8.6 
8.6 
8.6 

8.1 
4.0 
4.0 
4.5 
4.9 
6.4 
6.4 
4.5 
4.6 



1.725 
2,701 
4,001 
4,746 
8.580 
2,697 
1,725 

1,725 
2,793 
3,301 
4,211 
5,2.58 
4,118 
3,538 
2,952 
1,725 



626 

828 

1,219 

1,452 

1,091 

792 

526 

626 

851 

1,006 

1.284 

1,602 

1,255 

1,078 

900 

5-26 



71.0 
65.8 
67.2 
54.8 
57.9 
64.6 
78.0 

70.2 
65.1 
61.2 
65.1 

6ai 

64.0 
62.2 
66.7 
73.0 



21.7 
18.8 
14.0 
12.4 
14.4 
18.1 
22.8 

21.2 
18.4 
16.2 
18.4 
15.6 
17.8 
16.8 
18.7 
22.8 



64 



se. 



8 



8.6 



65 
76 



50 



8. 

«. 

8. 
8. 

8. 



8. 
S. 

saw. 

8. 



886. 
9. 



■ 




1 




'■«■•• 




8 
7 


8.6 
8.1 


















"io 


"*4.*5 



June 11, 1908,— One balloon was used; capacity, 905 cu. ft. (25.6 cu. m.). Wire 
out, 7,200 ft. (2,195 m.). 

The sky was nearly oyercast with moderately low clouds in two distinct layers; 
the lower at an altitude of about 5,000 ft. (1,524 m.) moving from the east, the 
other somewhat higher and moving from the west. 

Pressure was low over North Carolina and high over Lake Michigan. 

Jvnt 12, 1908, — Four kites were used; lifting surface, 342 sq. ft. (31.6 sq. m.). 
Wire out, 9,000 ft. (2,743 m.); at maximum altitude, 5,000 ft. (1,524 m.). 

About 2/10 Cu. were visible, the direction changing from southeast to south 
during the flight. 

High pressure prevailed over the eastern and low pressure over the western 
half of the country. 

c/une IS, 1908.— Four kites were used; lifting surface, 330 sq. ft. (30.6 sq. m.). 
Wire out, 10,000 ft. (3,048 m.); at maximum altitude, 7,700 ft. (2,347 m.). 

Oi.-St. moving from the northwest and a few Cu. from the south partly covered 
the sky during the flight. A solar halo was visible at Intervals from 9 to 11a. m. 

High pressure was central over eastern Virginia and southern New England; 
low pressure over Missouri. 



UPPER AIB CONDITIONS, 
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BESULTS OP KITE FLIGHTS 



Date and 
hour. 



On Mount Weather, Ya., f^j|^ 



Air tem- 
perature. 



1908. 
Jnne 16: 

7:16 a.m. 

7:88 a.m. 

7:49 a.m. 

8:05 a.m. 

8:21 a.m. 

8:87 a.m. 

9:16 a.m. 

0:88 a. m. 
10K)6a.m. 
10:24 a. m . 
10:49 a.m. 
10:67 a.m. 
June 16: 

9:67 a.m. 
10:04 a.m. 
10:16 a. m . 
10:66 a.m. 
11:84 a. m . 
12:46 p.m. 
13:68 p. m . 

1:27 p.m. 

1:42 p.m. 

1:46 p. m . 

1:69 p.m. 
June 17: 

1:29 p.m. 

1:36 p.m. 

4:82 p. m. 

6:26 p. m . 

6:il8p.m. 

6:48 p.m. 

6:49 p.m. 

6:68 p.m. 



OF. 


66.8 


66.8 


66.8 


66.0 


66.0 


66.0 


64.4 


617 


66.4 


66.0 


66.6 


66.6 


66.8 


67.0 


67.6 


68.1 


60.0 


61.8 


62.0 


68.0 


64.0 


66.0 


64.0 


66.6 


64.8 


66.8 


66.4 


64.8 


64.0 


64.0 


64.0 



18.6 
18.6 
18.6 
18.8 
18.8 
18.8 
18.0 
18.2 
18.6 
18.9 
19.2 
19.2 

13.6 
18.9 
14.2 
14.6 
16.6 
16.8 
16.7 
17.2 
17.8 
18.8 
17.8 

18.6 
18.2 
18.6 
18.6 
17.9 
17.8 
17.8 
17.8 



Wind. 



i 


Wr. 


* 




96 


nw. 


92 


nw. 


92 


nw. 


94 


nw. 


96 


nw. 


92 


nw. 


99 


nw. 


99 


nw. 


96 


nw. 


96 


nw. 


92 


w. 


96 


w. 


67 


nw. 


66 


nw. 


64 


nw. 


62 


nw. 


61 


nw. 


68 


nw. 


68 


nw. 


66 


nw. 


67 


nw. 


67 


nw. 


67 


nw. 


69 


se. 


68 


ae. 


69 


se. 


69 


ae. 


62 


se. 


61 


se. 


68 


se. 


66 


se. 



Velocity. 



p. A. 

12 

14 

14 

12 

10 

11 

8 

11 

10 

9 

8 

8 

27 
26 
24 
26 
24 
23 
16 
18 
16 
16 
18 

9 
7 
7 
7 
9 
8 
8 
7 



MeVs 
p. *. 
6.4 
6.8 
6.8 
6.4 
4.6 
4.9 
8.6 
4.9 
4.6 
4.0 
1.8 
1.8 

12.1 

11.6 

10.7 

11.2 

10.7 

10.8 

6.7 

6.8 

6w7 

6.7 

6.8 

4.0 
3.1 
8.1 
3.1 
4.0 
8.6 
8.6 
8.1 



At different heights aboye 



Height 



Feet. 
1,726 
2,962 
4,109 
6,842 
7,079 
8,816 
10,984 
8,818 
7,186 
6,708 
8,991 
1,726 

1,726 
2,964 
4,006 
4,464 
6,688 
7,207 
6,860 
6,064 
4,069 
2,906 
1,726 

1,726 
8,047 
8,728 
6,888 
4,678 
8,866 
2,821 
1,726 



Meter*. 

626 

900 

1,271 

1,781 

2,168 

2,687 

8,888 

2,688 

2,176 

1,788 

1,216 

626 

626 
900 

1,221 
1,861 
2,022 
2,197 
1,786 
1,660 
1,240 
885 
626 

626 

929 

1,136 

1,641 

1,424 

1,026 

860 

526 



Alrtem- 
peratare. 



OR 
66.8 
68.7 
60.6 
61.4 
47.5 
41.0 
81.1 
86.6 
48.0 
49.6 
67.9 
66.6 

66.8 
48.2 
42.8 
66.1 
40.9 
47.1 
60.5 
64.3 
66.8 
60.0 
64.0 

66.6 
68.8 
68.8 
48.0 
47.1 
62.9 
67.9 
610 



<»G 
18.6 
17.6 
1&8 

ia8 

8.6 

6.0 

-0.6 

2.5 

6.1 

9.7 

14.4 

19.2 

18.6 

9.0 

6.0 

18.4 

7.7 

8.4 

10.8 

1Z4 

18.6 

10.0 

17.8 

18.6 
14.6 
IZl 
8.9 
8.1 
11.6 
114 
17.8 



& 



Wind. 



Dir. 



I 



96 
67 



67 
69 



• • ■ • 



66 



nw. 

WBW. 

BW. 

8W. 

8W. 

SW. 

SW. 

SW. 

SW. 

SW. 

■w. 
w. 

nw. 

nnw. 

nnw. 

n. 

nnw, 

wnw. 

nw. 

n. 

nnw. 

nnw, 

nw. 

se. 

86. 

se. 

8. 

se. 



86. 

se. 



Yelodty. 



p. h. 
12 



8 
27 



18 
9 



Mete 
p, t, 

5.4 



1.8 
12.1 



.5.8 
10 



8.1 



June 16, 1908, — Three kites were used; lifting surface, 210 sq. ft. (19.4 sq. m.). 
Wire out, 15,000 ft. (4,672 m.); at maximum altitude, 14,600 ft. (4,460 m.). 

The sky was overcast during the flight. Two layers of low clouds were ob- 
served; the lower at an altitude of 8,000 to 4,000 ft. (914 to 1,219 m.) moving from 
the west, and the higher moving from the southwest. Bain fell from 8:10 to 8:19 
a. m. and from 8:29 a. m. to the end of the flight. Light fog set in at 8:68 a. m. 
and continued. 

Pressure was high over Iowa and low over the lower St. Lawrence Valley. 

June 16t 1908, -^Four kites were used; lifting surface, 272 sq. ft. (25.2 sq. m.). 
Wire out, 18,000 ft. (5,486 m.); at maximum altitude, 16,000 ft. (4,877 m.). 

From 5/10 to 1/10 St. moving from the west were visible until 11:48 a. m. and 
1/10 01. from the west thereafter. 

Low pressure prevailed along the New England coast and high over the Great 
Lakes. 

thme 17, 1908,—Yo\ix kites were used;, lifting surface, 336 sq. ft. (31.1 sq. m.). 
Wire out, 7,700 ft. (2,347 m.); at maximum altitude, 5,500 ft. (1,676 m.). 

The clouds decreased gradually from 7/10 Gi.-St. and 3/10 Gu. at the beginning, 
to 2/10 Gi.-St. from the west and 1/10 Gu. from the southeast by the end of the 
flight. A solar halo was observed from the beginning until 5:20 p. m. 

An area of high pressure was central over southern New York and a trough of 
low pressure extended from Arizona northward to Ganada. 
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BULLETIN OF MOUNT WEATHEB OBSEBVATORY. 



BESULTS OF KITE FLIGHT. 



Date Mid 
hour. 



On Moant Weather, Va., ^725^ 



Air tern- 
penturei 



1908. 
Jane 18: 

8:42 a.m 

8:84 a. m. I 
10:80 a.m.! 
10:68 a. m . 
11:01 p.m. 
11:10 a.m.; 
June 19: j 

7:13 a. m.l 

8:44 a.m. I 

8:66 a. m . ' 

9:67 a. m . , 
10:67 a. m 
11:09 a.m., 
11:18 a.m. 
11:20 a.m. 
June 20: 

9:48 a. m . 

9:51 a.m. 
10:00 a. m . 
10:18 a.m. 
10:81 a. m. 
10:46 a.m. 
11:27 a.m. 
11:51 a.m. 
12:43 p. m . 

1:10 p.m. 

2:00 p. m . 

2:86 p. m . 

3:03 p. m . 

8:26 p. m . 

8:35 p. m . 

8:39 p. m . 



OF. 

616 
68.0 
66.0 
66.3 
65.8 
66.1 

67.0 
70.8 
71.1 
75.6 
74.5 
76.3 
76.1 
76.4 

68.0 
68.7 
69.0 
69.2 
69.5 
69.6 
72.0 
74.0 
74.8 
76.7 
80.0 
81.6 
82.0 
81.1 
80.0 
80.0 



17.0 
17.2 
18.8 
19.1 
18.8 
18.9 

19.4 
21.3 
21.7 
24.2 
28.6 
24.6 
24.5 
24.7 

20.0 
20.4 
20.6 
20.7 
20.8 
20.9 
22.2 
23.3 
20.8 
24.8 
26.7 
27.6 
27.8 
27.8 
26.7 
26.7 



"• I 



i 




WiDd. 


9 






t 


Dlr. 


Veto 






MUes 


i 




p.h. 


79 


se. 


9 


77 


se. 


10 


66 


se. 


10 


66 


B. 


10 


67 


se. 


10 


66 


se. 


10 


85 


w. 


10 


80 


w. 


9 


79 


w. 


6 


76 


•e. 


8 


76 


se. 


6 


74 


se. 


6 


74 


se. 


6 


74 


se. 


6 


81 


nw. 


25 


78 


nw. 


22 


77 


nw. 


25 


76 


w. 


23 


77 


nw. 


22 


79 


nw. 


24 


81 


nw. 


23 


78 


nw. 


24 


71 


nw. 


18 


71 


w. 


15 


64 


nw. 


16 


68 


w. 


14 


65 


nw. 


16 


65 


nw. 


14 


72 


nw. 


14 


71 


nw. 


14 



M9fi 

p. *. 

4.0 
4.5 
4.5 
4.5 
4.5 
4.6 

4.5 
4.0 
2.7 
1.3 
2.7 
2.7 
2.7 
2.7 

11.2 

9.8 

11.2 

10.3 

9.8 

10.7 

10.3 

10.7 

8.0 

6.7 

7.2 

6.3 

7.2 

6.3 

6.3 

6.8 



At different heights abore 



Height 



Air tem- 
perature. 



FeeL 

1,725 

2,873 

4,412 

8,305 

2,921 

1,725 

1,725 
8,946 
6,416 
6,861 
5,409 
4,447 
3,139 
1,725 

1,725 

2,802 

3,660 

4,841 

6,012 

7,660 

12,428 

14,435 

16,290 

1.5,177 

13,240 

10,321 

6,820 

4,038 

2,934 

1,725 



iMetert. 



876 

1,345 

1,007 

890 

526 

626 
1,208 
1,651 
2,091 
1,649 
1,355 
973 
526 

526 
854 

1,116 
1,476 
1,832 
2,335 
3,788 
4,400 
4,965 
4,626 
4,036 
3,146 
2,079 
1,231 
894 
526 



62.6 
58.8 
66.2 
60.6 
58.8 
66.1 

67,0 
68.0 
63.8 
55.6 
61.0 
65.3 
68.7 
76.4 

68.0 
75.7 
72.5 
68.7 
64.6 
61.8 
84.2 
21.0 
19.9 
24.8 
28.9 
45.9 
61.3 
70.3 
75.0 
80.0 



17.0 
14.6 
12.9 
15.9 
14.6 
18.9 

19.4 
20.0 
17.4 
13.1 
16.1 
18.5 
20.4 
24.7 

20.0 

24.8 

22,5 

20.4 

18.1 

16.8 

1.2 

- 6.1 

-6.7 

-4.3 

-1.7 

7.7 

16.3 

21.3 

^.9 

26.7 



S 

9 
.a 



Wind. 



Dir. 



Velocity. 



i 

79 ae. 



MUes 
p. h. 
9 



MefM 

4.0 



s. 
s. 



66 se. 



86 



■ • • • 



74 

81 



' nw. 

nw. 

nw. 
; nw. 

nw. 

uw. 
I se. 

I 
nw. 

wnw 

', wnw.i, 
wnw. I, 
w. i. 
w. 
w. 

W. |. 

wnw. I 
wnw.', 



■ 




10 
10 


4.5 
4.6 

• • • ■ « 


1 




1 




6 

1 
1 

25 


2.7 
11.2 



71 



wnw. 
w. 

wnw. 
w. 
nw. 



I 



• • ■ • ■ ■ 



14 6.8 



June 18 f 1908. — Four kites were used; lifting surface, 336 sq. ft. (31.1 sq. m.). 
Wire out, 10,000 ft. (3,048 m.); at maximum altitude, 7,500 ft. (2,286 m.). 

The sky was partly covered with A.-St. and St.-Gu. moving from the west- 
southwest. 

Pressure was high off the North Oarolina coast and low over Manitoba. 

JuM 19, 1908, — Four kites were used; lifting surface, 289 sq. ft. (26.7 sq. m.). 
Wire out, 10,140 ft. (3,091 m.); at maximum altitude, 7, 500 ft. (2,286 m.). 

About 1/10 Ci.-St. moving from the west-northwest was present during the flight. 

Pressure was high over eastern North Carolina and low over Manitoba. 

June 20, 1908,—\^\ji kites were used; lifting surface, 414 sq. ft. (38.3 sq. m.). 
Wire out, 33,000 ft. (10,058 m.); at maximum altitude, 31,000 ft. (9,449 m.). 

The sky was nearly covered with A.-St. and Ht.-Ou. moving from the west until 
about noon, when the direction changed to west-northwest, and Ci.-St. moving 
from the west appeared. Cloudiness diminished to 4/10 by 1:40 p. m., but by 3:15 
p. m. it had increased to 9/10, of which 7/10 was Ci.-St. A solar halo was visible 
at intervals from noon until 1:15 p. m., and again at 3:21 p. m. 

Pressure was high southward from Virginia and Kentucky, and was low over the 
lower St. Lawrence. 
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RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



1906. 
June 22: 

7:29 a.m. 

7:88 a.m. 

7:62 a. m . 

8:68 a. m . 

9:14 a. ID. 
10:16 a. m. 
10:42 a.m. 



On Mount Waathar, Ya., |^^^^ 



Airtem- 
peratnre. 



OF. 


66.0 


67.0 


67.6 


69.8 


' 70.8 


74.0 


74.0 



18.9 
19.4 
19.7 
21.0 
21.8 
28.8 
28.8 



a 

& 



Wind. 



Dlr. 



98 
92 
88 
88 
82 
77 



I 



nw. 
nw, 
nw. 
nw. 
nw. 
nw. 
nw. 



Velocity. 



MUet 

p. h. 

14 

14 

12 

11 

9 

8 

7 



Mefs 

p. M. 

6.3 
6.8 
6.4 
4.9 
4.0 
8.6 
8.1 



At diflterent heights abore 



Height 



Feet. 

1,726 

2,706 

3,287 

4,661 

6,193 

7,526 

1,725 



Alrtem- 
peraturei 



S 

a 

& 



Meters. 

626 

826 

1,002 

1»421 

1,888 

2,294 

626 



66.0 
70.5 
74.6 
68.7 
61.2 
6a6 
74.0 



Wind. 



Dir. 



oc. 

18.9 
21.4 
23.6 
20.4 
16.2 
16.9 
2&8 



95 



77 



nw. 

nw. 

n. 

nne. 

n. 

n. 

nw. 



Velocitf. 



Miles Meet 
p. h. ' p. t. 



14 



6.8 



8.1 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



June 28: 
3:16 p.m. 
8:46 p. m . 
4:00 p.m. 


83.2 
83.6 
IU.0 


28.4 
28.6 


57 
HI 


nw. 

■w. 


4 
4 
8 
2 
8 
8 
4 


1.8 
1.8 
1.8 
0.9 
1.8 
1.8 
1.8 


1,725 

7,821 
6,871 
4,871 
8,209 
2,559 
1,725 


626 

2,884 

2,094 

1,486 

978 

780 

626 


88.2 
69.2 
62.8 
70.6 
76.8 
82.6 
86.0 


28.4 
16.1 
17.1 
21.4 
24.6 
28.1 
29.4 


67 
60" 


nw. 

o 

o 

o 

o 

o 

nw. 


4 


1.8 


28.9 69 w. 
29.2 1 58 8. 
29.2 55 w. 
29.4 57 ' nw. 






4:aOp.m. 84.5 
4:89p.m. 84.5 
4:48p.m. as.O 










4:60 p.m. 


85.0 


29.4 


60 


nw. 


4 


1.8 



RESULTS OF KITE FLIGHTS. 



June 24: 
6:21a.m. 
6:81 a. m . 
7:40 a. m . 
8:25 a.m. 
8:86 a. m . 
8:48 a. m. 
8:48 a.m. 



78.0 


22.8 


09 


nw. 


12 


5.4 


72.8 


22.4 


72 


nw. 


12 


6.4 


74.6 


28.6 


70 


w. 


12 


6.4 


77.0 


25.0 


64 


w. 


11 


4.9 


77.0 


25.0 


66 


nw. 


12 


6.4 


76.6 


24.7 


69 


w. 


14 


6.8 


76.5 


24.7 


69 


w. 


12 


6.4 



1,725 
2,605 
8,644 
4,748 
8,885 
2,866 
1,726 



626 

794 

1,080 

1,447 

1,184 

871 

626 



78.0 
80.1 
77.7 
72.8 
76.6 
78.8 
76.5 



22.8 
26.7 
25.4 
22.4 
24.2 
26.7 
24.7 



69 



nw. 

w. 

wnw. 

w. 

wnw. 

nw. 

w. 



12 ; 4.6 



12 



4.5 



June 22f 1908.— Five kites were used; lifting surface, 346 sq. ft. (32 sq. m.). 
Wire out, 10,600 ft. (3,231 m.); at maximum altitude, 8,200 ft. (2,500 m.). 

About 9/10 01. -St. were present moving from the west-southwest and a few 
St.-Cu. moving from the noilh. A solar halo was visible during the entire flight. 

Pressure was high over eastern Tennessee and low over Nebraska. 

June 25, 1908. — One balloon was used; capacity, 906 cu. ft. (25.6 cu. m.). Wire 
out, 7,000 ft. (2,134 m.). 

About 7/10 Cl.-St. and a few Cu. were visible moving from the northwest. A 
solar halo was observed until after 4 p. m. 

At 8 a. m. low pressure was central over Iowa, and centers of high pressure lay 
over New England, Kentucky, Alabama, and Florida. 

June 24, 1908,-^B\x kites were used; lifting surface, 419 sq. ft. (38.8 sq. m.). 
Wire out, 8,000 ft. (2,438 m.); at maximum altitude, 6,000 ft. (1,829 m.). 

A few CI. were present from the beginning to 7:18 a. m. The sky was clear 
during the remainder of the flight. 

An extensive area of high pressure was central over western Nebraska and the 
pressure was low north of the Great Lakes. 
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BULLETIN OF MOUNT WEATHER OBSERVATORY. 



RESULTS OF KITE FLIGHTS. 



Dateand 
hour. 



190a 
Jane 25: 

7:1S a. m . 

7:84 a. m . 

7:8Sa.m. 

7:60 a. m . 

7:68 a.m. 

8:21 a.m. 

9:28 a.m. 
10:46 a. m. 
12:15 p.m. 
12:57 p. m . 

1:19 p.m. 

1:41 p. m 

1:63 p.m. 

2:08 p. m . 

2:07 p.m. 
June 26: 

7:06 a. m . 

7:20 a. m . 

7:80 a.m. 

9:12 a.m. 

9:46 a.m. 

9:66 a.m. 
10:04 a. m . 
10:10 a.m. 
10:16 a.m. 
10:20 a.m. 



On Mount Weather, Ya., f^f^ 



Air tem- 
perature. 



OF. 

M.2 
64.6 
64.6 
66.8 
66.8 
67.0 
69.6 
71.6 
78.0 
74.0 
78.0 
78.0 
74.0 
76.0 
74.5 

58.0 
69.6 
60.7 
68.7 
64.0 
64.4 
64.8 
66.6 
66.0 
66.4 



17.9 
18.1 
18.1 
19.1 
19.1 
19.4 
20.8 
21.9 
22.8 
28.8 
22.8 
22.8 
28.8 
28.9 
28.6 

14.4 

16.8 
16.9 
17.6 
17.8 
18.0 
18.2 
18.7 
18.9 
19.1 



^ 




Wind. 









Xi 





— 


3 


Dir. 


yei« 




Miles 


& 


nw. 


p.h. 
19 


90 


nw. 


17 


90 


nw. 


17 


80 


nw. 


17 


79 


nw. 


16 


77 


nw. 


18 


69 


nw. 


15 


61 


nw. 


16 


61 


n. 


9 


62 


n. 


10 


60 


n. 


10 


56 


n. 


9 


56 


nw. 


18 


51 


nw. 


18 


51 


nw. 


18 


89 


nw. 


9 


85 


nw. 


12 


81 


nw. 


12 


75 


nw. 


10 


78 


nw. 


9 


71 


n. 


9 


71 


nw. 


10 


70 


n. 


10 


70 


nw. 


10 


70 


nw. 


9 



Mefs 

p.s. 
8.5 
7.6 
7.6 
7.6 
7.2 
8.0 
6.7 
7.2 
4.0 
4.6 
4.6 
4.0 
6i8 
6.8 
6.8 

4.0 
6.4 
5.4 
4.5 
4.0 
4.0 
4.6 
4.5 
4.6 
4.0 



At different helghta above 



Height 



Feet 

1,726 
8,081 
4,001 
6,080 
6,819 
8,638 
11,868 
18,472 
12,417 
9,153 
7,001 
4,588 
8,911 
2.800 
1,726 

1,726 
2,966 
8,900 
4,841 
6,780 
6,707 
4,420 
8,862 
2,602 
1,725 



Meiert. 

526 

924 

1,220 

1,648 

1,926 

2,682 

8,460 

4,106 

8,785 

2,700 

2,184 

1,882 

1,192 

868 



626 

904 

1,189 

1,476 

2,067 

1,740 

1,847 

1,022 

793 

626 



Air tem- 
perature. 



64.2 
59.9 
68.8 
60.6 
66.6 
47.5 
86.6 
27.7 
29.6 
44.8 
48.2 
64.9 
61.9 
69.1 
74.5 

68.0 
68.8 
56.4 
62.8 
44.6 
47.6 
62.0 
64.5 
69.0 
66.4 



OG 

17.9 

15.6 

14.6 

16.9 

18.6 

8.6 

2.5 

> 2.4 

- 1.4 

7.1 

6.2 

12.7 

16.6 

20.6 

28.6 

14.4 
14.6 
18L0 
11.8 
7.0 
&6 
11.1 
12.5 
15.0 
19.1 



9 



I 



B • « • 



51 
89 



Wind. 



Dir. 



nw. 
nw. 
nw. 
wnw. 



70 



w. 
w. 
w. 

nw. 

nw. 

nw. 

nw. 

nnw. 

nw. 

nw. 

ne. 

ene. 

n. 

n. 

n. 

ne. 

ne. 

n. 

nw. 



Velodtf. 



MUeslMefM 

p.h.\p.M. 

19 6.S 



18 



&8 
4.0 



4.0 



RESULTS OF CAPTIVE BALLOON ASCENSION. 



June 27. 










1:29 p.m. 


78.0 


22.8 


46 


ne. 


1:46 p.m. 


76.5 


24.7 


48 


8W. 


2:00 p. m . 


76.0 


24.4 


48 


n. 


2:14 p.m. 


74.2 


28.4 


42 


n. 


2:27 p. m . 


78.8 


28.2 


41 


n. 


2:87 p. m . 


74.0 


23.8 


44 


nw. 


2:47 p.m. 


74.0 


28.8 


44 


nw. 


2:60 p.m. 


74.0 


28.8 


40 


nw. 



2 
2 

4 
6 
4 

4 
6 
8 




June £5 1 1908. — Seven kites were used: lifting surface, 482 sq. ft. (44.6 sq. m.). 
Wire out, 29,500 ft. (8,992 m.); at maximum altitude, 26,000 ft. (7,925 m.). 

The sky was f]X)m 3/10 to 7/10 covered with clouds, mostly in two layers, the 
upper moving from the west, and the lower from the west-northwest, changing to 
northwest. The leading kite was in the upper clouds at an altitude of 18,000 ft. 
(3,962 m.), and in the lower clouds at an altitude of 6,500 ft. (1,981 m.). 

Pressure was high over Kansas and low over New Brunswick, with a secondary 
depression over Georgia. 

June t6, 1908. — Six kites were used; lifting surface, 414 sq. ft. (38.3 sq. m.). 
Wire out, 12,000 ft. (3,657 m.); at maximum altitude, 8,000 ft. (2,438 m.). 

At the beginning 2/10 A.-Cu. from the west-northwest and a few Cu. from the 
north were observed. The higher clouds had disappeared at 9:38 a. m. and the 
lower clouds had increased to 2/10 Cu. at the end of the flight. 

Pressure was high over Michigan and low over Montana. 

Jiune 27 1 1908.-- One balloon was used; capacity, 905 cu. ft. (25.6 cu. m.). Wire 
out, 7,900 ft. (2,408 m.). 

About^/10 Cu. moving from the north were visible. 

Low pressure was central over South Dakota, and pressure was high from North 
Carolina to the Lakes. 



UPPER AIB CONDITIONS. 



277 



RESULTS OF KITE FLIGHTS. 



Date and 
hour. 



On Mount Weather, Va., J^jJ^^ 



Air tem- 
perature. 



1908. 
June 29: 

7:16 a.m. 

7:26 a.m. 

7:40 a. m. 

8:52 a.m. 

9:18 a.m. 

9:49 a. m . 
11:02 a.m. 
12:00 m. 
12:48 p.m. 

1:08 p.m. 

1:40 p. m. 

1:68 p. m . 

2:00 p.m. 

2:21 p.m. 

2:29 p.m. 

2:4S p. m . 

2:66 p. m . 

8:08 p.m. 

3:22 p.m. 

8:80 p. m . 

8:36 p.m. 
June 30. 

7:17 a.m. 

7:26 a. m. : 

7:40 a.m. I 

7:67 a.m.- 

8:19a.m.j 

8:39 a. m . 

8:62 a. m . 

9:17 a.m. 

9:80 a. m . 

9:48 a. m . 
10:18 a.m. 
10:80 a.m. I 
11:10 a. m 
11:38 a. m 
11:69 a.m 
12:04 p. m.l 
12:14 p. m.j 



70.7 
70.2 
7a 
78.7 
78.0 
76,4 
79.6 
80.8 
81.6 
83.2 
88.8 
88.0 
86.0 
8Z2 
8a4 
76.4 
76.6 
77.6 
78.7 
77.0 
77.3 

67.9 
67.6 
67.3 
68.0 
69.0 
69.0 
69.6 
70.0 
71.8 
7Z0 
73.0 
78.0 
73.0 
73.0 
75.7 
74.3 
76.6 



21.6 
21.2 
21.1 
28.2 
22.8 
24.1 
26.4 
26.8 
27.6 
28.4 
28.8 
28.3 
29.4 
27.9 
26.9 

2^2 
25.8 
26.9 
26.0 
26.2 

19.9 
19.7 
19.6 
2U.0 
20.6 
20.6 
20.8 
21.1 
21.8 
22.2 
22.8 
22.8 
22.8 
22.8 
24.8 
23.6 
24.2 






Wind. 



Dir. 



68 
68 
61 
68 
68 
65 
64 
64 
61 
56 
56 
64 
56 
66 
66 
66 
61 
61 
68 
66 

84 
84 
84 
84 
81 
80 
80 
80 
80 
80 
77 
79 
70 
72 
71 
73 



w. 
w. 
w. 

8W. 

sw. 

w. 

sw. 

sw. 

w. 

w, 

sw. 

8W. 

s. 

B. 

sw. 

nw. 

nw. 

nw. 

w. 

nw. 

nw. 

nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw. 
nw, 
nw. 
nw. 



Velocity. 



MUe» 

p. h. i 

10 

18 

16 

18 

12 

18 

10 

10 

10 

10 

9 

12 

10 

9 

10 

18 

8 

8 

8 

9 

9 

11 

12 

12 

12 

8 

8 

8 

10 

11 

10 

11 

11 

18 

10 

9 

7 

7 



MeCt 

p. *. 

4.6 
6.8 
6w7 
5.8 
6.4 
6.8 
6.4 
4.6 
4.6 
4.6 
4.0 
6.4 
4.6 
4.0 
4.6 
6.8 
Sw6 
8.6 
8.1 
4.0 
4.0 

4.9 
6.4 
5.4 
6.4 
8.6 
3.6 
8.6 
4.6 
4.9 
4.6 
4.9 
4.9 
6.8 
4.6 
4.0 
XI 
8.1 



At different height* aboTe sea. 



Height 



Feet. 

1,726 

2,984 

4,206 

6,424 

8,066 

9, 696 

12,860 

16,288 

18,186 

16,916 

14,606 

12,186 

12,182 

11,008 

9,757 

7,801 

6,887 

6,117 

4,167 

2,964 

1,726 

1,725 

2,852 

8,887 

6,184 

6,240 

8,062 

9,690 

10,833 

11,744 

12,506 

12,847 

18,680 

11,460 

9,689 

5,225 

8,502 

1.726 



Meters. 
626 
894 
1,282 
1,968 
2,468 
2,926 
8,767 
4,668 
5,628 
5,166 
4,462 
8,699 
3,696 
8,864 
2,974 
2,878 
1,982 
1,660 
1»270 
903 
626 

626 
869 
1,185 
1,580 
1,902 
2,457 
2,923 
8,802 
8,580 
8,812 
8,916 
4,189 
3,498 
2,938 
1.596 
1,067 
626 



Air temp- 
perature. 



70.7 
7a 9 
6&9 
66.7 

47.1 
8&8 
88.1 
21.6 
11.6 
17.6 
24.1 
84.2 
82.0 
81.6 
35.6 
46.7 
62.9 
68.0 
67.6 
75.7 
77.3 

67.9 
66.4 
62.2 
61.6 
66.4 
46.4 
87.4 
81.6 
29.8 
26.6 
26.7 
19.8 
80.2 
86.6 
66.7 
64.4 
76.6 



21.6 

21.6 

17.7 

18.7 

8.4 

8L8 

0.6 

— 6.8 
-11.4 

— 8.0 

— 4.4 
1,2 

ao 

— 0.8 
2.0 
7.6 

11.6 
17.2 
19.7 
24.8 
26 2 

19.9 
19.1 
16.8 
16.4 
13.0 
8.0 
8.0 

— a2 

— 1.6 

— 8.0 

— 8.6 

— 6.8 
-1.0 

2.6 
13.7 
18.0 
24.2 



S I 



Wind. 



Dir. 



£ 



• • ■ B 



66 

84 



• • • • 



69 



wnw. 

w. 

wsw. 

wsw. 

wsw. 

w. 

w. 

w. 

w. 

w. 

w. 

w. 

wsw. 

wsw. 

wsw. 

wsw. 

sw. 

sw. 

sw. 

nw. 

nw. 

wnw. 

wnw. 

w. 

w. 

w. 

wsw. 

wsw. 

wsw, 

wsw. 

wsw. 

WBW. 

wsw. 

wsw. 

w. 

nw. 

nw. 



Velocity. 



liiU* 
p.h. 
10 



Met'e 
p. t. 
4.6 



I 






■ • > • I 



11 



4.0 
4.9 



a ■ ft • • 



8.1 



June jS9, i^<9.— Seven kites were used; lifting surface, 482 sq.ft. (44.6 sq.m.). 
Wire out, 30,000 ft. (9,144 m.) at maximum altitude. 

At the beginning 1/10 Gi.-St. and 3/10 Gu. were present moving from tlie west. 
The Ci.-St., which had Increased to 8/10 by 8:30 a. m., had entirely dipappeared 
by noon. Gu. diminished during the morning hours, but increased to 6/10 during 
the afternoon. From 1/10 to 3/10 A.-Gu. were present during the afternoon mov- 
ing from the west. The leading kite was in the A.-Gu. at an altitude of 12,132 ft. 
(3,698 m.), and in the Gu. at altitudes ranging between 9,767 ft. (2,974 m.) and 
7,801 ft. (2,378 m.). A thunder-storm past over the Shenandoah Valley close to 
the station between 2 and 3 p. m. moving from the west-southwest. Light rain 
occurred at the station between 2:3t and 3 p. m. 

Pressure was high over North Garolina and Georgia and low north of Lake 
Superior. 

June SO, 1908,— Five kites were used; lifting surface, 278 sq. ft. (25.7 sq. m.). 
Wire out, 25,000 ft. (7,620 m.); at maximum altitude, 24,000 ft. (7,315 m.). 

About 8/10 A.-Gu. were visible moving from the west. 

A low was central over the lower St. Lawrence Valley and a high over the North 
Garolina coast. 
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